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Chrain  Ulevatars,  Cleanersy  and  Dryers.  By  Alfred  P*  BolIiKR,  C.  E. 

The  marvelons  growth  of  the  grain  trade,  dnring  the  last  few  years, 
has  given  rise  to  a  department  of  construction  for  its  handling,  which 
it  is  the  province  of  this  paper  to  describe.  To  comprehend  the  ne« 
cessity  which  resnlted  in  the  constrnction  of  grain  elevators,  it  will, 
perhaps,  be  advisable  to  take  a  glance  at  this  growth,  and  for  that 
purpose  the  following  statistics  for  the  port  of  Buffalo  are  given.  The 
amount  of  grain  of  all  kinds  brought  to  this  port  in  1840,  was  1,075,<* 
888  bushels;  in  1841,  1,852,325  bushels ;  and  in  1842,  it  had  grown 
to  2,015,928  bushels,  which  last  amount  was  quadruple  that  received 
in  1836,  a  period  of  but  six  years  back.  All  this  grain  had  to  be  trans* 
ferred  from  vessels  to  canal  boats,  or  stored  in  warehouses  along  the 
docks,  by  means  of  manual  labor,  cumbersome  tubs  or  bags  being  used 
for  that  purpose.  Besides  being  slow  and  expensive,  detaining  both 
lake  vessels  and  canal  boats  a  long  time  in  port,  the  grain  trade  had 
so  developed,  as  to  make  it  reasonable,  from  past  experience,  to  look 
forward  to  a  time,  and  that,  too,  not  far  distant,  when  it  would  be 
impossible  to  handle,  by  the  old  methods,  but  a  very  small  proportion 
of  the  grain  that  would  be  poured  into  the  port  of  Buffalo,  from  the 
fast  settling  west  and  north*west,  seeking  that  port  as  an  outlet  for 
the  Atlantic  States  and  Europe.  In  view  of  these  facts,  and  in  the 
face  of  the  sneers  and  evil  prophecies  that  always  attend  an  innova- 
tion upon  long  established  custom,  Joseph  Dart,  Esq.,  proposed  to 
eonstmct  an  elevating  warehouse,  the  motive  power  for  which  should 
be  steam.  Accordingly,  a  small  one  was  built|  50  by  100  feet|  with  % 
You  UL— Third  Skbieb.^No.  1 Jvlt,  1866.  1 
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storage  capacity  for  about  65,000  bushels  of  grain,  and  with  a  trans^ 
fer  capacity  of  a  little  over  600  bushels  per  hour.  So  great  was  the 
success  of  this  experiment  that  the  enterprising  builder  increased  its 
capacity  so  as  to  store  110,000  bushels  of  grain.  A  new  period  was 
now  inaugurated  in  the  grain  trade,  springing  from  Mr.  Dart's  success. 
Three  more  elevators  were  speedily  commenced,  improving,  of  course, 
upon  the  original  one.  In  1847,  the  grain  trade  had  reached  about 
17,000,000  bushels,  ten  times  the  amount  that  was  received  in  1841, 
which  large  increase  taxed  the  then  existing  facilities  almost  beyond 
their  powers.  To  handle  the  sixty  odd  million  bushels  of  grain  which 
Buffalo  now  receives  each  year,  there  are  twenty-four  elevating  ware- 
houses, capable  of  storing  5,000,000  bushels,  and  a  total  transfer  ca- 
pacity of  2,350,000  bushels  per  day.  The  average  storage  capacity 
of  these  elevators  is  about  250,000  bushels  each. 

These  warehouses  are  located  upon  the  piers  or  docks,  leaving  suf- 
ficient room  between  them  and  the  water's  edge  to  allow  a  free  passage 
way  for  drays  and  carts.  This  distance  varies  from  15  to  80  feet, 
surrounding  circumstances,  of  course,  regulating  it.  In  plan,  an  ele- 
vator presents  the  appearance  of  a  large  rectangle,  (formed  by  the 
outside  walls,)  broken  up  into  numerous  smaller  ones,  averaging  from 
10  to  12  feet  square.  These  smaller  rectangles  are  plans  of  the  bins. 
When  all  the  bins  are  full  there  is  of  necessity  an  immense  weight  to 
be  supported.  Some  idea  of  this  weight  may  be  had  from  the  fact  that 
each  100,000  bushels  of  grain  weighs  8000  tons,  which  would  be  for 
an  elevator  of  400,000  bushels  capacity,  12,000  tons.  It  is  easily  seen 
how  carefully  the  foundation  for  supporting  such  a  weight  must  be 
prepared,  and  how  guardedly  any  after-settling  must  be  prevented. 

From  the  necessitated  location  of  grain  warehouses  on  the  wharves 
and  piers,  and  the  bottom  being  invariably  mud  and  sand,  there  is  but 
little  choice  for  kind  of  foundation  other  than  piles,  upon  which  they 
are  usually  built.  The  piling,  of  course,  must  be  most  thoroughly  done, 
and  the  piles  should  be  driven  as  close  together  as  it  is  possible  to  get 
them.  They  are  cut  off  at  least  six  inches  below  lowest  water,  and 
very  carefully  leveled.  Upon  the  heads  of  the  piles  thu4  cut  off,  a 
course  of  heavy  oak  plank  is  spiked,  upon  which  the  masonry  of  first- 
class  ashlar  is  laid  in  large  blocks.  The  outside  walls  are  usually 
carried  up  about  16  feet,  at  which  height  the  bins  are  started.  These 
walls  are  pierced  at  the  required  points  by  doors  and  windows.  The 
intersections  of  the  bins  are  supported  by  three  heavy  squared  posts, 
forming  piers,  as  it  were,  which  posts  are  usually  made  from  oak, 
beach,  or  elm,  and  are  from  12  to  16  inches  square.  All  these  posts 
in  each  pier  are  in  the  same  plane,  one  being  vertical,  the  other  two 
battering,  like  struts;  the  opposite  struts  of  two  adjoining  corners 
have  a  heavy  straining  beam  between  them.  Heavy  parallel  girders 
run  across  from  wall  to  wall,  resting  at  their  intermediate  points  upon 
the  piers  and  straining  beam.  Heavy  cross  joists  run  at  right  angles 
to  these  girders  upon  which  the  bins  are  started. 

.  The  sides  of  the  bins  are  formed  of  plank  laid  flatwise,  usually 
two  inches  thick  and  spiked,  the  spikes  being  long  enough  to  reach 
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through  two  thicknesses  of  plank,  and  part  way  into  a  third.  These 
bins  are  carried  up  to  various  heights,  and,  as  before  remarked,  are 
usually  10  to  12  feet  square.  The  lengths  of  planks  are  so  arranged 
as  to  break  joint  with  each  other,  the  same  plank  often  running  through 
the  distance  of  three  and  sometimes  four  bins.  This  arrangement 
frames  ail  the  bins  together,  and  adds  greatly  to  the  stiffness  in  resist* 
ing  the  bulging  tendency  of  the  grain. 

The  accompanying  Pig.  1  will  better  illustrate  this  construction, 
showing,  as  it  docs,  a  plan  of  two  bins,  with  a  portion  of  one  side  in 
elevation,  (Fig.  2.)  In  the 
elevation  are  seen  the  planks 
laid  together,  and  running 
through  two  or  more  com* 
partments,  breaking  joint 
with  each  other. 

The  outside  corners  of 
bins  constructed  in  this  man- 
ner are  farther  stiffened  by 
clamps,  and  the  outer  sides 
resting  immediately  upon  the 
walls  forming  the  first  story  are  made  from  wider  plank.  With  the 
exception  of  the  motive  power  itself,  all  the  machinery  for  operating 
the  elevator  is  located  *«»- 
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Fig.  2. 


mediately  upon  the  tops  of 
the  bins.  There  are  at  least 
twoelevatittg  '4eg8,"  as  they 
are  called,  in  any  elevator, 
but  they  are  multiplied  ac- 
cording to  the  work  to  be 
performed  and  the  size  of 
the  warehouse.  These  legs 
may  be  either  *^ marine"  or  *^ house  "  legs.  The  marine  leg  is  used 
to  empty  vessels,  and  is  located  in  what  is  called  a  ^^  tower,"  which  is 
nothing  more  than  a  high  projection  from  the  main  building.  This 
tower  Has  a  free  passage  way  under  it,  and  is  supported  upon  the  ex- 
treme edge  of  the  dock  or  pier  by  heavy  square  timber  posts  founded 
upon  piles.  The  only  entrance  to  the  upper  part  of  the  building  is 
through  the  tower,  in  which  all  the  weighing  is  performed.  Two 
strongly  braced  guides  allow  a  vertical  motion  to  this  leg,  while  ai^ 
outward  motion  is  given  to  it  by  swinging  it  upon  the  axis  of  the  head 
puUey,  the  slack  in  the  driving  belt  that  is  caused  by  the  varying  po* 
sition  of  the  leg  being  taken  up  by  means  of  tension  pulleys,  which 
will  be  described  hereafter. 

The  **  house  leg/'  which  is  stationary  inside  the  building,  elevates 
the  grain  discharged  by  the  marine  leg  into  a  hopper  at  its  foot  to 
the  top  of  the  house,  where  spouts  distribute  it  to  the  various  bins. 
These  legs  consist  of  two  rectangular  boxes  of  heavy  plank  connected 
at  top  and  bottom,  spread  apart  at  the  top  in  order  to  give  sufficient 
mom  for  the  large  ^^head  pulley/'  An  endless  belt  passes  through 
these  boxes  and  over  a  band  wheel  at  either  end. 

X* 
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At  close  intervals  buckets,  in  form  of  quarter  cylinders,  are  secured 
to  this  band,  which  dip  up  the  grain  as  fast  as  it  is  fed  to  them.  This 
is  the  simple  construction  of  a  steam  elevator,  but  in  the  more  modern 
built  grain  warehouses,  it  is  usual  to  add  conveniences  for  drying, 
cooling,  and  cleaning  grain.  Heretofore,  much  grain  has  been  dam- 
aged by  vessels  encountering  the  sudden  and  heavy  storms  of  the  lakes, 
but  now  the  perfect  appliances  of  modern  mechanical  construction 
will  save  any  cargo,  no  matter  how  wet  it  may  be,  if  the  vessel  should 
make  port  in  a  reasonable  time.  Grain  sometimes  reaches  the  great 
entrepbt  of  Buffalo  so  mixed  with  chaff,  sand,  dust,  and  such  like, 
the  accumulation  of  hundreds  of  miles  transportation  by  rail  and  water, 
that  its  value  is  very  much  impaired.  Of  course,  an  additional  charge 
is  made  for  both  cleaning  and  drying  grain  thus  injured,  as  its  value 
is  increased  about  twenty-five  per  cent.  All  these  appliances  will  be 
described  in  connexion  with  the  elevators  to  which  they  may  be  at- 
tached. 

Before  going  into  the  details  of  elevator  construction,  let  us  take 
a  glance  at  a  few  of  the  Buffalo  and  other  lake  port  elevators,  and, 
first  of  all,  the  '. 

Sternberg  Elevator. — This  building  is  provided  with  fifty-six  bins, 
40  feet  high,  representing  a  storage  capacity  of  850,000  bushels  of 
grain.  The  foundations  for  the  outer  wall  consist  of  three  hundred 
and  sixty  piles,  driven  three  abreast,  the  minimum  diameter  of  piles 
at  top  being  12  inches.  Each  pier  or  set  of  posts  is  supported  upon 
nine  piles.  The  outside  walls  are  started  on  the  piles  4  feet  wide,  and 
in  ooorses  of  two  feet  thick.  These  walls  are  stepped  off  to  a  width 
of  2  feet  6  inches  in  a  height  of  6  feet.  The  wall  is  carried  up  of  that 
width  to  the  bottom  of  the  bins,  an  elevation  of  14  feet.  This  wall  is 
undressed  ashlar,  laid  in  courses  2  feet  4  inches  in  tliickness,  every 
third  stone  being  a  header.  The  piers  are  built  of  large  single  stones 
resting  upon  the  piles,  the  lowest  stones  being  4  feet  square  and  2 
feet  tbicK.  These  stones  diminish  in  size  in  a  height  of  6  feet,  to  the 
capping  stone,  12  inches  thick,  and  2^  feet  by  8  feet.  The  heavy  tim- 
bers that  immediately  support  the  bins  are  placed  upon,  and  bear 
against,  the  capping  stones.  The  above-described  lower  story  is  pierced 
by  five  doors  and  seven  windows,  the  shutters  for  which  are  wrought 
iron.  As  before  remarked,  the  bins  are  40  feet  high  and  10  feet  square, 
built  of  two-inch  plank  laid  fiatwise,  and  start  from  the  coping  of  the 
outer  walls,  and  the  cross  girders  supported  by  the  posts  on  each  pier. 
The  planking  composing  tne  outside  walls  is  9  inches  wide  half  way 
up,  and  8  inches  the  other  half.  The  divisions  of  the  bins  are  formed 
of  plank,  7  inches  wide  one -third  up,  6  inches  one-third,  and  5  inches 
the  other  third.  All  the  planking  is  nailed  together  with  spikes  reach- 
ing through  two  thicknesses  and  one  inch  into  the  third.  At  all  inter- 
sections or  crossing  of  corners,  there  are  three  spikes  driven  as  addi- 
tional security.  All  outside  corners  are  clamped  by  means  of  iron 
straps,  one* half  by  4  inches,  hooked  down  at  the  ends  and  securely 
spiked.  These  damps  are  put  every  18  inches  one-half  the  height  of 
the  bins.  For  convenience  of  getting  down  into  the  bins,  each  bin  has 
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a  ladder  in  one  corner  of  round  iron.  The  bottoms  of  the  bins  are 
hopper-shaped  in  two  directions,  and  are  supported  upon  joists  7  inches 
aparty  except  the  two  nearest  the  centre,  which  are  12  inches  apart, 
to  allow  sufficient  room  for  the  discharge  spout  with  its  slide  to  regu* 
late  the  flow/)f  the  grain.  The  flooring  forming  the  bottoms  of  the 
bins  is  made  in  two  courses  of  inch  boards.  On  the  top  of  the  bins, 
a  main  run-way  is  laid,  passing  entirely  through  the  centre  of  the 
building,  from  which  smaller  ones  diverge,  so  as  to  reach  the  several 
bins.  The  operating  engine  is  located  in  a  small  fire-proof  building 
alongside  the  elevator  warehouse,  the  brick  smoke-stacic  being  car- 
ried up  beyond  the  highest  point  of  the  building.  One  bin  space  is 
left  vacant  in  order  to  permit  the  main  driving  belt  to  be  taken  up  to 
the  band  wheel  situated  on  top  of  the  bins.  From  this  point  the  power 
is  transmitted  to  the  belts  working  the  inside  or  house  leg,  and  also 
the  outside  or  marine  leg.  The  whole  building  is  made  fire-proof  on 
the  exterior  by  means  of  a  covering  of  corrugated  iron.  This  ware- 
house has  three  sets  of  elevator  legs-^ne  to  elevate  from  vessels,  one 
to  distribute,  and  one  to  discharge. 

The  New  York  Central  Or  city  elevator,  (recently  burned  down,)  was 
built  of  brick,  the  foundation  being  of  the  usual  pile  construction.  It 
was  divided  into  three  compartments  by  brick  walls,  raised  as  high  as 
the  bins.  These  brick  walls  formed  a  fire-proof  casing  for  the  bins,  as 
it  were,  which  were  composed  of  plank  precisely  as  in  the  before-de- 
scribed Sternberg  warehouse.  The  roof  and  framing  of  the  upmost 
story  rests  upon  the  outside  brick  walls,  and  not,  as  in  the  case  of  the 
Sternberg,  upon  the  bins  themselves.  The  storage  capacity  of  this 
baildiog  was  450,000  bushels,  with  a  transfer  capacity  of  4000  bpshels 
per  hour.  There  were  attached  to  this  elevator  seven  sets  of  legs,  of 
which  one  was  used  for  raiding  grain  from  vessels,  two  for  filling  house, 
one  to  load  cars,  and  three  for  emptying  house. 

The  Reed  Elevator,  with  a  capacity  of  200,000  bushels,  was,  at  the 
time  it  watf  built,  (1862,)  considered  the  most  complete  elevator  in  all 
its  appointments  in  Buffalo,  and  cost  about  $40,000.  The  first  story 
is  brick,  resting  upon  piles,  and  the  bins,  60  feet  high,  are  made  in 
the  usual  way  of  plank  laid  flatwise.  This  building  is  made  externally 
fire-proof,  by  having  the  tower  portion  covered  with  corrugated  iron, 
the  sides  and  roofs  being  slated.  In  connexion  with  the  Reed  Elevator 
is  a  grain  dryer,  known  as  Marsh's  patent.  In  general,  the  operation 
of  this  dryer  is  as  follows :  The  damaged  grain  is  elevated  by  the  mi^- 
rine  leg,  and  discharged  through  a  spout  in  such  a  manner  that  it  will 
spread  over  a  metal  surface  perforated  bv  very  fine  holes.  The  grain 
thus  fed  at  one  end  is  stirred  and  worked  across  the  metal  surface  by 
means  of  a  mechanical  rake.  Under  that  half  of  the  surface  which  is 
towards  the  receiving  end,  a  current  of-  hot  air  is  forced,  and  under 
the  other  half,  a  current  of  cold  air,  which  cools  the  heated  grain.  It 
is  then  in  a  condition  for  storing,  and  is  spouted  into  a  receiving  hop- 
per in  the  interior  of  the  building,  the  house  leg  raising  it  for  distri- 
bution to  the  various  bins. 

This  dryer  has  a  drying  surface  of  a  little  over  800  square  feet,  and 
will  dry  a  maximum  of  five  hundred  bushels  of  wet  grain  per  hour.    " 
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The  small  elevator  of  the  Erie  Railway  Co.,  at  Dunkirk,  has  a  oa* 
pacitj  of  24,000  bushels,  and  is  situated  in  the  middle  of  a  pier  juttine 
out  into  the  harbor  about  500  feet.  The  pier  room  on  either  side  c? 
this  warehouse  is  shedded  over  for  the  reception  of  eastward  and 
westward  bound  freights.  The  railway  tracks  run  the  whole  length  of 
the  pier  and  through  the  elevator. 

The  method  here  employed  to  weigh  grain  is  different  from  that  in 
use  at  any  of  the  other  elevators.  In  addition  to  the  arrangements 
in  the  tower  for  weighing  the  grain  received,  another  is  used  to  weigh 
the  grain  shipped  in  each  car.  This  consists  of  a  hopper,  with  Iscale 
attached,  placed  on  a  small  truck,  and  is  run  under  any  bin  that  is  to  be 
emptied.  As  fast  as  a  hopperful  is  weighed,  it  is  spouted  off  into 
the  car  placed  to  receive  it.  This  building  is  not  protected  against  ex- 
ternal fire,  the  bins  and  tower  being  merely  sided  up  and  down,  and 
the  cracks  battened. 

The  Union  Railroad  Elevator,  at  Cleveland,  differs  considerably  in  its 
arrangements  from  any  of  those  previously  mentioned,  inasmuch  as  it 
either  receives  from  cars  or  boats,  or  distributes  to  cars  or  boats.  The 
ground  plan  is  114  feet  by  65  feet,  with  a  boiler  room  of  88  by  85, 
built  alongside.  The  cars  are  weighed  in  the  building  itself,  on  long 
platform  scales. 

The  Michigan  Central  and  North  Indiana  Railroad  has  three  eleva- 
tors at  Toledo,  with  a  total  capacity  of  1,250,000  bushels,  but  inade- 
quacy of  foundation  will  never  allow  of  their  being  entirely  filled.  These 
warehouses  elevate  from  cars  alone,  and  transfer  to  boats  by  means 
of  spouts. 

By  far  the  largest  elevators  yet  built  are  those  of  Chicago,  which, 
like  those  of  Toledo,  receive  alone  from  cars,  transferring  to  boats  for 
eastern  ports;  among  these  the  Sturgers  k  Buckingham  is  one  of 
the  finest.  This  building  covers  an  area  of  200  by  100  feet,  and  has 
a  capacity  to  store  700,000  bushels  of  grain.  The  foundation  consists 
of  piles,  protected  around  the  whole  periphery  by  a  substantial  crib- 
bing. This  elevator,  like  all  others  in  Chicago,  is  cased  with  brick, 
slate  not  being  in  so  much  favor  as  a  fire-proof  protection.  The  Flint 
k  Thomson  elevator  at  this  place,  has  a  capacity  of  about  1,250,000 
bushels,  which  is  the  largest  grain  warehouse  ever  constructed. 

The  accompanying  plates  represent  a  recently  completed  elevator, 
at  Buffalo,  called  the  ^^  Richmond  Elevator,"  and  shows  the  Whole  in- 
ternal working  and  arrangement  of  machinery. 

Plate  I,  Fig.  1,  shows  the  location  upon  the  dock,  and  also  the  plans 
of  the  foundations  and  bins.  The  boiler  is  in  a  small  building  aqjoin- 
ing  the  warehouse,  the  engine  being  inside  the  main  building,  on  the 
first  floor,  as  shown.  There  are  seventy-two  bins,  the  three  interior  ele- 
vator legs  and  belting  from  the  fly-wheel  shaft  taking  up  the  space  of 
five  bins.  These  bins  are  50  feet  high,  and  10  feet  from  centre  to  centre. 

Fig.  8  shows  a  plan  of  the  spouting  conducting  the  grain  from  the 
house  less  to,the  several  bins. 

Fig.  2  shows,  on  the  left  side,  a  section  through  centre  of  building 
and  tower,  and  on  the  right  side  an  interior  view,  with  the  tower 
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portion  removed.  A  vessel  is  represented  alongside  of  the  dock  being 
unloaded,  the  marine-leg  having  been  lowered  into  its  position  by 
means  of  the  block  and  tackle,  which  is  seen  running  np  to  the  top 
of  the  tower.  The  slack,  which  would  otherwise  be  in  the  band  that 
drives  the  head  pulley  in  the  marine  leg,  is  taken  up  by  the  tension 
pulleys,  as  shown  at  Fig.  2.  These  tension  pulleys  are  nothing  more 
than  small  band  wheels,  revolving  in  a  frame,  which  frame  slides  up  and 
down  between  two  guide  posts.  This  frame  is  weighted  sufficiently  to 
always  bear  down  upon  the  driving  belt,  no  matter  what  the  position 
of  the  marine  leg,  and  thus  produces  a  proper  amount  of  friction  for 
the  belt  to  accomplish  its  purpose.  The  weighing  hopper  is  shown  in 
the  tower,  also  the  spout,  directing  the  grain,  when  weighed,  to  the 
foot  of  one  of  the  house  legs,  which  elevate  it  to  the  top  of  the  build- 
ing for  distribution. 

The  interior  view,  on  the  right  of  the  plate,  shows  the  construction 
at  that  part  of  the  building  where  the  grain  is  merely  transferred  to 
boats.  It  is  fitted  up  with  a  receiving  and  weighing  hopper,  the  for- 
mer being  filled  by  a  spout  from  one  of  the  house  legs.  *  When  it 
is  desired  to  transter  grain  that  is  in  store,  it  is  necessary  to  dis- 
charge from  the  bins  that  are  to  be  emptied  into  one  of  the  hoppers 
that  a  house  leg  connects  with,  and  then  elevate  to  the  top  of  the 
building,  and  spout  into  the  receiving  hopper  of  the  transfer  portion. 
[The  various  portions  of  the  machinery,  &;c.,  in  so  far  as  is  necessary 
to  identify  them,  are  marked  the  same  upon  all  the  plates.]  This  ele- 
vator was  built  by  Mr.  Oeorge  Clark,  of  Bufilalo,  and  has  in  connex- 
ion with  it  very  perfect  arrangements  for  cleaning,  drying,  and  cool- 
ing grain,  all  of  which  were  designed  by  Mr.  Clark,  and  they  are  as 
perfect  in  their  operation  as  is  possible  to  conceive  of.  The  eUaner 
is  shown  upon  the  preceding  plates,  marked  6,  situated  about  the  cen- 
tre of  the  building,  and  above  the  bins. 

The  whole  apparatus  is  enclosed  in  a  large  wooden  cylinder,  of  which 
the  figure  represents  a  section  through  the  center.  The  aco6mpany« 
ing  cut.  Fig.  3,  will  show  the  principle  of 
its  construction,  abed  represents  a  vertical 
section  of  the  cylinder,  having  a  hopper,  a  b 
e/,  constructed  within  it.  The  grain  to  be 
cleaned  is  spouted  from  one  of  the  house  legs, 
directly  into  this  hopper.  Below  the  mouth  of 
hopper,  as  ^hown,  is  a  small  flattened  cone, 
which  is  so  attached  as  to  regulate,  automati- 
cally, the  amount  of  uncleaned  grain  fed  to  the 
spreading  cone  g  A.  Upon  the  top  of  the  cyl- 
inder, and  on  either  side,  are  two  fan-blowers, 
which  suck  the  dust  and  chaff  up  in  the  direc- 
tion of  the  arrows,  the  grain  thus  winnowed 
dropping  into  the  spouts  beneath,  which  direct  it  to  the  proper  bin  for 
storage.  The  chaff  is  carried  off  by  spouts  attached  to  the  sides  of  the 
cylinder,  to  what  may  be  called  a  waste  bin. 

The  dryer  and  cooler  is  in  a  separate  building  adjoining  the  eleva- 
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tor,  of  which  the  subjoined  cut,  Fig.  4,  represents  the  foundation,  in 

which  a  is  the  fiirnaoe  room ;  5, 
smoke  stack  ]  e  c  Cy  flues ;  j\  dry- 
ing kiln ;  A,  hot  air  pressure  cham- 
ber; t,  hot  air  exhaust  chamber; 
gy  machinery  room ;  e  and  e'  are 
cool  air  chambers ;  d  is  the  cooler. 
J'ig.  5  shows  an  end  eleyation, 
in  which  c  D  is  the  drying  bin ;  ah 
is  an  elevator  leg  to  convey  dried 
grain  to  cooler ;  the  arrows  indi- 
cate the  operation.  The  grain  is 
spouted  into  the  top  of  the  dryer 
from  one  of  the  house  legs.  This 
dryer  is  a  fire-proof  box,  as  it  were, 
filled  with  inverted  triangular 
troughs  of  perforated  sheet  iron, 
among  which  the  wetted  grain  gradually  works  its  way  by  its  own 
weight.  These  troughs  are  sealed  up  at  alternate  ends,  so  that  the  hot 
air  forced  into  the  dryer  through  the  troughs  can  only  find  vent  through 
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the  perforations,  and  thus  insures  the  whole  of  the  grain  becoming  thor- 
oughly dried.  A  spout  directs  the  dried  grain  to  the  foot  of  the  elevator 
leg  a,  when  it  is  again  elevated  and  discharged  into  the  cooler  F  E,  where 
it  goes  through  a  similar  process,  only  being  supplied  with  a  cold  blast 
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instead  of  a  hot  one,  and  is  directed  to  the  base  of  the  elevator  leg  k^ 
and  elevated  to  a  sufficient  height  to  he  spouted  into  the  main  build-* 
ing,  when  the  house  legs  elevate  it  finally  for  stowing.     This  is  the 

Seneral  idea  of  the  process,  but  the  exact  method  may  be  perhaps  un- 
erstood  by  referring  to  IB'ig,  6.  F  is  the  furnace  room ;  tc^  t^  is  the 
chimney  from  which  the  heat  may  be  directed  into  the  heater  xy^  by 
means  of  the  damper  at  I;  EB,  £c.f  fire-proof  hot  air  chambers,  the 
outside  walls  of  brick,  the  inner  partitions  of  cast  iron ;  c  d  is  the  dry* 
tag  kiln,  corresponding  to  c  D  in  Fig.  5,  filled  with  the  triangular 
troughs,  troughs  closed  at  one  end ;  an  open  and  a  closed  end  arc  made 
to  alternate  with  each  other,  so  that  the  heat  may  be  retained  as  long 
as  possible  before  passing  off;  Ef  B^  &c.,  are  the  hot  air  exhaust  oham« 
bers  shown  in  Fig.  4 ;  a  5  is  an  exhaust  flue,  the  draught  being  made 
by  the  suction  fan  at/. 

In  the  hot  air  flue  x  y  are  registers,  shown  by  the  arrows ;  arrows 
also  show  the  passage  of  the  hot  air  from  the  furnace  through  the  grain^ 
and  out  through  the  exhaust  flue.  The  cooling  part  of  the  operation 
is  exactly  similar,  the  cold  air  being  sucked  by  fans  through  aper* 
tares  in  the  walls>  which  apertures  take  the  place  of  the  registers  of 
the  hot  air  flues.  The  quantity  of  hot  air  admitted  is  ingeniously 
arranged  by  an  automatic  contrivance  depending  upon  the  contraction 
and  elongation  of  an  iron  lever  connected  with  the  registers.  This  bar^ 
in  its  contraction  and  expansion,  opens  or  closes  the  registers,  and 
thus  adoQits  a  perfectly  equable  current  of  hot  air.  The  whole  arrange* 
ment  reflects  a  great  credit  upon  its  inventor,  Mr.  Clark. 

This  dryer  and  cooler  will  dry  and  cool  four  thousand  bushels  of 
Wet  corn  per  hour,  or  two  thousand  bushels  of  new  corn.  It  has  a  heat* 
ing  surface  of  sixteen  thousand  square  feet,  a  strong  contrast  to  the 
Marsh  dryer,  which  has  a  little  over  eight  hundred  square  feet.  The 
price  for  drying  and  cooling  new  corn  was,  in  1864,  four  cents  per 
bushel,  and  for  wet  corn,  one  and  three-quarter  cents,  which  were 
Very  remunerative  rates  at  that  time.  The  cost  of  this  addition,  all  com* 
plete,  to  the  Richmond  Elevator,  was  thirty  thousand  dollars.  During 
the  same  season,  1864,  the  price  for  elevating  grain  at  Buffalo,  was 
one  and  one-half  cents  per  bushel^  and  one  and  three-quarter  cents  for 
storage  after  die  first  five  day8« 

(To  be  continued.) 
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AnehMre  and  OhaiM  <(f  SaU  and  Steam  VeeeeU.-^Their  weighty  dmen^ 
eian$y  and  length.    By  Chas.  H.  Haswell,  Engineer,  New  Tork, 

U.S- 

Read  before  the  Institution  of  Naval  Architects,  London,  March  28, 1866. 

Within  a  comparatively  brief  period  the  chain  cable  has  been  intro* 
duced  in  marine  navigation  in  tieu  of  the  hemp  cable  long  in  use  ante- 
cedent thereto,  and  scarcely  had  their  relative  merits  and  capacities 
been  developed,  before  two  novel  elements  in  marine  navigation,  af- 
fecting the  weights  and  dimensions  of  both  anchors  and  chains,  have 
been  presented,  in  clipper  ships  and  steam  vessels. 
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In  England,  the  regnlations  and  the  requirements  of  the  nnderwri* 
ters  are  each  as  very  satisfactorily  to  provide  for  the  proper  eqaip- 
ment  and  fitting  of  a  vessel  in  her  requirements  of  ^*  gronnd  tackle," 
as  it  is  termed,  so  far  as  her  security  at  anchor  is  concerned. 

The  question,  however,  very  naturally  arises.  Upon  what  deductions 
are  these  regulations  based  ?  Are  they  unnecessarily  onerous  in  some 
points,  and  insufiSciently  provident  in  others?  Are  the  varying  elements 
of  full-modeled  and  clipper  builds,  full  and  light-rigged  vessels,  or  sea 
and  river  steam  vessels,  fully  considered  T  If  not,  the  requirements  for 
safety,  the  economy  of  cost  of  equipment,  the  unnecessary  burthening 
of  a  vessel,  are  all  involved  in  these  questions,  and,  in  my  opinion,  each 
are  of  sufficient  interest  to  justify  an  invitation  of  the  attention  of  this 
body  to  the  subject  submitted. 

In  the  merchant  service  of  this  country  there  are  but  few  restric* 
tions  put  upon  the  character  and  extent  of  either  the  equipment  or 
fitting  of  a  vessel,  the  matter  being  controlled  by  the  builder  or  owner 
of  the  vessel,  under  the  guidance  of  their  knowledge,  or  views  of  their 
interest,  on  the  one  hand,  and  by  the  opinion  of  the  underwriters  upon 
the  other. 

In  the  naval  service,  however,  rules  for  the  determination  of  the 
weights  of  anchors,  and  the  diameters  of  their  chains,  have  been  adopt- 
ed,  together  with  regulations  as  to  the  number  of  anchors  and  kedges 
and  the  lengths  of  cables. 

The  basis  of  the  rule  for  the  weight  of  anchors  is  the  width  of  beam 
of  a  vessel  squared,  to  which  is  assigned  a  unit,  expressing  the  rela- 
tive resistance  of  differing  rates  of  vessels,  in  several  classes,  in  their 
spars  and  rigging,  and  as  the  element  of  tonnage,  under  the  old  and 
now  happily  repealed  United  States  law,  is  used  as  expressing  the  vol- 
ume of  a  vessel,  the  rule  is  complicated,  and  as  the  units  given  are 
confined  to  naval  vessels  alone,  the  rule  is  too  partial  for  general  utili- 
ty. I  purpose,  therefore,  to  submit  to  your  consideration  a  rule,  simi- 
larly based,  for  vessels  of  the  merchant  service,  introducing  the  length 
of  a  vessel  in  lieu  of  tonnage  computation,  under  an  abrogated  law, 
and  thus  rendering  the  application  of  it  more  faeUe,  added  to  which, 
under  existing  rules  of  underwriters,  and  the  various  tables  of  weights 
of  anchors,  chains,  &c.,  &;c.,  published  by  the  makers  and  venders  of 
them,  their  weight  is  based  upon  the  tonnage  of  a  vessel  without  any 
reference  to  existing  differences  in  model  or  rig,  and,  as  the  computa- 
tions for  tonnage  vary  in  different  countries,  the  rule  is  partial  in  the 
cases'  to  which  it  appUes,  and  restricted  in  its  operation,  without  the 
intervention  of  the  necessary  reduction  by  computation. 

As  regards  the  propriety  of  tonnage  or  volume  of  hulls,  in  any  man- 
ner being  made  the  sole  basis  of  assignment  of  the  weight  of  an  an- 
chor, &c.,  I  submit  the  following  instances  in  illustration  of  its  im- 
practicability, viz:  A  ftiU-built  and  full-rigged  sailing  vessel;  a  fuU- 
rigeed  clipper ;  a  full  or  light-riffged  side-wheel  or  propeller  steamer; 
and  a  three  masted  schooner,  all  of  which,  if  being  of  like  tonnage, 
would  have  differing  requirements  of  anchors  and  chains,  and  yet, 
under  the  general  rule  based  upon  tonnage,  they  would  be  fitted  with 
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anchors  of  like  weights,  unless  the  differences  should  be  estimated  by 
the  individual  controlling  the  matter,  in  accordance  with  his  particular 
views  or  interest,  and,  of  course,  subjected  to  the  accident  of  his  ability 
or  truthfulness  to  discharge  the  duty. 

As  regards  steamers,  the  general  rule  adopted,  even  by  the  regula- 
tions of  Lloyd's,  is  that  of  assigning  the  weight  of  anchors  at  two-thirds 
that  of  a  sailing  vessel  of  like  tonnage,  without  any  reference  to  their 
being  side-wheels  or  propellers,  or  to  the  character  oreitentof  theirrig. 

In  the  following  table  the  varying  elements  of  construction,  rig,  and 
Yolume  are  considered,  and  an  unit  of  computation  assigned  for  each: 

Table  whereby  to  determine  the  Weiaht  of  the  AnehorSf  (exclusive  of  their  atocks,) 
and  also  the  number  of  anchors  and  hedges  and  lengths  of  chains  for  a  vesasl  of  a 
given  class  and  rate. 


Number 

L'gthofchaiiia 
in  fathoms. 

Class  op 

Yksssls. 

s 

amigned. 

1 

s 

i 

i 

t 

g 

^ 

» 

1 

I 

2 

1 

i 

Sailing. 

Ship,  full  built,  length  exceeding  180  feet. 

8- 

8 

2 

2 

30O 

105 

II            (. 

4< 

l&O 

29 

3 

2 

300 

90 

ti            II 

II 

120 

2  76 

8 

2 

270 

90 

,       «*    half  dipper, 

II 

180 

2-8 

8 

2 

800 

106 

II            .1 

•1 

166 

2-7 

8 

2 

800 

90 

1               II                          41 

tl 

180 

2-6 

3 

1 

2 

270 

90 

'*    clipper. 

II 

220 

28 

3 

2 

800 

105 

II                  u 

<l 

186 

2-7 

8 

2 

800 

90 

i<            «i 

(1 

160 

2-6 

8 

2 

270 

90 

Bark,  full  built, 

41 

180 

276 

8 

2 

270 

90 

It                            41 

11 

110 

2-6 

8 

2 

210 

76 

11                            II 

II 

90 

24 

8 

2 

210 

75 

«*    half  clipper, 

II 

180 

2-66 

8 

2 

270 

90 

II                    u 

II 

100 

2-86 

8 

2 

210 

75 

"    clipper, 

II 

140 

2-6 

8 

2 

270 

90 

<l                              4« 

II 

110 

286 

8 

2 

240 

75 

Brig  or 

,  brigaDtine,  full  built, 

II 

100 

2-4 

8 

2 

240 

75 

u 

II 

76 

2-8 

8 

2 

210 

76 

"        half  clipper. 

II 

110 

2  2 

8 

2 

240 

75 

•<               11 

l< 

86 

21 

8 

2 

210 

75 

clipper, 

tl 

120 

2-2 

8 

2 

240 

75 

i<               II 

tl 

90 

2- 

3 

2 

210 

75 

Schooner 

or  sloop,  ftill  built, 

l< 

125 

2- 

8 

2 

240 

75 

<i               11 

*♦ 

100 

1-8 

8 

2 

210 

75 

<C                          II 

II 

76 

16 

2 

1 

180 

60 

<c                   tt 

<l 

60 

1-26 

2 

1 

160 

60 

*«       half  dipper, 

II 

126 

18 

.8 

2 

240 

75 

«              II 

II 

100 

1-6 

8 

2 

210 

75 

•<              II 

•1 

76 

1-4 

2 

1 

180 

60 

««              II 

II 

60 

1-2 

2 

1 

186 

60 

"       dipper, 

<« 

140 

1-76 

8 

2 

240 

75 

<•                   u 

•« 

110 

1-6 

8 

2 

210 

75 

l<                  II 

II 

80 

1-26 

2 

1 

ISO 

60 

M*                          II 

IC 

60 

116 

2 

1 

186 

«r    ; 

AmIi  •••••••••  •••.^.•••••. 

»•  •••••••■•  •••• 

■••■•  ••••••■•• 

1-2 

1 

••• 

••• 

26 
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Ta:0ls,  {continued.) 


StBAMBBSj 

Propeller.Bhipor  Imrk^  I'th  excd'g,  825  feet 

2-8  \ 
2-6  / 

8 

2 

80O 

106 

(( 

cc                     11             800 

2-75  > 
2-66  / 

8 

2 

800 

106 

«< 

cc                  CI           275 

2-7   X 
2-5  / 

8 

2 

800 

105 

CI 

cc                         cc               250 

2-6   > 
2'4  / 

8 

2 

800 

106 

CI 

brig,                   ••           260 

2  6  \ 
2-8   / 

8 

2 

800 

106 

r< 

«                 «           200 

2*86  \ 

2-2  ; 

8 

2 

270 

90 

CI 

brigantine,         •*           226 

2-26) 
206  / 

8 

2 

270 

00 

« 

"                  "           175 

2-1    \ 
1»9   / 

8 

2 

270 

90 

f( 

scbooner,            •'           226 

1-9   \ 

1-7  ; 

8 

2 

240 

76 

CI 

cc                       cc              175 

1-7   ) 

1-5  ; 

2 

2 

210 

76 

{( 

cc                   cc           126 

1-6   \ 

18  ; 

2 

180 

60 

<c 

tug  boats,            «            125 

1-8   \ 

11  / 

2 

180 

00 

<c 

«                   "             76 

\' } 

1 

120 

45 

It 

C( 

without  any  rig,  with  upper 
deck  (sablna  lore  and  aft ^...... 

21    \ 
1-9   / 
1-8   \ 

1-6  ; 

2 
2 

rl80 

tl20 
/130 
ll06 

60 
45 
60 
45 

with  deck  cabins  only a 

SidewVl8,8hipor  bark,rgth  exc'dg  800 

2-8   \ 
2-6   / 

8 

2 

800 

106 

(C 

«                  «*           275 

2-76) 
2-55; 

8 

2 

80O 

106 

cc 

cc                  CI           260 

2-62  \ 
2-4   1 

8 

2 

800 

106 

« 

brig,                 "           260 

2-66) 

2-86 ; 

8 

2 

800 

106 

CI 

II                  ic           200 

2-4   \ 
2*2    i* 

8 

2 

270 

90 

II 

brigantine,          •«           226 

2-8   \ 
21   / 

8 

2 

270 

90 

cc 

«                  •«           176 

215  \ 
2-     / 

8 

2 

270 

90 

CI 

schooner,            "           225 

1-96) 
1-76/ 

8 

2 

240 

76 

*l 

««                  «*           175 

1-761 

1-56  ; 

2 

2 

210 

75 

CC 

«                  "           126 

l-66\ 
18   1 

2 

\ 

180 

60 

l( 

tug  boats,            "           126 

1-46  \ 
1-26/ 

2 

180 

60 

c< 

cc                  CI             75 

l-86\ 

116  r 

1 

120 

45 

CI 

11 

without  an^  rig,  with  upper 
deck  cabins 

2-8    \ 
2-     / 
2-     \ 

1-8  ; 

2 
2 

fl80 
tl20 

riao 

\106 

60 
46 
46 
46 

^A^M^Bb     ^'•W  *r  •  •■  •*  •••••••••    •■•*•••••  •••1*1  ••••■• 

with  deck  cabins  only 
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Bower  unchors  should  be  alike  in  weight.  For  the  oonrenienee,  how- 
ever, of  light-handed  crews,  it  is  customary  to  make  a  very  material 
difference  between  them,  which  is  a  very  grave  error ;  for  if  the  b^sti 
or  heaviest  should  foul,  or  be  lost,  the  second,  or  "  working  anchor/* 
as  it  is  termed,  is  altogether  insufficient  to  hold  the  vessel  when  more, 
than  ordinary  security  is  required. 

If,  however,  the  rule  of  like  weights  is  departed  from,  it  should  no( 
exceed  the  proportion  of  10  per  cent,  added  to  the  standard  weight 
for  the  best  bower,  and  a  like  deduetion  from  the  standard  for  the, 
second  best  bower. 

The  weights  of  all  anohors  and  kedgee  are  given  exolusi?e  of  the 
weights  of  the  stocks. 

The  weight  of  a  stoek  is  about  one-fourth  of  that  of  its  attached 
anchor. 

Stream  anchors  should  be  oue-fourth  the  weight  of  the  bower. 

Kedges,  when  two  are  used,  should  be  one-sixth  and  one-tenth  the 
weight  of  the  bower,  and  when  one  is  used,  one-eighth  of  that  weight* 

The  application  of  the  preceding  table  is  as  follows  s 

Maltiply  the  square  of  the  extreme  breadth  of  the  vessel  by  the  unit 
given  in  the  column  of  multipliers,  and  the  product  will  give  the  weight 
of  the  anchor  in  pounds. 

To  determine  the  diameter  of  a  chain  cable  corresponding  to  an  an- 
chor of  a  given  weight,  cut  off  the  two  right-hand  figures  of  the  num- 
ber expressing  the  anchor's  weight  in  pounds,  and  multiply  the  square 
root  of  the  remainder  by  4,  deduct  8  from  the  result  when  the  anchor's 
weight  is  of  and  over  8000  lbs.,  2  when  it  is  between  7000  and  8000, 
and  1  when  it  is  of  7000  or  more  than  4000,  and  it  will  give  the 
diameter  of  chain  in  sixteenths  of  inches* 


For  ih«  Joamal  of  the  rranklin  Instltato. 

Cambered  Bridge  vs.  The  Arch.  By  Db  Volson  Wood,  Prof.  C.  E., 
University  of  Michigan. 

In  the  last  May  number  of  the  Joumaly  page  291,  I  find  the  fol- 
lowing remark :  ^^  When  camber  is  properly  constructed  in  a  bridge, 
the  bottom  chords  are  not  strained  by  tension,  until  the  defiection  of 
the  truss  is  so  great  as  to  pass  the  horizontal  chord  line.  Until  then 
the  whole  truss  acts  like  a  flat  arch,  and  consequently,  when  the 
camber  is  considerable,  no  deduction  for  loss  of  strength  by  area  cut 
away  need  be  provided  for,  as  would  be  necessary  for  a  straight 
beam,  when  deflection  to  the  slightest  amount  would  call  upon  the 
bottom  chord  to  resist  tension." 

If  I  correctly  understand  the  writer  in  the  above  statement,  I  think 
it  involves  an  erroneous  principle.  The  idea  seems  to  be,  that  in  a 
flat  arch  there  is  no  tendency  to  tension  on  the  lower  side.  It  is' true, 
when  the  arch  is  composed  of  disconnected  parts,  as  voussoirs,  it  re- 
aists  only  compressive  strains,  but  in  this  case,  the  thrust  of  the  arch 
must  be  resisted  by  a  force  at  the  abutment.   This  force  may  be  the 
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pressure  of  tbe  abutment,  or  of  the  earth,  or  friction  on  the  abutment, 
or  a  horizontal  tie,  or  by  some  of  these  combined.  But  in  the  cam-. 
bered  bridge — the  case  discussed  by  the  writer — the  truss  simply  restB 
on  the  abutments.  For  such  a  case,  whether  it  be  a  cambered  bridge, 
a  trussed  arch,  a  curved  beam,  or  a  roof  shaped  truss,  when  acted  on 
by  vertical  forces  only,  I  venture  the  broad  statement  that,  when  the 
upper  nart  is  compressed^  the  lower  part  is  extended. 

1  will  not  at  tlus  time  enter  into  an  analysis,  but  will  make  a  few 
statements,  the  truths  of  which  are  so  evident  that  I  trust  they  will 
carry  conviction. 

If  an  arch  could  be  so  loaded  that  it  would  be  a  curve  of  equilibrium, 
t.  e.,  so  that  the  resultant  of  the  forces  at  any  point  would  be  in  the 
direction  of  the  tangent  to  the  intrados  at  that  point,  and  the  same 
curve  be  vertical  at  the  abutments,  then  there  would  be  only  compres- 
sive strains;  such  might  be  the  case  with  normally  pressed  arcs,  or 
80  made  by  some  peculiar  law  of  loading.  It  is,  however,  more  ideal 
than  real. 


:Ft^J 


If  the  arch  be  parabolic  and  uniformly  loaded  over  the  span,  it 
will  be  a  curve  of  equilibrium.  But  as  it  is  not  vertical  at  the  abut- 
ment, it  will  tend  to  slip  outward.  If  x  be  the  thrust  at  the  abutment 
1  the  angle  which  the  tangent  to  the  curve  makes  with  the  horizontal, 
and  H  the  horizontal  component  of  the  thrust,  we  have  h  =  t  cos.  i, 
which  must  be  resisted  by  a  tie  or  friction,  or  some  other  force.  If 
there  be  no  extraneous  force,  then,  when  it  slides  out,  the  crown  will 

be   depressed,  and  tend  to 
^^9'^  break  by  being  compressed 

on  the  upper  side  and  ex- 
tended on  the  lower. 

Take  the  simple  case  shown 
in  Fig.  2.  If  the  lower  end 
pieces  are  subjected  to  ten- 
sion, then  must  the  lower 
middle  one  also  be  subjected  to  tension.  No  bridge  builder  would  ven- 
ture to  cut  away  any  of  the  lower  timbers  in  this  case. 

I  trust  that  these  examples  are  sufficient  to  illustrate  the  correct 
principles. 
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J^^nnmlm  for  Obtaining  the  Str<un9  on  the  eeveral  parts  of  G^irdere 
and  Eoofi.  By  Alfred  A.  Lanolby,  C,  E. 

Fran  tkeCiTU  IBogbuMr  and  Arch.  JovtmI,  Mmj,  1M6. 

Let  any  triangular  combination  of  bars,  such  as  is  shown  in  the 
annexed  figure,  be  loaded  with  weights  Wyy  w^i  t»y^  &c.,  at  the  point  of 
janction  of  the  intermediate  and  upper  bars.  Find  the  weight  or  re- 
action at  the  support  a  owing  to  these  weights,  which  call  b.  Let 
c  equal  the  strain  on  any  of  the  lower  bars  in  the  direction  of  its 

Fig.  1. 
wa 

^4 


length,  which  strain  we  shall  now  proceed  to  find  on  the  bar  Fe. 
Draw  the  line  HD  perpendicular  to  FG,  and  through  the  point  D. 
Let  the  sum  of  the  weights  between  D  and  the  support  A  be  called 
w,  and  let  the  horizontal  distance  of  its  centre  of  gravity  from  D  be 
called  ^,  also  let  d  equal  the  horizontal  distance  between  a  and  D. 
Then  taking  the  moments  about  the  point  B,  we  have-— 

d  q 

1>H  DH 

By  the  above  process  the  strains  on  each  of  the  lower  and  upper 
bars  may  be  obtained ;  the  upper  bars  will  be  in  eoropressix)n,  and  the 
lower  ones  will  be  subject  to  a  tensile  strain. 

Intermediate  Bars. — There  are  four  bars  meeting  at  each  side  of 
the  points  B,F,G,  &c.,  their  directions  are  known,  and  after  obtaining 
the  strains  on  the  two  lower  bars  by  the  preceding  formula,  the  forces 
acting  on  the  remaining  two  intermediate  bars  can  be  calculated  by 
properly  resolving  the  forces  so  that  they  may  be  in  equilibrium. 

The  forces  can  readily  be  arrived  at  by  construction  as  follows : 
Let  tbe  inclination  of  the  four  bars  meeting  in  F  be  shown  in  Fig.  2 

Fig.  2. 


by  the  lines  xf,  of,  df,  and  of.    On  the  lower  bars  set  ofi*  distances, 
Fi  and  FK,  representiDg  the  strains  on  these  bars.  Produce  the  line  of 

2* 
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the  bar  on  which  there  is  the  greatest  strain,  which  we  will  suppose 
to  be  JP.  Draw  a  line  from  K  perpendicular  to  bf,  and  intersecting  it 
in  I.  Set  off  jn^  Fi.  Draw  L8  through  the  point  N,  perpendicular  to 
JF,  and  draw  a  line  parallel  to  EI  from  K,  intersecting  LS  in  T ;  then 
will  TF  be  the  resultant  of  the  forces  acting  on  the  intermediate  bars. 
From  T  draw  lines  parallel  to  fd  and  FO,  intersecting  them  in  o  and  v ; 
then  will  FO  and  FV  represent  the  strains  on  FC  and  fd,  respectively. 
When  T  lies  between  the  intermediate  bars,  they  will  both  be  in  com- 
pression, and,  when  between  the  lines  of  the  intermediate  bars  pro- 
duced below  F,  both  in  tension ;  but  if  the  resultant  is  not  in  either 
position,  then  the  bar  nearest  t  will  be  in  compression,  and  the  other 
in  tension.  Let  the  strain  on  bf  and  FK  =  u  and  h  respectively ;  also 
let  the  angles  cfb,  cfd,  and  DFG=a,  ^,  and  f ,  respectively,  and  the  re- 
quired strain  on  of =a;  and  on  df  s=y;  we  can  then  at  once  write  down. 

""         Sin.  /?      ""     sin.  p 

^      —         sm.  /3        ^     sin.  /3 


for  the  Journal  of  the  f  mnklin  InBtitote. 

Camparism  of  the  Actual  and  JEffective  Area  of  Ezhau9t  Openingek 
By  Fred.  J.  Slade. 

In  investigating  physical  phenomena,  by  means  of  mathematics,  or 
in  making  deductions  from  laws  already  determined,  it  is  unsafe  to 
proceed  far  without  checking  and  verifying  our  results  by  direct  ap- 
peal to  experiment.  This  is  the  more  essential  as  in  the  majority  of 
cases  a  variety  of  causes  are  in  operation  at  the  same  time,  mutually 
modifying  their  effects. 

Thus,  in  regard  to  the  subject  before  us,  it  is  easy  when  we  know 
the  area  of  an  exhaust  opening  and  the  time  during  which  it  exists, 
to  calculate  the  quantity  of  steam  that  wtll  be  discharged,  and  ascer- 
tain the  resulting  back  pressure  against  the  piston,  if  we  suppose  the 
steam  simply  to  obey  the  law  of  velocity  of  fluids  under  a  difference 
of  pressure,  and  the  cylinder  to  contain  only  its  own  volume  of  steam. 
But  when  we  consider  the  effects  of  leaky  valves,  water  remaining  in 
the  cylinder  either  to  be  evaporated  or  carried  off  as  spray,  and  the 
friction  of  crooked  pipes,  all  of  which  exert  their  influence  in  practice, 
we  see  the  necessity  of  taking  the  direct  testimony  of  the  engine  itself, 
which  we  can  do  by  means  of  the  indicator.  With  this  object,  the 
writer  has  selected  promiscuously  a  number  of  diagrams  from  engines 
of  which  he  had  sufficient  data  for  the  purpose,  and,  calculating  the 
theoretical  discharge  of  steam  during  each  tenth  of  the  return  stroke, 
will  show  how  it  compares  with  the  apparent  actual  discharge  as  re- 
presented on  the  diagram.  The  method  of  calculation  is  simply  as 
follows : 
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Let  c  sscoDtents  of  apace  from  the  piston  to  the  end  of  cylinder  in 
cubic  feet. 
Cx=content8  of  space  from  the  piston  to  the  end  of  cylinder  in 
cable  feet,  after  the  former  has  moved  through  a  dis- 
tance X, 
p= pressure  above  a  vacuum  in  space  c. 

Px=  "  "  "  "       Cx. 

(1.)  Then  ^^-^'^'  ,  ,.    , 

P  +  Px ==  apparent  aotaal  discharge  of  steam  in  cubic 

2 

p  "4"  p 
feet  at  the  mean  pressure     ^  '. 

Let  A  =  smallest  area  of  exhaust  opening  in  square  feet. 

tx  =  time,  in  seconds,  occupied  by  the  piston  in  reducing  the 

contents  of  the  cylinder  from  c  to  Cz. 
j>:=s  external  pressure  in  condenser  or  atmosphere. 

p  "I"  p 
c= cubic  feet  of  steam  of  pressure — ^r^^^o*'  t^  one  pound. 

(2.)  Then  J^  (  ^-^^  — jp  ^  X  96  X  f x . A  =  theoretical  discharge  of 

steam  in  time  tx,  and  (1)  divided  by  (2)  gives  the  relatioYi  between  the 
actual  area  A,  and  the  effective  area  under  all  modifying  circumstances, 
which  we  will  denote  by  R. 


Diagram  A  is  from  a  high  pressure  engine  of  12  inches  by  18  inches 
cylinder  taking  steam  at  48  fi>s.  pressure  during  the  whole  stroke,  mak* 
ing  95  revolutions  and  exhausting  through  11  feet  of  3  inch  pipe  and 
5  elbows  into  a  feed-water  heater,  thence  through  88  feet  of  8  inch 
pipe  and  4  elbows  into  a  large  taok  of  about  150  times  the  capacity  of 
the  cylinder,  and  emerging  from  this  near  where  it  enters  at  the  top 
through  100  feet  more  of  8  inch  pipe  and  14  elbows  into  the  atmo* 
sphere.  This  is  a  case  of  considerable  resistance  from  the  tortuous  line 
of  exhaust  piping,  though  it  must  have  been  somewhat  relieved  by  the 
large  tank  acting  as  a  temporary  reservoir  for  the  steam.  The  steam 
was  quite  wet,  and,  moreover,  the  exhaust  pipe  itself  was  the  smallest 
part  of  the  exhaust  passage. 
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The  results  for  this  engine  were  as  follows : 


Apparent 

Tenths  of 

Area, 

Time, 

actual  dis- 

stroke. 

square  inches. 

tz. 

charge, 

R 

1 

cubic  feet. 

8-80 

•070 

•887 

•16 

2 

7  07 

•032 

•815 

•18 

8 

7  07 

•027 

•217 

•18 

4 

7-07 

•021 

•166 

•18 

5 

7  07 

•(»21 

•126 

•16 

6 

707 

•021 

•118 

•16 

7 

7U7 

■021 

•180 

•17 

8 

7-07 

•022 

•122 

•17 

9 

707 

•027 

•119 

•14 

10 

4-60 

•062 

•120 

.10 

Avei 

^Mre 

•16 

The  back  pressure  in  the  cylinder  represents  an  apparent  discharge 
of  only  -16,  that  theoretically  due  to  the  area  of  opening.  We  say 
apparent  discharge  because  the  quantity  of  steam  actually  delivered 
must  be  greater  from  the  causes  before  alluded  to,  but  it  is  this  appa« 
rent  discharge  that  is  of  value  practically  as  determining  the  amount 
of  resistance  to  the  piston. 


Diagram  B  was  taken  from  locomotive  No.  204,  Erie  Railway.  In- 
cidentally, we  may  remark,  that  locomotive  diagrams  are  interesting 
from  their  rarity,  and,  indeed,  it  is  believed  that  the  series,  of  whicn 
this  is  one,  taken  by  the  writer,  assisted  by  Mr.  Phineas  Barnes,  Jr., 
in  the  summer  of  1864,  were  the  first  ever  obtained  from  a  locomo- 
tive in  this  country. 

In  a  locomotive  we  should  expect  better  relative  efficiency  of  ex- 
haust area,  since  the  whole  of  the  passage  is  considerably  larger  than 
the  one  smallest  part — the  blast  orifice — the  exhaust  pipe  is  very  short 


Digiti 


zed  by  Google 


Actual  and  Effective  Area  of  Exhauit  Opening%. 


21 


mnd  the  Bteam  generally  tolerably  dry.  The  cylinders  of  this  eofirine 
were  "inside,"  and,  therefore,  kept  warm  by  the  smoke-box.  The 
diameter  of  exhaust  nozzle  was  3^  inches;  steam  ports,  15}  inches 
by  If  inch;  exhaust  port,  15}  inches  by  2f  inches;  cylinder,  18 
inches  by  20  inches.  At  the  time  this  card  was  taken  the  engine  was 
making  160  revolutions  per  minute. 
The  results  were  as  follows : 


1 

4 

Inches  of 
stroke. 

Area  of  open- 
ing, 
square  inches. 

Time, 

Anparent 

actual  disch'ge, 

cubic  feet. 

a 

171-19} 

414 

•088 

•51 

•86 

- 191—20 

8-8 

•019 

•781 

•61 

20  —18 

88 

•018 

104 

•40 

18  —15 

8-8 

•ul9 

•888 

•87 

16  —14 

8-8 

•015 

•822 

•46 

14  —12 

8-8 

•018 

•269 

•43 

12  —10 

8-8 

•0124 

•812 

•52 

10  —  8 

7-6 

•0124 

•294 

•64 

8  —  6 

4-8 

•018 

•202 

•62 

fi  —  6 

Average 

1-7 

•007 

•025 

•85 

•444 

It  will  be  noticed  that  the  efficiency  of  opening  increases  toward  the 
end  of  the  stroke  which  may,  perhaps,  be  best  accounted  for  by  the 
supposition  that  the  evaporation  and  discharge  of  water  from  the  cyl* 
inder  reduces  the  apparent  discharge  at  the  first  part  of  the  stroke, 
though  the  actual  discharge  may  be  as  large  as  at  any  other  period. 


Diagram  C  is  from  engine  No.  203,  Erie  Railway,  the  dimensions 
of  which  are:  Cylinders,  (inside,)  18  inches  by  20  inches;  steam  ports, 
15}  inches  by  If  inch;  exhaust  ports,  15}  inches  by  2f  inches; 
exhaust  nozzle,  2|  inches  diameter.  The  card  was  taken  at  a  time 
when  the  engine  was  developing  the  large  amount  of  619  horse  power, 
making  144  revolutions  per  minute ;  and  we  accordingly  find  a  high 
back  pressure  against  the  piston,  averaging,  exclusive  of  compression, 
10*5  fi>8.  above  the  atmosphere. 
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The  efiSciency  of  the  exhaust  openiDg  was  as  follows : 


Inches  of 
stroke. 

Area  of  open- 
sq.  inches. 

Time, 

Apparent 
actual  dis- 
charge, 
cubic  feet 

R 

17-85  —19  4 
19-4     —20 
20        —Iff 
18        —16 
16        -14 
14        —12 
12        —10 
10        —  8 
8        ^6 

8  24 
6-49 
6-49 
6-49 
6-49 
6-49 
6-49 
6-49 
4-76 

•026 

•0265 

•048 

•0206 

•0166 

•0148 

•0186 

•0136 

•0148 

•68 
•67 
117 
•496 
•466 
•863 
•824 
•882 
•294 

•664 

•32 

•8S 

•416 

•50 

•46 

•46 

•476 

•66 

Average.... 

•46 

The  results  in  this  case  differ  but  little  from  those  from  the  precede 
ing  diagram. 


Diagram  D,  from  cDgine  No.  204,  taken  when  the  engine  was  start- 
ing its  train,  shows  the  rate  of  discharge  of  a  large  volume  of  steam 
at  a  moderate  speed.   In  this  case  we  have — 


Inches  of 
stroke. 

Areaofopen* 

ing, 

sq.  inches. 

Time, 
tx. 

Apparent 
actual  di8« 

charge, 
cubic  feet. 

It 

20^18 
18  —  16 
16—14 
14  —  12 
12—10 
10—8 

8-3 
88 
8-8 
8-8 
8-8 

•0783 
•0389 
•0273 
•0235 
•0226 
•0226 

2-66 
1^06 
•72 
•616 
•6(30 
•889 

'346 

•416 

•48 

•44 

•69 

•88 

Average 

•617 

Digiti 


zed  by  Google 


Aetudt  and  Effective  Area  of  ExKautt  OpeningM. 


23 


As  the  pfessure  in  the  last  portion  of  the  stroke  calculated  falls 
Very  near  the  atmosphere,  the  determination  of  R  may  be  less  accoratet 
as  the  least  variation  in  measuring  the  diagram  Will  make  a  consider- 
able  difference  in  its  value*  It  will  be  observed  that  the  value  is  un- 
usaally  high.  It  should  be  borne  in  mind,  however,  that  just  at  this 
limb  the  other  cylinder  discharges  its  steam  at  a  high  pressure  through 
a  noztle  placed  close  beside  the  one  through  which  this  is  exhausting, 
fend  this,  acting  as  a  steam  jet,  must  tend  to  accelerate  the  flow  of  steam 
from  the  cylinder.  When,  as  is  sometimes  the  case,  both  cylinders  ex- 
haust through  one  nozzle,  the  discharge  from  one  cylinder  causes  a 
considerable  rise  of  back  pressure  in  the  other^  amounting,  when  fol- 
lowing full  stroke,  with  the  ordinary  pressure  of  steam,  to  about  16 
lbs.  at  the  first  opening  of  the  opposite  exhaust.  For  more  ordinary 
points  of  cut-off,  the  back  pressure  is  increased  one  or  two  pounds  for 
about  half  the  stroke* 


Card  E  is  from  a  stationary  engine  of  novel  but  excellent  construc- 
tion. At  the  time  of  taking  this  diagram,  however,  the  steam  valve 
Was  leaking  to  an  extent  shoWn  by  the  difference  between  the  actual 
and  theoretical  lines,  (the  latter  dotted,)  which  will  account  for  the  com- 
paratively low  value  of  h,  since,  as  the  exhaust  pipe  was  short,  straight, 
and  larger  than  the  greatest  area  of  port.  We  should  expect  a  good 
proportion  of  discharge  per  unit  of  area.  The  steam  leaking  into  the 
cylinder  during  the  exhaust  would  make  the  discharge  appear  smaller 
than  it  really  was. 

ThiS)  however,  is  a  common  case  in  practice,  and  on  that  account 
we  give  it  a  place. 

The  dimensions  of  the  engine  were :  Cylinder,  26  inches  by  80|^ 
inches ;  exhaust  port,  24  inches  by  1^  inch.  The  amount  of  its  open- 
ing, at  each  part  of  the  stroke,  which  was  the  smallest  part  of  the  pas- 
sage, is  given  in  the  table.  Exhaust  pipe,  83  feet  long  7  inches  dia* 
meter,  with  two  elbows,  both  near  the  engine  to  conduct  the  ateam  into 
a  feed  heater,  the  remainder  of  the  pipe  being  vertical. 
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At  48  reTolotions  the  results  were : 


Inches  of 

t 
ATeft  of  open*  | 

sq  inches. 

Time, 

Apparent 
actasl  dis- 

stroke. 

U. 

chari^ 
cubic  feei. 

80—27 

17- 

•116 

1-86 

•20 

27  —  24 

88-         ! 

•052 

•89 

•206 

24—21     1 

1 

21  —  18 

81-5 

1-846 

28 

•225 

18  —  16 

16  —  12 

22- 

•0444 

•91 

•8S 

12—  9 

1675 

•0444 

103 

•57 

9—  6 

9- 

•019 

•78 

•66 

6—   8 

3- 

•<;57 

•46 

•54 

Ayerage 

•868 

The  exhiiQSt  port  opened  at  \\  inch  before  the  end  of  the  stroke, 
yet,  on  account  of  the  leakage  above  referred  to,  the  card  shows  nearly 
2  per  cent,  more  steam  in  the  cylinder,  at  the  end  of  the  stroke,  than 
at  the  time  of  opening  of  the  valve. 


Card  F  is  from  a  low  pressure  stationary  engine  of  10  inches  by  20 
inches  cylinder.  The  least  opening  was  at  the  valve,  the  port  being 
but  4'26  inches  by  -68  inch  =  2-89  square  inches.  The  exhaust  pipe 
was  2^  inches  diameter  =  4*9  square  inches  area,  21  feet  long,  with 
four  elbows.  The  valves  were  about  as  tight  as  usual  in  practice. 

The  line  drawn  below  the  diagram  shows  the  vacuum  in  the  con* 
denser  which  was  about  17^  inches. 

Another  diagram  taken  from  the  same  engine,  exhausting  into  the 
atmosphere,  through  a  pipe  about  twice  as  long,  shows  for  R  a  higher 
value,  viz :  about  21^. 

The  values  obtained  from  the  above  diagrams  will  probably  be  lower 
than  most  persons  would  have  anticipated.  They  are,  hewever,  no 
doubt,  fair  examples  of  ordinary  practice,  and  are  of  interest  on  that 
account.  They  show  clearly  the  importance  of  a  short  and  free  escape 
for  the  steam,  and  to  many  will  be  significant  in  relation  to  the  water 
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condensed  in  the  cylinder  during  the  steam  stroke  to  be  discharged 
daring  the  exhaust. 
At  60  revolutions  the  results  were : 


Inches  of 

Areaofopen- 

Time 

Apparent 
actual  dis- 

stroke. 

sq.  inches. 

ix. 

charge, 
cubic  feet. 

19  —  20 

•786 

•0764 

•074 

•18 

20  —  18 

2-61 

•116 

•442 

•18 

18  —  16 

2-89 

•0485 

•11 

•12 

16—14 

2-89 

•088 

•10 

•185 

14—12 

2-89 

•0346 

•099 

•35 

12  —  10 

2  89 

•088 

•097 

•158 

10—   8 

2  89 

•081 

•108 

•19 

8—  6 

2-89 

•082 

•096 

•17 

6—   4 

2-88 

•087 

•106 

•18 

4—   2 

2-46 

•041 

•108 

•28 

2—   0 

1-62 

•097 

•073 

•089 

Average 

•158 

Dry  Dock  Iron  Works,  New  York. 


Portland  Cement    By  M.  Leblanc. 

From  the  London  Cirll  Knglneer  and  Arohiteet*i  Journal,  May,  180^ 

Having  been  charged,  since  the  commencement  of  the  year  1860, 
with  the  construction  of  the  floating  basin  of  the  port  of  Boulogne, 
we  have  employed  in  the  masonry  works  of  that  basin  many  thousand 
tons  of  Portland  cement.  We  have  thus  been  able  to  make  some  ob- 
servations, which  have  been  checked  by  experience  upon  a  large  and 
a  small  scale,  upon  the  qualities  which  ought  to  be  sought  for  in  this 
cement,  and  the  best  conditions  for  its  employment.  Our  first  re- 
searches had  reference  to  the  influence  of  the  density  of  the  cement 
upon  its  quality. 

We  took  a  certain  volume,  V,  of  light  cement — ^a  cement  weighing 
about  1200  kilogrammes  to  the  metre  cube,  the  weight  of  it  being  as- 
certained by  means  of  a  box  containing  100  litres,  which  was  filled  so 
as  to  avoid  the  pressing  of  the  cement  in  the  most  perfect  manner  pos- 
sible. We  mixed  this  with  two  volumes,  2  v,  of  gravel,  and  then, 
after  carefully  stirring  them,  we  made  them  into  bricks  of  sixteen  cen- 
timetres sectional  area.  We  then  weighed  the  same  weight  of  the  first 
choice  heavy  cement — a  cement  which  weighed  1500  kilogrammes  to 
the  metre  cube — whose  volume  v  was  rather  less  than  the  volume  V, 
and  we  mixed  this  with  2  v  of  gravel  likewise.  We  made  this  mixture 
into  bricks,  in  the  same  manner  as  the  first. 

The  resistance  of  an  effort  tearing  the  specimens  asunder  were : 

Vol.  LII.— Thibd  Bxbiics.— No.  1 — July,  1866.  8 
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6  days. 


15  days. 


Mortar  of  light  cement  ..•....*» .  1 

V  cement  2  T  gravel  M | 

Ayera^ * *........ 

Or  in  jBnglish  pounds «... 

Mortar  of  heavy  cement..*......  1 

V  cement -f  2  V  gravel | 

Averse 

Or  in  English  pounds ^ 


Kfloti 

45 
65 
45 

51 
112^ 

Kiloa. 

65 
85 
85 

"tT 

178} 


Kilos. 

90 
70 
70 

76 
167t 

Kiloa, 

180 
180 
180 

180 
260 


1  month. 


Kilos. 

90 
90 
90 

90 
198 

Kilos. 

130 
160 
170 

160 
830 


8  months. 


Kilos. 

180 
180 
130 

180 
286 

Kilos. 

190 
190 
210 

196 
482i 


Thus  proving  the  incontestable  superiority  of  the  heavier  cements. 

We  asked  M.  Herv6  Mangon  to  analyse  these  cements  at  the  School 
of  the  Fonts  et  Ohaass6e8,  and  he  found  they  were  of  the  following 
composition : 


Light  cement. 

Heavy  cement. 

Silica 

26-80 
8-76 

62 -So 
0-36 
2-25 

24*45 

Alumina  and  peroxide  of  iron 

8*70 

Lime 

65-60 

Sulphuric  acid 

045 

Water  and  loss 

0-80 

•  100-00                   100-00 

"These  analyses  prove  distinctly,"  he  further  wrote,  '*  that  the  se-. 
cond  sample  alone  approached  the  true  type  of  Portland  cement,  while 
the  composition  of  the  first  sample  was  much  nearer  the  composition 
of  the  cements  which  have  a  rapid  setting,  such  as  the  Roman  cements 
of  Pouilly,  Vassy,  &c."  M.  Herv6  Mangon  then  dissolved  and  shook 
up,  in  a  cold  state,  two  grammes  of  each  sample  in  half  a  litre  of  water, 
containing  10  grammes  of  the  nitrate  of  ammonia.  After  a  contact  of 
twenty  hours  he  filtered  the  liquid,  and  found  in  the  residue  of  the 
clear  liquid:  Lime  dissolved,  0-825  in  sample  No.  1;  0*505  in  ditto 
Ko.  2.  Thus  the  product  of  this  comparatively  feeble  dissolvent  was 
less  in  the  same  proportion  as  the  quality  of  the  cement  was  better. 
M.  Herv6  Mangon  terminated  his  letter  in  these  words:  "  I  cannot 
take  upon  myself  to  affirm  that  the  manufacturers  may  not  succeed  in 
making  a  cement  that  should  possess  the  bulk  of  the  properties  of 
Portland  cement,  and  yet  should  be  of  a  light  specific  gravity.  Many 
trials  are  being  made  with  that  object.  Some  of  these  have  yielded 
curious  results ;  but  this  is  certain,  in  my  opinion  at  least,  that  in  the 
existing  state  of  the  manufacture  of  cements  it  is  impossible  to  unite, 
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in  the  same  product,  the  lightness  of  the  material  with  the  preoious 
qualities  of  the  true  Portland  cement.  I  think,  then,  that  it  would  be 
advisable  to  forbid  the  use  of  light  Portland  cement  in  all  government 
works  until  new  experiments,  continued  over  long  periods  of  time, 
should  allow  of  this  rule  being  set  aside,  which,  I  may  add,  is  dictated 
bj  the  most  simple  rules  of  common  sense." 

The  actual  inferiority  of  the  light  Portland  cements,  compared  with 
the  heavier  varieties,  being  peremptorily  proved  by  the  facts  above 
recorded,  the  administration  would  have  the  greatest  possible  interest 
in  substituting,  in  the  specifications  that  it  issues,  the  dosing  by  weight 
to  the  dosing  according  to  volume.  It  would  thus  relieve  the  con^ 
tractors  from  any  question  of  the  density  of  the  compound,  and  these 
men  exercise  the  most  regretable  pressure  upon  the  manufacturers,  in 
order  to  obtain  the  lightest  cements  possible.  It  would,  at  the  same 
time,  render  frauds  more  difficult,  if  not  impossible,  without  the  con- 
nivance of  the  agents  charged  with  the  superintendence.  Now-a-days, 
as  M.  Herv6  Mangon  justly  remarks,  these  weigh-bridges  are  instru- 
ments as  simple  as  they  are  economical;  the  dosing  of  the  mixture  of 
cement  and  sand  by  weight  has  become  as  practical  a  method  as  the 
dosing  by  volume. 

Here  it  is  necessary  to  define  what  is  meant  by  heavy  cement.  We 
shall  hereafter  call  cement  "  heavy  "  when  its  weight,  ascertained  by 
the  means  of  a  box  of  the  capacity  of  100  litres,  (that  is  a  parallelo- 
pipedon  of  right  angles  of  0*50  m.  long,  by  0*50  m.  broad,  by  0*40  m, 
deep,)  filled  in  a  manner  to  avoid  the  pressure  as  much  as  possible, 
should  never  be  less  than  1350  kilogrammes  in  weight  per  metre  cube, 
without  the  box.  According  to  the  mistaken  notions  of  the  marine 
engineers,  (for  a  proof  of  which  we  may  refer  to  the  last  specifications 
issued  at  Cherbourg,)  we  should  say,  perhaps,  more  exactly,  a  heayy 
cement  is  one  whose  specific  gravity  is  superior  to  1200  kilogrammes^ 
when,  for  the  purpose  of  ascertaining  this  gravity,  the  cement  is  poured 
in,  without  pressure,  a  measure  of  a  litre,  of  a  capacity  of  1*10  on  the 
side.  For  the  purpose  of  ensuring  greater  exactness  the  litre  ought 
to  be  filled  twenty-five  times  in  succession,  with  the  same  precautions, 
and  the  specific  gravity  will  be  ascertained  from  the  results  of  the 
twenty-five  weights  thus  formed. 

It  is  to  be  observed,  that  the  heavy  cements  generally  set  with  less 
rapidity  than  the  light  cements.  Thus,  when  such  cements  are  em^ 
ployed,  it  is  not  advisable  to  attach  much  importance  to  the  proof  after 
the'first  forty-eight  hours,  which  is,  nevertheless,  very  convenient  in 
general  works,  as  it  permits  the  stock  to  be  renewed  more  readily.  The 
proof  after  the  lapse  of  five  days  can  alone,  with  these  heavy  cements, 
be  considered  conclusive. 

Mode  of  u%ing  Portland  Cement  Concrete  under  Water. — The  con- 
cretes of  Portland  cement  that  are  immersed  in  water  suffer  an  enor* 
getic  washing,  which  is  to  be  accounted  for  by  the  fact  that  every 
piece  of  stone  that  comes  in  contact  with  the  water  is  immediately  de- 
prived of  the  mortar  which  surrounds  it ;  it  does  not,  in  fact,  retain  a 
trace  of  this  mortar.  Portland  cement  mortar  is  not  rich  and  soapyi 
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in  the  style  of  the  lime  mortars,  properly  so-called.  It  does  not  stick 
to  the  trowel,  but  it  is  like  pounded  glass  that  is  moistened,  so  bad 
an  aspect  does  it  present  when  it  is  rather  stiff.  Treated  with  sea- 
water,  this  mortar  separates  in  three  parts  or  strata.  The  upper  stra- 
tum, A,  is  only  a  simple  lime  water  ;  it  does  not  set,  remains  soapy, 
unless  it  is  dried.  The  middle  part,  B,  acts  as  would  a  mortar  that  is 
of  the  kind  known  as  ^'  thin  ;*'  whilst  the  residue,  C,  appears  alone  to 
preserve  some  qualities  of  the  mortar ;  but  composed  as  it  is  of  the 
heaviest  grains,  which  are  also  the  best  burnt  portions  of  the  cement, 
it  does  not  set  with  anything  like  rapidity.  It  is,  moreover,  diminished 
in  strength  by  the  mixture  of  a  great  part  of  the  gravel,  which  enters 
into  the  composition  of  the  mortar,  which  falls  with  it  into  the  inter- 
vals which  are  left  between  the  stones.  Indeed,  the  density  of  the 
Portland  cement  is  much  nearer  that  of  gravel  than  that  of  lime. 
It  would  appear  then  that  the  tendency  of  the  elements  of  the  mor- 
tar to  separate  would  be  less  in  the  case  of  Portland  cement  mortars 
than  it  would  be  in  those  made  of  ordinary  lime.  But  there  is  not  the 
same  adhesion  in  the  grain  of  Portland  cement  to  the  materials  with 
whffch  it  is  mixed.  Moreover,  the  cements  that  are  met  with  in  com- 
merce do  not  weigh  more  than  1200  kilogrammes,  when  not  pressed, 
and  measured  in  a  box  containing  100  litres.  The  best  gravel  from 
the  shore  of  Boulogne,  measured  in  the  same  way,  weighs  as  follows : 
1  degree,  when  very  dry,  nearly  1700  kilogrammes ;  2  degrees,  when 
moist,  nearly  1500  kilogrammes.  Adopting  this  last  figure,  the  density 
of  the  gravel  would  only  be  25  per  cent,  greater  than  that  of  light  Port- 
land cement.  But  in  salt  water  this  difference  between  the  densities 
of  the  cement  and  the  gravel  becomes  notably  exaggerated ;  for  the 
effective  weights  in  salt  water  become  200  and  500  kilogrammes,  that 
is  to  say,  that  after  the  immersion  the  weight  of  the  gravel  would  be 
found  to  be  more  than  double  that  of  the  cement.  It  is  this  fact  that 
may  account  for  the  ready  separation  of  the  elements  that  enter  into 
the  composition  of  the  mortars  that  takes  place  in  water. 

M.  Uerv6  Mangon  has  kindly  repeated  this  experiment  of  washing, 
with  pure  cement.  The  cement  that  he  operated  upon  presented  the 
following  composition : 


At  moment  of 
arrival. 

Supposed 
deprived  of 
the  water. 

26-61 
980 

68-77 
0-82 

Filica 

25-60 
8-95 

61 -85 
0-80 
8  80 

Aljmina  and  peroxide  of  iron 

line 

Mft'^nesia «■• 

"Water,  carbonic  acid,  and  matters  not  dosed... 

loooa 

10000 

It  weighed  1440  grammes  when  it  had  been  sifted,  and  it  left,  in  the 
course  of  that  operation,  the  following  results : 
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Grains  of  1}  millimetre  diameter ^....^ *.>....* 0*70 

Grains  varying  from  1}  to  1  millimetre  diameter 0*70 

Grains  varying  from  1  to  |  millimetre  diameter .« 0-40 

Grains  stopped  by  a  sieve  36  meshes  to  the  centimetre 28*20 

Powder  passing  through  a  sieve  86  meshes  to  the  centimetre  70-63 

100-00 

The  cement  in  its  natural  state,  and  mixed  with  the  ordinary  pre- 
cautions, seta  immediately  under  water.  The  parts  that  were  extremely 
fine  also  set  with  equal  success.  The  grains  that  were  kept  back  by 
the  sieve  did  not  work  up  well,  and  they  retained  the  appearance  of 
sand ;  but  with  time,  and  even  under  water,  this  product  set,  and  ac- 
quired a  considerable  degree  of  iiardness.  Thus  the  cement  falfilled 
all  the  conditions  that  were  required,  either  as  regards  the  chemical 
composition,  the  burning,  the  density,  or  the  degree  of  pulverization, 
M.  Ilerve  Mangon  then  dissolved  in  ten  litres  of  water  800  grammes 
of  this  cement;  he  shook  it,  and  then  he  poured  off  the  water  that  had 
been  allowed  to  clear  itself.  Lastly,  he  poured  the  cement  thus  washed 
into  a  smaller  Tase,  where  it  divided  itself  into  three  layers,  which  pre- 
sented the  following  differences,  according  to  the  chemical  analysis : 


A. 

B. 

C. 

Silica ^ 

7-15 

5-30 

18-80 

2-00 

66-76 

1020 
8-00 

25-60 
I'OO 

59-40 

22-80 
4-30 

48-00 
0-80 

2610 

t     Alumina  and  peroxide  of  iron...  ^ ^^ 

:     Lime ,.... 

1     Magnesia - 

AV^ater,  carbonic  acid,  and  matters  not  dosed, 
'        traces  of  the  chlorides  and  sulphides^ 

100-00 

100-00 

100-00 

Or,  supposing  these  mortars  to  be  deprived  of  the  water  and  the  ci^r- 
bonic  acid  that  they  contained^  their  composition  would  become — 


A. 

B. 

0. 

Alumina  and  peroxide  of  iron 

21-6 

15-9 

66-6 

6-0 

26-2 
9-8 

681 
2-4 

29-7 
6-7 

64-1 
05 

Lime 

Magnesia ,, m... 

1000 

100-0 

100-0 

The  layer  A  was,  in  fact,  a  pure  liifte  water ;  the  lime  was  in  part 
replaced  with  magnesia,  whicfa^  bieing  more  voluminous  than  it  was, 
opposed  everything  like  a  cohesion  of  the  product.  The  layer  B  hav- 
ing been  thinned  by  the  mixture  of  a  small  portion  of  the  cream  of 
lime,  was  principally  distinguished  from  the  layer  C  by  the  differences 
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in  the  physical  Btates  of  the  layers.  The  layer  0  alone  set  in  a  satis- 
factory manner.  In  this  case,  again,  the  chemical  analysis  explained 
sufficiently  the  facts  that  had  been  experimentally  observed.  It  mnst, 
however,  be  said  that,  in  the  opinion  of  M.  Uerv6  Mangon,  there 
does  not  exist,  in  the  actual  state  of  the  fabrication  of  cements,  a  pro- 
duct of  that  nature  which  would  resist  such  an  energetic  washing, 
'particularly  in  sea- water. 

This  being  settled,  let  us  examine  the  conditions  of  the  laying  of 
the  beton  oi|  the  level  of  the  water  and  under  the  water. 

Caee  the  first. — ^The  ordinary  practice — that  consists  in  laying  the 
fresh  concrete  a  little  behind  the  mass  already  in  place,  and  then  com- 
pressing it  by  rammers,  so  as  to  cause  the  wet  concrete  to  swell  and 
advance  forward,  while  it  always  presents  the  same  surface  to  the 
part  in  advance — ^is  not  possible  with  the  Portland  cement;  the  mortar 
IS  not  sufficiently  stiff,  it  is  not  soapy  enough  for  that.  The  long  slid- 
ings,  which  are  occasioned  by  the  widening  of  the  mass  that  is  spread 
out,  and  which  is  flattened  in  laying,  causes  the  beton  made  with  lime 
to  advance  slowly,  and  it  is  accompanied  with  an  insensible  degree  of 
washing.  These  slidings  do  not  take  place  with  Portland  cement,  gen- 
erally speaking.  It  is  almost  impossible  to  keep  up  a  gentle  slope 
with  this  description  of  beton.  Now,  when  the  slopes  are  very  steep, 
the  stones  detach  themselves  and  roll  down,  and  thus  the  washing  is 
j[>rodueed.  In  this  matter  there  may  be  observed  in  the  whole  height 
of  the  mass  (but  particularly  about  the  level  of  the' surface,  where  the 
action  of  the  waves  is  most  distinctly  felt,)  through  the  stones  that 
are  washed  clear  of  the  mortar,  caverns  imperfectly  filled  with  gravel 
and  the  coarser  grains  of  the  cement,  which  constitute  a  mortar  that 
is  very  thin,  that  covers  the  rest  of  the  cement  mixed  up  with  a  cream 
of  that  material,  more  or  less  mingled  with  the  cement.  Above  the 
water  the  concrete  is  excellent. 

Let  us  now  consider  the  case  wherein  the  concrete  is  executed  un- 
der water,  by  means  of  boxes  of  a  capacity  which,  as  will  be  seen 
hereafter,  it  is  advantageous  to  make  as  large  as  possible.  The  heaps 
of  concrete  are  disposed  one  by  the  side  of  the  other,  but  which  have 
necessarily  their  slopes  very  steep,  for  the  reasons  before  enumerated. 
In  each  heap  the  heart  alone  can  be  yery  sound,  so  that,  if  the  posi- 
tion should  contain  any  springs,  it  is  tolerably  certain  that  they  will 
appear  upon  the  surface  of  the  layer  of  concrete  when  the  excavation 
of  the  interior  shall  be  laid  dry ;  the  springs  will,  in  fact,  follow  the 
lines  of  the  washed  stones.  It  is  true  that  these  effects  may  be  pro- 
duced with  lime  mortars ;  but  we  believe  we  may  affirm,  without  fear 
of  being  contradicted  by  fact,  that  they  are  much  more  serious  with 
the  beton  made  with  Portland  cement.  The  layers  of  mortar  made  of 
lime  flatten  more ;  we  have  in  their  case  to  deal  with  a  complete  layer, 
not  with  heaps  that  are  juxtaposed.  But,  laid  dry,  the  concrete  made 
with  Portland  cement  reassumes  all  its  advantages  over  the  concrete 
made  with  lime.  Thus  we  have  often  noticed  that  a  spring  from  be- 
low has  forced  a  passage  through  the  concrete  made  with  Portland 
cement,  like  a  hole  pierced  by  a  ball ;  the  water  had  passed  through, 
but  the  concrete  only  allowed  its  passage  through  the  passage  that 
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was  strictly  necessary.  All  around  the  hole,  from  the  top  to  the  bot- 
tom of  the  spring,  the  cement  mortar  retained  its  goodness.  The 
concrete  was  pierced  like  a  chimney  whose  diameter  was  reduced  to 
just  the  dimensions  that  are  absolutely  necessary. 

In  the  same  manner  water  runs  over  fresh  concrete  without  any 
serious  consequences,  except  in  the  case  of  great  speeds  and  great 
falls.  To  fill,  by  the  means  of  the  basin  of  the  floating  dock  of  Bou- 
logne, that  reserved  portion,  we  had  formed,  with  complete  success, 
on  one-half  of  the  width  of  the  passage,  the  first  portion  of  the  bed 
of  concrete,  the  water  being  allowed  to  flow  over  the  other  part ;  after- 
wards we  passed  over  the  fresh  bed  of  the  current — the  stream  of 
water  that  was  retained  by  a  rim  formed  in  the  earth — and  we  filled 
the  half  that  had  remained  .empty,  and  thus  on,  successively  passing 
the  water  over  two  sides. 

We  have  thought  that  the  stability — ^if  we  may  express  it  thns^-of 
the  Portland  cement  mortar  was  in  a  great  measure  due  to  its  great 
weight,  which  is  more  than  half  as  onuch  again  as  that  of  ordinary 
lime.  In  fine,  if  the  concrete  made  with  cement  is  with  difficulty  ap- 
plied in  water,  it  is  possible  to  apply  it  dry  in  land  charged  with 
springs  without  inconvenience.  If,  however,  it  were  absolutely  neces- 
sary to  apply  it  in  water,  we  would  recommend  the  use  of  machinery, 
in  the  style  of  "tremies,"  in  preference  to  any  others ;  for  the  two 
facts  we  have  mentioned  prove  that  a  layer  of  Portland  cement  con- 
crete may  be  spread  under  the  water  with  the  tremies  with  less  alter- 
ation than  a  similar  layer  of  lime  mortar.  We  also  would  recommend 
that  the  concrete  should  be  made  with  round  stones,  rather  thin,  with 
angular  stones  that  are  the  result  of  the  breaking  of  the  ballast,  for 
it  is  extremely  important  to  facilitate  the  sliding  of  the  materials  one 
upon  another,  to  make  up  for  the  want  of  an  unctuous  character  in 
the  Portland  cement.  We  may  here  observe  that  a  round  pebble  from 
our  shore  seemed  to  us  as  difficult  to  detach  from  a  gangue  of  Port- 
land cement  mortar  as  a  stone  that  was  broken  could  be. 

Mode  of  U9ing  Portland  Cement  Mortar  in  Masses  of  Masonrjf. — In 
the  execution  of  masses  of  masonry,  we  think  it  is  a  good  practice  to 
employ  the  mortar  of  Portland-  cement  sufficiently  soft,  so  that  it 
should  more  easily  assist  in  the  formation  of  beds  that  would  form  the 
seating  of  the  stones,  otherwise  there  is  danger  of  the  formation  of 
many  vacua  under  the  masses;  for  the  stifi"  Portland  mortar  acts  as' 
ordinary  earth  when  it  is  worked  with  the  trowel.  Soft,  however,  it 
assumes  a  distinct  character ;  it  becomes  more  unctuous,  and  spreads 
more  easily  in  the  beds. 

An  excess  of  water,  as  might  have  been  expected,  has  produced  a 
weakening  of  the  mortar ;  but  if  the  stiff*  mortar  yields  resistances  that 
are  superior  to  those  of  fluid  and  very  fluid  mortars,  it  does  not  yield 
results  that  are  comparable  to  those  of  the  normal  mortar,  even  when 
this  is  mixed  with  a  great  quantity  of  water. 

Under  stones  used  as  ashlar  and  laid  in  elevation,  the  mortar  of 
Portland  cement  which  does  not  stick  to  the  trowel  (we  may  observe, 
moreover,  that  the  ashlar  stones  of  the  floating  basin  at  Boulogne, 
which  are  obtained  from  the  oarboniferons  limestone  of  the  valley  of 
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Heremse,  in  the  neighborhood  of  Marquise,  are  of  a  marble  that  is 
very  stnooth,)  tends,  in  throwing  off  the  excess  of  its  moisture,  and  in 
hardening,  to  allow  the  formation  of  hollow  spaces  by  the  effect  of 
shrinkage  under  the  beds,  of  which  the  existence  is  brought  to  light 
in  times  of  rain.  Thus,  by  reason  of  the  porosity  of  the  material,  the 
rain-water,  driven  by  the  wind,  can  fill  up  the  hollow  spaces,  which 
are  made  apparent,  when  the  rain  ceases,  by  the  permeation  of  the 
moisture.  The  greatest  care  must,  therefore,  be  taken  to  ensure  the 
strict  obtainmcnt  of  the  beds  that  should  be  perfectly  resisting,  and 
this  would  imply  great  skill  on  the  part  of  the  mason  charged  with 
the  setting. 

The  following  seems  to  us  the  best  method  to  be  observed  in  these 
cases :  The  workmen  commence  by  spreading  upon  the  beds  of  ma- 
sonry a  layer  of  mortar  of  two  or  three  centimetres  thick  that  is  suffi- 
ciently stiff;  they  place  about  the  angles  of  the  face  two  wedges  of  a 
wood  that  is  very  tender,  and  these  are  driven  in  throughout  their 
length;  they  equally  wedge  up  with  a  piece  of  stone  the  back  side  of 
the  stone  that  is  intended  to  be  laid ;  then  the  front  wedges  are  gradu- 
ally withdrawn,  and  the  piece  of  stone  then  is  inserted  in  the  opposite 
direction,  the  stone  being  forced  down  to  its  place  with  blows  of  a 
mallet.  The  wooden  wedges  do  not  serve  in  this  case  to  do  more  than 
prevent  the  stone  from  floating  upon  its  bed  of  mortar.  They  hinder 
in  this  manner  the  undulation  of  the  layer  ;  they  can  be  easily  with- 
drawn by  hand  as  soon  as  the  bed  of  mortar  has  hardened  a  little. 

The  shrinkage  that  the  Portland  cement  is  exposed  to  ought  to 
cause  its  rejection  for  the  use  of  pointing  mortars  that  are  too  rich. 
The  best  composition  of  this 'description  of  mortars  seems  to  us  to  be 
that  which  is  produced  by  a  mixture  of  700  parts  of  Portland  cement 
to  1000  parts  of  gravel.  To  diminish  as  much  as  possible  the  poro- 
sity of  the  joints,  it  is  necessary  to  stipulate  for  a  most  energetic 
method  of  the  compression  of  them  by  the  tool  that  is  used  to  draw 
the  joints — in  French,  by  the  dagne.  The  mortar  is,  moreover,  much 
solidified  by  this  operation.  Now,  we  have  had  occasion  to  observe, 
practically,  that  bricks  made  with  compressed  mortar  offer  a  resist- 
ance that  is  much  greater  than  in  bricks  which  are  made  in  ordinary 
mortar  prepared  in  the  ordinary  manner. 

Amongst  the  remarkable  properties  of  Portland  cement  mortars, 
it  is  important  to  mention  that  it  is  beyond  the  effects  of  frost.  The 
Portland  cement  mortars  do  not  freeze,  as  our  masons  say ;  and  this 
allows  the  execution  of  masonry  in  the  cement  in  the  winter  season 
in  cases  of  need.  Thus,  portions  of  Portland  cement  mortar  which  we 
had  exposed  to  the  frost  immediately  after  they  were  prepared,  had 
cracked  very  deeply  after  they  were  made,  and  before  they  had  taken 
their  definite  form,  in  consequence  of  the  freezing  of  the  water,  and 
had  even  partially  fallen  to  pieces  to  a  great  extent,  but,  after  the 
thaw,  had  preserved,  in  the  detached  morsels,  the  greatest  hardness. 

We  will  terminate  this  note  by  some  words  upon  the  influence  of 
the  degree  of  tenacity  of  the  inert  matters  mixed  with  the  cements, 
and  upon  the  ultimate  resistance  of  the  mortars.  We  for  this  purpose 
made  bricks  that  ^ere  composed  of  the  following  ingredients,  namely, 
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Rii*K  mriT>»Av  )  1  0^  Portland  cement  and  2  (in  bulk)  of  the  gravel  of  la  Creche. 

'     ^^  ™oriar,  j  ^  ^^  Portland  cement  and  2  of  the  Downs  sand,  (all  in  bulk.) 

Thin  Tn^^Kfof  1  ^  ^*'  Portland  cement  and  4  of  the  gravel  of  la  Creche. 

±am  mortar,  |  ^  ^^  Portland  cement  and  4  of  sand. 

The  sand  that  was  obtained  from  the  Downs  was  employed  very 
fine;  it  did  not'leave  any  residue  upon  a  sieve  of  eighteen  meshes  to 
the  centimetre.  The  grains  of  gravel,  on  the  contrary,  were  retained  in 
about  the  proportion  of  one- third  by  this  dimension  of  hole.  We  obtained 
the  following  resistance  to  tearing  asunder  that  are  found  in  this  table : 


Compo- 

Weight producing  rupture  by  tearing  asunder  after— 

sition  of 
the 

1 

1 

bricks. 

5  days. 

1  month. 

8  months. 

6  months. 

1  year. 

2  years. 

461 

801 

1O01 

1601 

1  vol.  Port- 
land cem't 

1  sand 

45 
50 
50  ■ 
45 
45 

46-67 

80 
100 
100 

90 

90J 

^90-00 

110 
100 
140 
186 
140, 

■  120-88 

140 
166 
180 
176 
186, 

167-60 

200) 

180  .183-88 

170  J 

• 

190) 

21oU96-67 
190  j 

401 

801 

1101 

1461 

1801 

40 

80 

120 

145 

160 

• 

1  cement... 

42 
42  • 

48-00 

110 
110 

■96-67 

117 
80 

■  104-60 

146 
156 

■  146-66 

160 
160 

156-00 

}»»}  190-00 

2  fine  sand 

47 
47 

100 
100 

100 
100 

150 
140 

140 
140 

7-00 

251 

1101 

40] 

881 

2  60 

80 

120 

46 

80 

1  Portland 

7-00 
7-00 

5-50 

25 
25 

-26.67|^^5 

104-60 

68 
94 

■   68-40 

80 
80 

■  81-25 

\^}moo 

4  gravel... 

7-00 

26 

100 

85 

80 

7-00 

, 

25  J 

100  J 

85  J 

80, 

2-60 

10] 

1101 

151 

35^ 

2  59 

12 

:i20 

25 

42 

I  Portland 

2-50 
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It  follows  that  the  relation  of  the  loads  carried  by  the  rich  and  the 
thin  mortars,  or  those  that  were  mixed  with  large  proportions  of  sand^ 
were  as  follows : 


After  5  days.  After  1  month 
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This  would  lead  to  the  prescription,  in  a  general  manner,  of  the 
use  of  fine  sand  in  the  preparation  of  thin  mortars. 

These  materials  are,  then,  carbonate  of  lime,  nearly  pare,  to  which 
the  sea- water  has  added  a  little  magnesia.  We  find,  moreover,  similar 
matters  everywhere,  that  the  water  can  penetrate  through  the  mortar 
that  is  made  of  cement. 


MECHANICS,  PHYSICS,  AND   CHEMISTRY. 


A  Powerful  Source  of  Artificial  Light.  By  William  H.  Harrison. 

From  the  British  Journal  of  Photography,  May.  1866. 

One  of  the  most  brilliant  discoveries  made  within  the  last  few  years 
has  just  been  made  public  by  its  inventor,  who  has  not  only  discovered 
a  new  principle  in  electrical  science,  but  has  applied  it  to  the  con- 
struction of  a  machine  which,  by  means  of  the  carbon  points,  will  give 
light  of  much  greater  brilliancy  than  has  hitherto  been  produced  by 
man.  The  present  iy)paratus  is  made  on  a  grand  scale,  but  it  remains 
to  be  seen  whether  a  small  machine  cannot  be  made  to  work  by  hand, 
whereby  the  electric  light  can  bo  produced  at  the  mere  cost  of  the 
labor  and  the  carbon  electrodes.  So  powerful  is  the  current  of  elec- 
tricity evolved  by  the  present  apparatus,  that  ordinary  photographic 
paper,  at  two  feet  distance  from  the  light,  blackens  in  twenty  seconds 
to  the  same  degree  that  it  will  darken  by  exposure  for  one  minute  to 
.  the  direct  rays  of  the  noon-day  sun  on  a  clear  morning  in  the  month 
of  March. 

This  invention  was  first  made  known  to  the  public  by  Professor 
Faraday,  a  week  or  two  ago,  at  a  meeting  of  the  Royal  Society.  The 
paper  containing  the  information  was  a  very  long  one,  sufficient  to  fill 
more  than  a  whole  number  of  this  Journal^  and  was  written  by  the 
inventor,  Mr.  H.  Wilde,  of  Manchester.  Some  notes  of  the  substance 
of  its  contents,  and  the  marvelous  efiects  produced  by  the  powerful 
currents  evolved  by  the  apparatus,  will  be  of  interest,  considering  the 
promise  of  the  invention  when  regarded  from  a  photographic  point  of 
view. 

Mr.  Wilde  first  made  a  large  hollow  metallic  cylinder,  with  sides 
of  iron,  separated  by  a  thick  diaphragm  of  brass.  This  composite  cyl- 
inder had  its  metallic  parts  bolted  together  by  screws  of  brass.  Per- 
manent magnets  could  be  placed  over  the  cylinder,  so  that  their  poles 
would  bite  and  make  good  contact  with  the  opposite  iron  sides.  The 
internal  diameter  of  the  cylinder  was  1^  inch.  The  four  or  five  horse- 
shoe magnets  which  could  be  placed  over  it,  each  weighed  about  one 
pound,  and  would  each  sustain  a  weight  of  ten  pounds.  Thus,  when 
the  magnets  are  mounted  over  the  cylinder,  the  two  iron  sides  of  the 
latter  become  virtually  the  poles  of  one  very  powerful  magnet.  The 
armature  is  a  long  solid  bar  of  soft  iron,  made  to  revolve  inside  the 
hollow  portion  of  the  cylinder.  This  solid  bar  has  a  deep  longitudinal 
groove  on  each  side  of  it,  in  which  groove  the  insulated  wires  of  the 
armature  are  placed,  so  that  the  latter  has  still  a  cylindrical  form  ex- 
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ternally.  tt  will  be  noticed  that  this  arrangement  is,  in  principle, 
that  of  the  ordinary  magneto-electric  machine,  though  somewhat  dif- 
fering in  form  from  those  of  the  usual  construction. 

With  apparatus  thus  arranged,  Mn  Wilde  connected  the  terminal 
wires  of  the  armature  with  a  common  tangent  galvanometer,  to  mea- 
sure the  electricity  evolved  as  each  permanent  magnet  was  added  to 
the  outside  of  the  cylinder.  He  found  that  the  electricity  produced 
was  in  direct  proportion  to  the  number  of  magnets  on  the  cylinder. 
But  now  comes  the  wonderful  part  of  the  discovery.  When  the  induced 
current  of  electricity  from  the  armature  was  passed  round  an  ordinary 
electro-magnet,  the  soft  iron  bar,  the  latter  actually  lifted  178  &>s., 
whilst  the  four  permanent  magnets  on  the  cylinder,  the  original  source 
of  the  power,  would  only  lift  a  weight  of  40  fts.  The  effect  here  pro- 
duced seems  to  be  out  of  all  proportion  to  the  cause,  and  it  will  be  seen 
what  an  important  bearing  the  discovery  has  upon  the  law  of  the  con* 
servation  of  energy.  Having  made  this  first  step,  Mr.  Wilde  con- 
structed a  second  cylinder,  larger  than  the  first,  and  placed  outside 
it  electro-magnets  instead  of  permanent  magnets,  the  two  machines 
being  then  worked  together,  and  the  current  generated  by  the  first 
being  employed  to  excite  the  electro-magnets  of  the  second.  By  this 
arrangement  twenty-four  inches  of  No.  20  iron  wire,  0*04  inch  in 
diameter,  were  made  red-hot.  Lastly,  a  machine  with  an  iron  arma*- 
ture  ten  inches  in  diameter  was  made,  the  total  weight  of  the  whole* 
apparatus  being  four  and  a  half  tons.  The  three  machines  were  then 
made  to  work  together,  the  armature  being  driven,  as  before,  by  steam 
power,  the  results  proving  most  astonishing.  Pieces  of  cylindrical  iron 
rods,  each  a  quarter  of  an  inch  in  diameter  and  fifteen  inches  in  length, 
were  melted  by  the  current,  which  also  melted  seven  feet  of  No.  16 
iron  wire,  0-065  of  an  inch  in  diameter,  and  made  twenty-one  feet  of 
the  same  wire  red-hot.  Mr.  Wilde  says :  ''  The  illuminating  power  of 
the  electricity  from  the  intensity  armature  is,  as  might  be  expected^ 
of  the  most  splendid  description.  When  an  electric  lamp,  furnished 
with  rods  of  gas-carbon  half  an  inch  square,  was  placed  at  the  top  of 
a  lof^  building,  the  light  evolved  from  it  was  suflScient  to  cast  the 
shadows  from  the  flames  of  the  street  lamps  a  quarter  of  a  mile  dis- 
tant upon  the  neighboring  walls.  When  viewed  from  that  distance  the 
rays  proceeding  from  the  reflector  have  all  the  rich  efi'ulgence  of  sun« 
shine.  Lastly,  as  already  stated,  photographic  paper  is  blackened  in 
twenty  seconds  by  this  artificial  light,  to  the  same  extent  that  it  can 
be  darkened  by  sunlight  in  a  minute. 

Such  is  the  substance  of  the  wonderful  discovery  made  by  Mr  Wilde, 
It  is  evident  that. its  value  to  the  photographer  is  a  question  of  ex- 
pense, there  being  no  doubt  as  to  its  utility.  As  the  most  economical 
proportions  of  the  parts  of  such  machines  become  better  known  by 
experience,  it  is  to  be  hoped  that  the  maximum  of  light  and  minimum 
of  mechanical  power,  will  be  so  altered  from  their  present  relative  po- 
sitions that  the  invention  will  be,  to  some  extent,  available  to  the  pho- 
tographer, and  render  him  more  independent  of  the  weather.  With 
the  exception  of  the  mechanical  power,  the  expenses  connected  with 
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the  working  of  the  apparatus  are  nominal.  Ordinary  wear  and  tear, 
the  consumption  of  the  carbon  points,  and  the  gradual  burning  away 
of  the  contact  places  of  the  necessary  commutators^  are  inexpensive 
items,  offering  no  impediment  to  the  general  use  of  the  machine.  Whe- 
ther the  expense  of  the  mechanical  power  can  be  so  reduced  as  to  make 
the  invention  commercially  available  in  the  photographic  world,  is  the 
only  question  hanging  over  one  practical  application  of  this,  one  of 
the  noblest  scientific  discoveries  of  modern  times. 


On  a  Convenient  Process  for  Preparing  Oxygen.  By  M.  Pleitmann.* 

From  the  London  Cbomlosl  N«wi,  No.  287. 

The  easy  preparation  of  oxygen  for  technical  purposes  is  a  matter 
of  considerable  importance,  and  I  now  shortly  describe  a  process  which 
possesses  particular  scientific  interest.  I  was  led  to  the  process  by  ob- 
serving that  on  heating  a  concentrated  solution  of  chloride  of  lime, 
with  only  a  trace  of  freshly  prepared  moist  peroxide  of  cobalt,t  the 
hypochlorite  of  lime  was  completely  decomposed  into  chloride  of  cal- 
cium and  oxygen.  Repeated  quantitative  experiments,  the  results  of 
which  I  have  lost,  convinced  me  that  the  whole  of  the  oxygen  was 
evolved,  and  that  only  chloride  of  calcium  and  no  chloric  acid  was 
formed. 

The  evolution  of  oxygen  commences  about  70°  or  80®,  and  continues 
in  a  regular  stream,  with  a  slight  frothing  of  the  liquid. 

The  action  of  the  peroxide  of  cobalt  in  this  case,  it  is  clear,  is  ex- 
actly like  that  of  nitric  oxide  in  the  manufacture  of  sulphuric  acid. 
There  is  no  doubt  that  several  peroxides  of  cobalt,  with  various  pro- 
portions of  oxygen,  exist.  My  own  experiments  have  show.n  me  that 
the  proportion  of  oxygen  in  peroxide  of  cobalt  is  variable,  and  the 
simplest  explanation. of  this  process  is  that  a  lower  peroxide  abstracts 
oxygen  from  the  hypochlorite  of  lime  to  form  a  higher  oxide,  which 
is  again  decomposed  into  a  lower  oxide  and  oxygen. 

The  peroxide  made  use  of  in  one  experiment  may  be  employed  again 
to  decompose  a  fresh  quantity  of  hypochlorite  of  lime.  From  one-tenth 
to  one-half  per  cent,  is  sufficient  to  effect  the  reaction ;  and  instead  of 
taking  the  freshly  prepared  hydrated  peroxide,  it  will  suffice  to  add 
to  the  solution  of  hypochlorite  a  few  drops  of  a  solution  of  cobalt  salt, 
whereby  a  corresponding  amount  of  the  peroxide  is  formed. 

The  advantages  of  this  method  of  procuring  oxygen  appear  to  be 
the  following : 

1.  The  evolution  proceeds  with  extraordinary  regularity,  and  the 
gas  is  collected  with  the  greatest  ease,  which  makes  the  process  spe- 
cially applicable  as  a  lecture  experiment.  When  the  mixture  has 
been  heated  to  70°  or  80°,  the  lamp  may  in  general  be  removed,  as  the 
heat  of  the  fluid  is  then  sufficient  to  carry  on  the  reaction  to  the  end. 

*  Annalen  der  Chemie  und  PKamutcie,  April,  1865,  page  64. 

f  Peroxide  of  nickel  acts  in  a  similar  way,  but  not  so  energetically. 
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2.  The  whoh  of  the  oxygen  is  obtained  from  the  material,  while 
Gnly  a  part  is  proenred  by  heating  peroxide  of  manganeee,  and 

i.  The  process  has  the  advantage  of  greater  cheapness  than  that 
with  chlorate  of  potash  (either  with  or  without  manganese.) 

It  is  necessary  to  employ  a  clear  solntion  of  chloride  of  lime,  as  a 
thick  or  murky  solution  will  froth  over.  The  best  wa^  of  making  a 
clear  and  strong  solution  is  by  first  extracting  one  portion  of  chloride 
of  lime  with  water,  decanting  the  clear  liquor,  and  then  making  use  of 
that  to  exhaust  another  portion  of  the  chloride.  In  this  way  it  is  easy 
to  get  a  liquor  which  will  evolve  from  twenty-five  to  thirty  times  its 
volume  of  oxygen.  On  the  small  scale  it  is  best  to  employ  a  capa- 
cious flask,  which  may  be  about  seven-eighths  filled  with  the  solution. 
On  a  large  scale,  for  technical  purposes,  a  sort  of  ste^m  boiler  might 
be  used,  and  the  oxygen  so  obtained  under  pressure,  and  capable  of 
being  employed  as  a  blast. 

In  a  note  the  author  suggests  that  a  very  pretty  experiment  may 
be  made  to  show  the  displacement  of  oxygen  by  chlorine,  by  passing 
the  latter  gas  into  a  mixture  of  solution  of  caustic  soda  with  some 
peroxide  of  cobalt.  The  chlorine  could  be  passed  in  on  one  side,  and 
oxygen  collected  at  the  other. 


The  Chemistry  of  Gae  Lighting.    By  Dr.  Lethbbt.* 

From  tbe  London  Mechanics'  Magaslne,  December,  1864. 

The  lecturer  remarked  that  the  object  he  had  in  view  in  the  pre- 
sent instance  was  to  take  a  rapid  survey  of  the  entire  subject  of  the 
chemistry  of  gas  manufacture.  He  did  not  intend  to  dwell  particu- 
larly on  any  special  set  of  facts ;  for,  although  every  branch  of  the 
subject  was  full  of  interest,  and  might  well  be  made  the  basis  of  elabo- 
rate investigation,  yet  the  time  at  his  disposal  would  not  permit  of 
anything  more  than  a  general  and  very  cursory  examination  of  the 
whole  question.  He  would  endeavor,  therefore,  to  gather  up  the  broad 
principles  of  chemical  knowledge  in  this  department  of  industry,  and 
indicate  their  directive  tendency.  He  hoped  at  a  future  time  to  have 
the  opportunity  of  examining  in  detail  the  several  branches  of  the 
subject ;  and  at  the  very  commencement  of  the  inquiry  it  would  be 
interesting  to  know  something  of  the  origin  of  the  material  upon  which, 
as  gas  manufacturers,  they  had  to  operate.  The  question  which  here  sug- 
gested itself  was :  Does  chemistry  throw  any  light  upon  the  produc- 
tion of  coal  ?  There  could  be  no  doubt  that  it  owed  its  origin  to  lig- 
neous tissue.  But  how  had  it  undergone  those  changes  which  had 
converted  it  into  coal  ?  Chemistry  hi^  pretty  fully  investigated  this 
subject,  and  had  shown  that  the  production  of  coal  was  clearly  traced 
to  the  eremacausis,  or  slow  combustion  of  ligneous  tissue ;  and  in 
looking  at  the  modes  of  oxidation  of  woody  matter,  it  would  appear 
tfiat  there  were  three  ways  in  which  it  coiUd  be,  and  no  doubt  was, 

*  AlMtract  of  a  lecslure  deliyered  at  Manchester  befora  the  British  Association 
of  Gas  Managers. 
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effected.  In  the  first  place,  it  was  partly  effected  by  an  internal  chang? 
in  the  wood  itself,  whereby  the  elements — oxygen  and  hydrogen — as- 
sociated and  formed  water,  leaving  the  carbon  free*  In  the  second 
place,  it  was  accomplished  by  the  agency  of  water,  the  elements  of 
which  combined  with  carbon  to  form  carbonic  acid  and  marsh  gas ; 
and,  thirdly,  it  was  effected  by  the  action  of  atmospheric  oxygen 
slowly  carried  to  the  woody  tissue  by  percolating  water.  All  these 
changes  were  illustrated  by  diagrams  and  by  specimens  of  wood  in 
every  stage  of  change,  from  lignite  and  Bovey  coal  to  anthracite. 

Forination  of  Chal. 

Oak  wood C„HaO„ 

Oak  humus 0,5  H^O^ 

Another  humus C^H|gO,g 

Brown  coal CjaHj^Oij 

Another  coal 0„HnO, 

Cannel  coal C^Hj^O 

Caking  coal Oj„H,  O 

Anthrticite ^le^    ^ 

It  was  scarcely  within  the  province  of  the  present  lecture  to  enter 
tipon  a  detailed  inquiry  as  to  the  best  kinds  of  coal  for  the  manufacture 
of  gas,  and  he  did  not  propose  to  say  more  than  that  the  coal  must 
be  of  that  description  called  bituminous.  But  it  was  a  matter  of  con- 
siderable importance  to  know  whether  any  particular  coal  would  yield 
a  fair  average  proportion  of  gas  without  submitting  it  to  minute  analy- 
sis. In  referring,  therefore,  to  the  varieties  of  coal  which  were  best 
suited  for  the  manufacture  of  gas,  he  directed  attention  to  the  rough 

Composition  of  Oaa  Coals, 


Staffordshire — 

Maximum 

Minimum 

Average 

Lancashire — 

Maximum 

Minimum 

Average 

Newcastle — 

Maximum 

Minimum 

Average 

Scotch^ 

Maximum 

Minimum 

Average 

Yorkshire — 

Maximum 

Minimum 

Average 

WeUh— 

Maximum 

Minimum 

Average 


Sulphur. 

Ash. 

Coke. 

66-00 
67-10 
61-61 

810 
0-80 
1-71 

8-50 
0-76 
2  01 

8-04 
0  62 
1-58 

14-40 
1-09 
4-71 

66  09 
5110 
58  67 

2-85 
0  71 
1-29 

912 
214 
4-52 

72-31 
64-83 
6124 

1-68 
0-88 
1  22 

8*06 
1-96 
5-46 

59-16 
54-94 
57-82 

1-40 
0-75 
119 

10-60 

0-80 
2-96 

66-90 
6200 
64-87 

2-80 
0-84 
109 

7-56 
1-25 
8-66 

88-28 
58*42 
64-87 

Volatile 
Matter. 


42-90 
34-00 
88-39 

48-90 
33-91 
41-38 

4517 
27-69 
88-76 

45-06 
40-85 
42-68 

88-00 
83-10 
85-68 

41-58 
11-77 
85*68 
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test  whereby  the  valoe  of  coal  might  be  estimated ;  as,  for  example, 
the  specific  gravity  of  the  specimen,  which  should  be  close  to  1*3,  and 
the  loss  encountered  when  a  given  quantity  of  the  coal  (say  100  grains) 
was  ignited  in  a  close  vessel.  The  quality  of  the  residue  or  the  coke 
was  also  an  indication  of  the  value  of  the  coal  for  gas  purposes ;  and 
the  lecturer  exhibited  a  diagram  of  the  average,  the  maximum,  and 
the  minimum  amounts  of  coke  and  volatile  matters  in  all  the  leading 
varieties  of  coal. 

But  there  were  certain  impurities  in  coal  which  it  became  necessary  to 
recognise.  The  three  principal  were  ash  or  mineral  matter,  sulphur, 
and  water,  each  of  which  had  a  very  important  influence  on  the  manu« 
facture  of  gas.  The  normal  proportions  of  these  impurities  were  illus- 
trated by  a  series  of  diagrams  of  the  compositions  of  various  gas  coals. 

The  modes  of  estimating  these  impurities  were  also  referred  to ; 
end,  in  speaking  of  sulphur  in  coal,  the  lecturer  alluded  to  the  im* 

fortance  of  making  a  selection  of  coals  as  free  from  it  as  possible,  for 
arliamentary  legislation  was  manifestly  towards  the  growing  desire 
of  the  public  to  have  gas  with  a  minimum  amount  of  sulphur.  The 
means  of  determining  the  proportion  of  sulphur  in  coal  were  pointed 
out,  and  were  illustrated  by  experiment.  But,  said  the  lecturer,  there 
is  another  important  question  connected  with  this  impurity  in  coal*; 
in  how  many  form^  does  it  exist  there  ?  and  of  these,  which  are  the 
most  pernicious?  He  stated  that  it  might,  to  a  small  extent,  be  there 
in  a  free  state,  and  that  of  the  combined  forms  it  was  perhaps  asso- 
ciated with  organic  matter,  as  well  as  with  iron,  (bisulphide  of  iron,) 
and  with  lime  as  gypsum.  The  relative  importance  of  each  of  these 
forms  was  dwelt  upon,  and  he  spoke  of  the  pyritic  form  as  the  most 
objectionable,  because  of  its  giving  off  its  sulphur  at  that  temperature 
which  is  most  favorable  for  the  production  of  bisulphide  of  carbon  and 
snlpho-hydrocarbons,  both  of  which  are  unabsorbable  impurities.  The 
effect  of  moisture  as  an  impurity  was  next  referred  to,  and  the  lecturer 
explained  how,  when  it  was  being  distilled  from  the  interior  of  a  charge, 
and  came  into  contact  with  the  protosulphide  of  iron  which  had  al- 
ready parted  with  half  of  its  sulphur,  the  aqueous  vapor  decomposed 
the  sulphide,  and  formed  sulphuretted  hydrogen  and  oxide  of  iron, 
thus  adding  to  the  cost  of  the  preparation. 

The  lecturer  then  directed  attention  to  the  facts  which  had  been 
aseertainea  in  respect  of  the  temperature  best  suited  for  the  destruc- 
tive distillation  of  coal.  He  remarked  generally  that  the  action  of 
heat  on  organic  matters  was  to  disturb  the  existing  equilibrium  of  af- 
finities, and  thus  to  give  the  elements  an  opportunity  of  arranging 
themselves  into  other  and  simpler  groups.  The  order  of  the  move-, 
ment  of  the  molecules  of  organic  matter,  when  subjected  to  heat,  was 
somewhat  as  follows :  After  the  hygrometric  or  physical  moisture  had 
been  dissipated,  oxygen  was  the  first  to  start  in  the  race  of  thermotic 
change.  It  combined  with  hydrogen  to  form  water,  with  carbon  to 
form  carbonic  acid,  and  with  carbon  and  hydrogen  to  form  acid  and 
spirituous  compounds,  comparatively  rich  in  oxygen,  and  which  are 
mixable  with  water.     Next  to  move,  perhaps,  was  the  hydrogen  in 
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its  combination  with  carbon  to  form  solid  and  liquid  hydrocarbons  of 
the  nature  of  paraffin  and  paraffin  oil  and  benzole,  which  were  not 
mizable  with  water.  At  a  higher  temperature  the  nitrogen  combined 
with  hydrogen  to  form  ammonia  and  with  carbon  and  hydrogen  to  form 
pyrogenous  alkaloids,  and  with  carbon  alone  to  produce  cyanogen.  At 
this  temperature,  also,  the  sulphur  took  hydrogen  to  form  sulphuretted 
hydrogen,  and  then  carbon  and  hydrogen  to  form  the  sulpbo-carbo- 
hydrogens ;  and,  lastly,  with  carbon  alone  to  form  bisulphide  of  car- 
bon. Finally,  gaseous  hydrocarbons  were  freely  produced ;  and  dar- 
ing all  the  time  of  distillation,  many  of  the  primary  compounds,  by  com- 
ing into  contact  with  the  red-hot  coke  and  with  the  sides  of  the  retort, 
underwent  change,  and  were  converted  into  secondary  products,  as 
naphthaline,  &c. 

The  temperatures  at  which  these  changes  were  effected  had  been 
tolerably  well  ascertained.  Up  to  the  temperature  of  700^  Fahr., 
little  or  no  change  was  effected  in  the  coal  beyond  the  evolution  of 
physical  moisture.  At  the  temperature  of  melting  sine,  (773^  Fahr.,) 
a  little  chemical  moisture  with  an  empyreumatic  odor  was  produced. 
At  980^,  which  is  a  red  heat  just  visible  in  the  dark,  water  and  fat 
oils — the  paraffin  series — begin  to  distil,  but  there  is  little  or  no  gas. 
At  1500^,  which  is  a  cherry-red,  gas  of  high  illuminating  power  is  co- 
piously evolved,  and  spirituous  oils,  rich  in  carbon,  also  appear.  At 
a  full  red  heat,  (1800^,)  and  from  this  to  incipient  whiteness,  perma- 
nent gases  of  poor  illuminating  power,  as  carbonic  oxide,  marsh  gas, 
and  hydrogen,  and  pernicious  sulphur  compounds,  are  freely  evolved. 
Practically,  therefore,  it  may  be  said  that  the  best  temperature  for 
distilling  common  gas  coals  is  a  cherry-red,  (1500^,)  and  for  cannel 
coaWa  full  red,  (1800^) 

In  illustration  of  the  difference  of  the  products  when  cannel  coals 
are  distilled  at  a  high  and  low  temperature.  Dr.  Letheby  alluded  to 
the  quality  of  the  tar  in  the  two  cases.  The  tar  produced  at  a  high 
temperature  was  always  heavier  than  water — specific  gravity  '12  to 
1*15 ;  it  dried  freely  in  the  air  by  oxidation ;  it  contained  hydrocar- 
bons with  such  an  excess  of  carbon,  that  they  could  not  be  burnt  in  a 
common  lamp ;  they  were  almost  totally  destroyed  by  strong  oil  of 
vitriol ;  they  contained  sulphur,  and  their  per  centage  composition 
was  about  86  carbon,  7  hydrogen,  7  oxygen,  and  a  little  sulphur — 
about  0*5  per  cent.  Whereas  the  tar  produced  at  a  low  temperature 
was  lighter  than  water — ^about  *900  specific  gravity ;  it  would  not 
oxidate  or  dry  in  the  air ;  it  contained  hydrocarbons  of  the  paraffin 
series,  which  are  comparatively  poor  in  carbon,  and  which  cun  be 
'  burnt  in  a  lamp ;  they  are  not  much  acted  upon  by  strong  oil  of  vitriol ; 
they  contain  but  little  or  no  sulphur,  and  their  per  centage  composi- 
tion is  about  84  carbon,  12  hydrogen,  and  4  oxygen.  So  also  with 
the  gases ;  at  a  temperature  below  1800^  they  are  rich  in  hydro-car- 
bons of  high  illuminating  power,  and  at  a  higher  temperature  they 
are  comparatively  poor  in  such  hydrocarbons.  The  nature  of  the  coat, 
of  course,  makes  a  large  difference  in  the  results,  but  the  general  ex- 
pression of  the  fact  is,  that  high  temperatures  make  a  minimum  quau- 
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tity  of  tar,  rich  in  carbon,  and  much  gas,  with  comparatively  poor  il- 
larainating  power,  and  with  large  proportions  of  sulphur  compounds. 
The  raw  gas,  as  it  leaves  the  retort,  consists  of  aqueous  vapor,  va- 
por of  tar,  carbonic  acid,  carbonic  oxide,  ammonia,  cyanogen,  sulpho- 
cyanogen,  sulphuretted  hydrogen,  bisulphide  of  carbon,  sulpho-hydro- 
carbons,  hydrogen,  light  carburetted  hydrogen,  olefiant  gas,  &c.  Moat 
of  these  are  useless  as  illuminating  agents,  and,  therefore,  the  neces- 
sity for  purification.     Fortunately,  this,  to  a  large  extent,  is  easily 
effected  by  a  natural  process  of  condensation.     As  the  gases  and  va- 
pors cool,  the  condensable  portions  separate  as  liquid  products,  and 
thus  in  the  hydraulic  main  and  in  the  condensers,  the  oily  tar  and 
the  aqueous  ammoniacal  liquor  separate  of  their  own  accord.     The 
indications,  therefore,  of  this  first  siep  of  natural  purification  is  to 
cool  the  raw  gas  as  much  as  possible.     But  even  when  thus  cooled  it 
contains  a  large  proportion  of  impurity  which  is  soluble  in  water ;  and 
hence,  the  next  indication  is  the  necessity  for  the  use  of  a  contrivance 
which  shall  bring  the  gas  into  contact  with  an  aqueous  solvent.  Look- 
ing at  the  variable  quality  or  composition  of  ammoniacal  liquor,  and 
that  the  proportion  of  ammonia  in  it  ranges  from  about  1000  grains 
in  the  gallon  to  about  4000,  or,  in  other  words,  that  the  saturating 
power  of  it  per  gallon  is  from  aboijit  6  ounces  of  the  strongest  sulphuric 
acid  to  26  ounces,  it  is  manifest  that  the  best  and  proper  washing 
liquid  is  ammoniacal  liquor.    This  ought  never  to  leave  the  gas  works 
with  less  than  2000  grains  of  ammonia  in  it  per  gallon,  or  with  a  less 
saturating  power  than  13  ounces  of  sulphuric  acid.     There  is  no  rea*' 
son,  indeed,  why  it  should  not  always  contain  nearly  double  this  quan* 
(ity  of  ammouia.     The  use,  therefore,  of  ammoniacal  liquor  as  a 
washer  of  the  raw  gas  is  a  natural  inference.     It  was  first  suggested 
by  Mr.  Hawksley,  and  he  has  put  it  into  practice  with  excellent  effect, 
for  not  only  does  the  ammoniacal  liquor  afford  a  means  of  removing 
ammonia,  sulphuretted  hydrogen,  and  carbonic  acid  from  the  raw  gas, 
but,  being  already  saturated  with  hydrocarbons,  it  does  not  take  up 
any  more  of  these  illuminating  agents ;  besides  which,  it  can  be  used 
as  a  cUmehe  in  such  quantity  in  a  large  washer,  that  it  operates  very 
aaccesafttUy  as  a  cooling  agent.     The  suggestions,  indeed,  of  Mr.  La- 
ming, that  every  charge  of  ammoniacal  liquor  thus  used  might  be  first 
filtered  through  hydrated  oxide  of  iron,  so  as  to  move  the  sulphuretted 
hydrogen,  and  thus  give  it  a  more  effective  purifying  power,  is  not 
without  practical  value.    But  even  when  the  gas  has  been  thus  cooled, 
and  has  left  the  condensers,  it  is  not  so  free  from  ammonia,  carbonic 
acid,  and  sulphuretted  hydrogen  as  that  a  small  quantity  of  water 
properly  distributed  in  a  scrubber  will  not  still  further  purify  it,  and 
the  arrangement  should  be  such  that  the  water  should  trickle  very 
slowly  over  a  large  surface,  and  reach  the  bottom  of  the  scrubber 
almost  saturated  with  impurities.    Leaving  this  part  of  the  apparatus, 
the  raw  gas  should  never  contain  more  than  1  volume  in  1000  of  am- 
monia, 8  of  sulphuretted  hydrogen,  and  20  of  carbonic  acid.     These 
are  in  the  proportion  of  315  erains  of  ammonia,  5048  grains  of  sul- 
phuretted hydrogen,  and  16y8§6  grains  of  carbonic  acid  in  1000  cubio 
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feet  of  gas.  Then  comes  the  chemical  means  whereby  these  can  be 
best  removed,  and  this  involves  an  inquiry  into  the  action  of  the  po- 
rifiers,  as  they  are  called. 

The  order  in  which  these  impurities  should  be  taken  out  is  a  matter 
of  no  slight  importance.  Chemistry  teaches  us  that  the  first  impurity 
to  be  removed  is  ammonia,  for  its  presence  checks  the  withdrawal  of 
carbouic  acid  and  sulphuretted  hydrogen.  Among  the  many  sugges- 
tions which  have  been  made  for  the  absorption  of  ammonia,  there  is 
none  so  effective  as  diluted  sulphuric  acid,  and  it  is  found  that  49  parts 
by  weight  of  the  strongest  sulphuric  acid  will  remove  17  of  ammonia. 
It  will  take,  therefore,  909  grains,  or  rather  more  than  2  ounces  of 
sulphuric  acid,  to  remove  the  ammonia  from  the  1000  cubic  feet  of 
gas.  The  acid  is  best  used  diluted  with  about  its  own  bulk  of  water, 
and  sprinkled  upon  saw-dust,  which  should  be  placed  first  in  the  trays 
of  the  purifiers ;  and  the  saw-dust  thus  saturated  with  the  ammonia  is 
a  valuable  material,  as  it  should  contain  fully  half  its  weight  of  sul- 
phate of  ammonia.  Other  valuable  absorbing  agents  have  been  pro- 
posed, as  the  spent  acids  of  various  manufacturing  processes,  the  acid 
salt  of  alumina  obtained  by  boiling  clay  shale  with  sulphuric  acid, 
(Groll,)  and  the  residual  chloride  of  manganese  from  bleaching  works. 
This  has  recently  been  used  by  Mr.  CroU  in  the  form  of  a  nearly  dry 
mixture  with  saw-dust,  and  it  yields  a  salt  of  ammonia  remarkably  free 
from  impurities. 

Next  after  the  ammonia,  it  is  proper  to  remove  the  sulphuretted 
hydrogen,  and  unquestionably,  if  no  sanitary  considerations  are  con- 
cerned, the  best  agent  for  thia  purpose  is  wet  lime,  a  material  which 
will  not  only  remove  the  sulphuretted  hydrogen,  but  will  likewise  ab- 
sorb the  carbonic  acid.  Theoretically,  28  parts  by  weight  of  lime  will 
take  up  17  of  sulphuretted  hydrogen,  and  another  28  parts  will  take 
up  22  of  carbonic  acid.  It  follows,  therefore,  that  about  3  lbs.  of  lime 
will  absorb  the  carbonic  acid,  and  1^  lb.  the  sulphuretted  hydrogen 
in  the  1000  cubic  feet  of  gas,  taking  altogether  about  42^  lbs.  of  lime 
for  10,000  cubic  feet  of  gas.  But  this  is  on  the  supposition  that  the 
lime  is  thoroughly  effective,  and  that  it  is  used  in  a  very  wet  state ; 
practically,  it  is  not  so. completely  effective,  and  hence  it  takes  about 
50  lbs.  of  wet  lime  to  purify  10,000  cubic  feet  of  gas.  If  the  lime  is 
used  in  a  dry  state,  (as  a  hydrate,)  it  is  by  no  means  so  effective,  for 
it  requires  fully  twice  the  quantity  of  lime  to  purify  the  gas.  This 
is  due  to  the  circumstance  that  the  interior  of  the  little  lumps  of  lime 
is  never  reached  by  the  gas,  and  therefore  remains  inoperative ;  be- 
sides which,  the  lime  is  getting  constantly  drier  in  the  purifiers  by  the 
heat  of  combination  with  the  impurities  of  the  gas,  and  as  the  lime 
dries,  it  loses  its  capacity  for  absorbing  these  impurities ;  absolutely 
dry  lime,  in  fact,  will  scarcely  absorb  sulphuretted  hydrogen. 

The  offensive  nature  of  spent  lime,. or  blue  billy,  is  such  that  a  de« 
mand  has  been  made  on  science  to  furnish  a  less  objectionable  means 
of  purification  ;  and  hence  the  use  of  the  hydrated  oxide  of  iron — a 
material  which,  when  tolerably  pure,  will  absorb  sulphuretted  hydro- 
gen  in  the  proportion  of  17  parts  of  sulphuretted  hydrogen  to  about 
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33  of  the  oxide*  It  will  take,  therefore,  about  14  lbs.  of  the  hjdrated 
oxide  to  remove  the  sulphuretted  hydrogen  from  10,000  «ubic  feet  of 
gas.  It  has  then  become  a  sulphide  of  iron,  and  has  lost  its  power  of 
purification,  and  must  be  revived.  This  is  accomplished  by  simply 
exposing  the  oxide  to  the  air,  when  it  takes  in  atmospheric  oxygen, 
and  again  passes  into  the  state  of  hydrated  oxide  of  iron,  while  the 
sulphur  is  set  free  in  the  mixture.  The  oxide  thus  charged  is  then 
used  again  and  again,  until  it  becomes  charged  to  the  extent  of  about 
57  per  cent,  of  sulphur,  when  it  is  no  longer  effective.  Practically,  a 
ton  of  oxide  will,  by  siiccessive  revivification,  purify  about  5,000,000 
cubic  feet  of  gas,  and  will  absorb  about  8600  lbs.  of  sulphuretted  hy- 
drogen. When  thus  charged  with  sulphur,  it  is  valuable  for  manufac- 
turing oil  of  vitriol. 

If  hydrated  oxide  of  iron  has  been  used  as  the  purifier,  lime  must 
also  be  afterwards  employed  for  the  purpose  of  removing  the  carbonic 
acid,  which  is  so  destructive  of  the  light  of  the  gas  when  it  is  burned. 

Having  left  the  purifiers,  the  constituents  of  the  gas  are  as  follow: 

Per  Mnt 

Hydrogen 25  to  50 

Light  carburetted  hydrogen,  C*  H* 85  **  52 

Oleflantgaa,  C.  H^ ' 

Propylene,  Cell* 

Butylene,  Cg  d« !          8  **  20 

Other  hydrocarbons.  On  Hq ' 

Benzole  vapor,  Gi,  H* 

Acetylene,  C4  H* 

CarK^nic  oxide,  0  0 5  '*  9 

€arbonic  acid,  CO, 0  *•  2 

Cyanogen,  C,N T  "  ? 

Ammonia,  NH, 0-01  "  006 

Bisulphide  of  carbon,  CS^ ?  »*  ? 

Sulpho-hydrocarbons ?  "  ? 

Aqueous  yapor 2  '*  8 

Oxvgen 0  "  1 

Nitrogen 0  *•  8 

The  properties  of  each  of  these  constituents  were  demonstrated  by 
experiment,  and  reference  was  made  to  their  specific  gravities,  to  their 
combining  volumes,  to  the  proportion  of  oxygen  which  they  required 
for  combustion,  to  the  quantity  of  carbonic  acid  so  produced,  to  the 
heat  evolved,  and  to  the  action  of  water,  chlorine,  bromine,  and  an- 
hydrous sulphuric  acid  upon  them. 

One  of  the  interesting  features  of  this  part  of  the  lecture  was  the 
production  of  acetylide  of  copper  from  the  coal  gas  of  the  hall,  and 
the  exhibition  of  acetylene  in  large  volume;  as  also  the  production  of 
nitro-benzole  from  the  gas^  by  passing  it  through  fuming  nitric  acid. 

As  regards  the  means  of  determining  the  proportions  of  the  con- 
densable hydrocarbons  in  coal  gas,  Dr.  Letheby  showed  that,  as  all  the 
illuminating  constituents  of  coal  gas,  excepting  the  light  carburetted 
hydrogen,  were  absorbed  by  bromine  and  by  anhydrous  sulphuric  acid, 
neither  of  these  tests  were  worth  anything  as  an  indication  of  the  il- 
luminating power  of  the  gas.  In  speaking  of  acetylene,  he  alluded  to 
the  fact  that  its  production  by  the  intense  ignition  of  carbon  in  hy- 
drogen was  a  remarkable  example  of  the  production  of  a  hydrocarbon 
by  the  immediate  combination  of  its  elements ;  and  he  observed  that 
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as  acetylene,  "which  is  such  a  powerful  illuminating  agent,  may  be 
made  by  the  action  of  carbonic  oxide  on  light  carburetted  hydrogen 
at  high  temperatures,  it  is  possible  that  hereafter  it  will  be  found  that 
by  a  proper  arrangement  of  apparatus,  a  high  temperature  may  be 
best  suited  for  the  production  of  illuminating  gas.   The  sole  difficulty, 

Principal  Constituents  of  Coal-tar, 


Acids — 

Acetic 

Butylic 

Phenic 

Cresylic 

Fhlorvlic 

K060I1C 

Brunolic 

Neutral — 

Propylene 

Batylene 

Amylene 

Caproylene.... 

Alliftceous 

Benzole 

Toluole 

Xylole 

Cumole , 

(>mole 

Naphthaline... 

Anthracene,.., 

Paraffin 

Pyrene 

Chryeene 

Alkalies — 

Ammonia 

Methylamine., 

Ethylamine,... 

Petinine 

Ceapitine 

Pyrrhidine 

Picoline 

Lutidine 

Collidine 

Aniline 

Parvoline 

Toluidine 

Coridine 

Xylidine 

Cumidine 

Bubidine 

Cryptidine 

Leucoline 

Oymidine 

Viridine 


Boiling  points.     < 

Formulw. 

Degrees           1 

Fahrenheit.        | 

C,  H.  0, 

248 

t.  H,  0, 

315 

C„H,  0, 

370 

CuH,'o,' 

397 

C..H„0 

c«fl„o. 

C,  H, 

1 

c  h! 

54 

o!.h!. 

102 

Cn^H„ 

131 

C„H, 

176 

Ci4  H, 

237 

^M  ^10 

269 

CI.H11 

802 

c»h! 

347 

c,h; 

414               1 

C„H„ 

I 

C»H„ 

... 

C„H 

... 

C„H. 

1 

H.N 

1 

C,H,N 

C.H,K 

66 

? 

176 

C..H„N 

205 

«,.H5N 

271 

C„H,  N 

278 

c  h;  N 

309 

C„H„lf 

888 

c!h    N 

860 

O..H.,N 

370 

C„H,N 

888 

C„H„N 

412 

C„H„N 

415 

C,H    N 

487 

c"h    N 

446 

c"h    N 

*.. 

C„H,  N 

455 

? 

462 

C^H^N 

484 

perhaps,  to  be  overcome  will  be  the  formation  of  carbonic  oxide  and 
marsh  gas  in  proper  proportions. 
With  respect  to  the  existence  of  sulphur  compounds  in  coal  gas. 
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Dr.  Lethebj  demonstrated  by  many  experiments  that  sulphide  of  car* 
bon  and  one  or  more  sulpho-bydrocarbons  were  always  present ;  and 
he  showed  the  patented  processes  of  Mr.  Bowditch,  Dr.  Stenhoase, 
and  Dr.  Angus  Smith,  for  removing  these  sulphur  compounds.  He 
referred  also  to  his  own  apparatus  for  estimating  the  amount  of  sul- 
phur in  purified  coal  gas ;  and  he  likewise  explained  the  means  of  de- 
termining the  proportion  of  ammonia  in  gas,  and  he  spoke  of  this  im- 
purity as  a  purveyor  of  the  offensive  tar-like  hydrocarbons. 

A  slight  reference  was  made  to  the  subject  of  coal-tar,  and  to  the 
large  field  of  chemical  research  which  it  had  exposed  to  the  chemist ; 
and  a  few  of  the  more  interesting  of  the  coal-tar  pigments  were  made, 
and  nearly  all  the  products  were  exhibited  on  the  table,  {page  44.) 

Lastly,  in  respect  of  the  chemistry  of  the  combustion  of  gas,  Dr. 
Letheby  showed  under  what  circumstances  it  was  best  consumed,  and 
he  demonstrated  in  various  ways,  as  by  Erdmann's  gas-prover,  that 
the  proper  illuminating  power  of  coal  gas  could  only  be  obtained  by 
an  accurate  adjustment  of  the  air  to  the  gas«  This  was  chiefly  ac- 
complished in  the  Argand  burner  by  a  proper  adaptation  of  the  in- 
ternal aperture  to  the  quality  of  the  gas ;  a  burner  of  only  0*42  of  an 
inch  internal  bore,  was  well  suited  for  11-candle  gas,  one  of  0*44  of 
an  inch  for  13-candle  gas,  and  one  of  0*50  of  an  inch  for  15-candle. 
In  each  of  these  cases  the  burner  is  used  without  a  gauze  diaphragm, 
and  with  a  7-inch  chimney,  the  gas  being  burned  at  the  rate  of  5  feet 
an  honr ;  but  the  same  result  and  a  steadier  flame  is  obtained  by  using 
Sang*8  burner  of  a  little  smaller  diameter  of  the  internal  hole  in  each 
case,  and  a  gauze  diaphragm.  By  experiment  with  Leslie's  burner, 
which  is  altogether  unsuited  for  gas  of  low  illuminating  power,  it  was 
shown  that  the  light  of  the  gas  might  be  seriously  destroyed. 

The  relative  values  of  different  illuminating  agents  were  shown  by 
the  following  table : 

Relative  values  of  llluminaHng  Agents  in  respect  of  their  Heating  and  Vitiating 
Effects  on  the  Atmosphere^  and  Burning  so  as  to  give  the  Light  of  Twelve  Stand" 
ard  Sperm  candles. 


Gannel  gas..., 
Common  gas 
Sperm  oil ...., 

Benzole 

Pmmffin , 

Camphine...., 
Wax  candles 
Sperm     *< 
Stearic    " 
Tallow    •« 


s 

1  -^ 

1 

H 

0  >-o 

I-* 

.l- 

II 

> 

U 

o 

^ 

1960 

8*80 

201 

60-9 

2786 

6-45 

821 

80-2 

2386 

4-76 

8-88 

88-8 

2826 

4-46 

864 

88-5 

8619 

6*81 

4-60 

112-5 

8251 

6-66 

4-77 

119-2 

8831 

8-41 

6  90 

149-6 

8617 

7-67 

627 

181-7 

8747 

882 

6-26 

166-2 

6064 

1206 

8-78 

218-8 
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In  conclasion,  the  lecturer  observed  that  every  day  brought  to  light 
some  new  fact  connected  with  the  chemistry  of  gas  manufacture,  which 
deserved  the  careful  consideration  of  all  who,  like  those  to  whom  he 
was  addressing  himself,  were  practically  engaged  in  this  important 
branch  of  industry.  He  had  endeavored  to  lay  before  them,  with  as 
much  fulness  as  time  allowed,  the  most  prominent  features  of  the  ques- 
tion, as  far  as  the  light  of  science  had  at  present  elucidated  them  ;  but 
the  subject,  in  all  its  details,  was  far  too  complex  to  allow  of  more 
than  a  mere  general  statement  in  a  compass  of  a  single  lecture. 


On  Scientific  Experiments  in  Balloons,     By  Jambs  Glaisher,  Esq., 

F.  R.  S.,  &c. 

Prooevdiiigi  of  the  Royal  Instltaaon  of  Great  Britain,  No.  41. 

Mr.  Glaisher,  at  the  beginning,  referred  to  the  discourse  given  by 
him  two  years  since,  when  he  had  made  eight  ascents,  for  the  purpose 
of  scientific  researches,  in  the  higher  regions  of  the  atmosphere,  and 
•  said  since  that  time  he  had  made  seventeen  additional.  He  described 
the  process  of  filling  a  large  balloon,  and  briefly  described  a  balloon 
ascent,  speaking  of  the  novel  sensation  at  first  experienced,  of  the  ex- 
treme coldness  and  dryness  of  the  air  at  great  elevations,  of  the  pain- 
less death  awaiting  the  atrial  traveler  who  should  ascend  to  an  eleva- 
tion too  great  for  his  power  of  endurance,  and  compared  it  to  that  of 
the  mountain  traveler,  who,  benumbed  and  insensible  to  suffering, 
yields  to  the  lethargy  of  approaching  sleep,  and  reposes  to  wake  no 
more.  Moral  energy  in  both  cases,  he  stated,  was  the  only  means  of 
safety. 

He  then  exhibited  the  several  instruments  used,  pointing  out  their 
extreme  sensitiveness  and  delicacy,  and  then  spoke  of  the  primary 
objects  of  balloon  research. 

Subjects  of  Research  by  Means  of  Balloons. — 1st.  To  determine  the 
rate  of  decrease  of  temperature  with  increase  of  elevation  ;  and  to  as- 
certain whether  the  results  obtained  by  observations  on  mountain  sides, 
viz:  a  lowering  of  temperature  of  1°  for  every  increase  of  elevation 
of  300  feet,  be  true  or  not. 

2d.  To  determine  the  distribution  of  the  water,  in  the  invisible  shape 
of  vapor,  in  the  air  below  the  clouds,  and  above  them,  at  difi*erent  ele- 
vations. 

8d.  To  compare  the  results,  as  found  by  different  instruments,  to- 
gether : 

1.  The  temperature  of  the  dew  point  as  found  by — 
Dry  and  wet  theroiometers,  (free. ) 

Dry  And  wet  thermometers,  (aspirated,  or  air  made  to  pass  rapidly.) 
Dnniell's  dew-point. 
Kegnault's  dew-point,  (blowing.) 

ade  to  1 


Kegnault's  dew-point,  (air  made  to  pass  rapidly.) 
'2,  To  compare  the  readings  of — 

Mercurial  and  aneroid  barometers,  &c. 

4th.  Solar  radiation,  by  taking  readings  of  the  blackened  bulb  ther- 
mometer fully  exposed  to  the  sun,  with  simultaneous  o'bservations  of 
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tlie  dr j-bolb  thermometer,  and  also  of  observations  of  HerscheFs  Ac- 
tinometer. 

5th.  To  determine  whether  the  solar  spectrum,  when  viewed  from 
the  earth,  and  far  above  it,  exhibited  any  difference ;  whether  there 
were  a  greater  or  less  number  of  dark  lines  crossing  it,  particularly 
when  near  sun-setting* 

6th.  To  determine  whether  the  horizontal  intensity  of  the  earth's 
magnetism  was  less  or  greater  with  elevation. 
Propagation  of  sound. 
Amount  of  ozone,  &c. 

In  every  ascent  a  second  or  third  thermometer,  differently  gradu- 
ated, has  been  used  to  check  the  accuracy  of  the  readings  of  the  dry 
thermometer,  and  the  truthfulness  of  the  temperature  shown  by  it.  In 
some  of  the  ascents  a  delicate  blackened  bulb  thermometer  was  placed 
near  to  the  place  of  the  dry-bulb  thermometer,  fully  exposed  to  the  sun 
in  cloudless  skies,  or  to  the  sky  at  all  times.  The  readings  of  this  instru- 
ment were  nearly  identical  with  those  of  t}ie  dry-bulb  thermometer 
in  clouded  states  of  the  sky,  and  thus  acted  as  an  additional  check. 

At  all  times,  one  or  the  other,  or  both,  Begnaalt's  and  Daniell's 
hygrometers  have  been  used  sufficiently  often,  at  all  heights,  to  show 
whether  the  wet-bulb  thermometer  was  in  proper  action,  and  to  check 
the  results  given  by  the  use  of  the  dry  and  wet-bulb  thermometer  on 
the  reduction  of  the  observations. 

The  author  said  he  would  not  give  a  detailed  account  of  the  experi- , 
ments  in  the  years  1862  and  186.3,  as  they  were  published,  but  would 
confine  himself  to  some  of  the  results. 

He  said  it  was  soon  found  that  the  state  of  the  sky  exercised  a  great 
influence,  and  the  experiments  had  to  be  repeated  with  two  groups,  one 
with  cloudy  skies,  and  the  other  with  clear  skies. 

The  results  are  as  follow : 

The  Decline  of  the  Temperature  of  the  Air  with  Elevation  ^  when  the  Sky  was  Cloudy. 

Feet.  Feet  Deg.  Feet. 

From  0  to  1,000  was  4'2  from  17  experiments,  or  1  degree  in  228 

••  1,0C0  "  2,000  '*  8-6  **  21  ««  278 

"  2,000  *•  8,000  "  8-7  "  22  "  271 

«*  8,000  «  4,000  *«  8-4  **  20  '«  295 

««  4,000  "  6,000  •*  8-8  *'  18  <«  833 

«*  6,000  »*  6,000  "  8  2  «•  7  •*  818 

"  6,000  "  7,000  *«  2-7  **  6  •*  371 

"  7,000  "  8,000  "  2-4  »'  4  "  417 

•*  8,000  "  9,000  "  2-2  '«  4  "  466 

*«  9,000  "  10,000  "  2-2  "  4  **  466 

«»  10.000  "  11,000  «•  2-2  "  4  •*  456 

«*  11,000  '<  12,000  »'  2  2  <*  4  "  465 

«»  12,(;00  "  13,000  "  2-2  ««  4  **  466 

•«  13,000  "  14,000  "  2-8  "  4  "  436 

««  14,000  "  16,000  "  2-0  "  4  "  600 

"  16,000  "  16,000  •*  21  "  4  *•  477 

"  16,000  ««  17,000  **  1-2  "2  "  833 

«  17,000  «*  18,000  •*  1-3  "  2  "  771 

«  18,000  "  19,000  "  1-4  "  2  "  716 

"  19,000  «  20,000  •«  0-9  «*  2  ••  909 

**  20,000  "  21,000  "  1-1  "  2  "  911 

**  21,000  "  22,000  "  0-8  **  2  *'  1,260 

*'  22;000  "  28,000  "  0-8  «  2  *•  1,250 
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These  resnUs  show,  nrhen  the  sky  is  cloudy^  the  decline  of  tempera- 
ture  at  every  1000  feet  increase  of  elevation.  Up  to  6000  feet  the 
number  of  experiments  npon  which  each  result  is  based  vanr  from  18 
to  22;  at  6000  and  7000  feet  to  7  and  6,  respectively;  from  7000 
to  16,000  feet  to  4;  these  having  been  made  on  two  days,  viz :  1863, 
June  26  and  September  29,  on  which  days  the  balloon  was  frequently 
enveloped  in  foe  and  clouds  to  the  height  of  three  and  four  miles,  and 
those  above  16,000  feet  on  the  former  of  these  two  days  only,  during 
the  ascent  and  descent,  the  sky  being  still  covered  with  cloud  when 
the  balloon  was  between  4  and  5  miles  high. 

The  Decline  of  the  Temperature  of  the  Air  with  Elevation^  when  the  Sky  was  Clear, 

or  chiefly  Clear, 

Feet. 
From 

218 
264 
804 
845 
886 
401 
871 
4110 
417 
885 
485 
465 
5C0 
588 
455 
526 
588 
666 
771 
888 
911 
1,C00 
771 
909 
1,000 
1,000 
1,111 
1,250 

Up  to  the  height  of  22,000  feet  the  number  of  experiments  vary 
from  7  to  17,  and  there  can  be  but  little  doubt  that  the  number  show- 
ing the  decrease  of  temperature  are  very  nearly  true,  and  approximate 
closely  to  the  general  law.  Above  24,000  feet  the  number  of  experi- 
ments are  too  few  to  speak  confidently  upon  them,  but  they  are  in  accord- 
ance with  the  series  deduced  from  the  experiments  at  less  elevationsl 

A  decline  of  temperature  under  a  clear  sky  of  1^  takes  place  within 
100  feet  of  the  earthy  and  at  heights  exceeding  25,000  feet  it  is  neces- 
sary to  pass  through  1,000  feet  of  vertical  height,  as  appears  in  the 
last  column  of  the  preceding  table,  for  a  decline  of  1^  of  temperature. 

By  adding  together,  successively,  the  decline  of  temperature  for  each 
1000  feet  the  whole  decrease  of  temperature  from  the  earth  to  the 
different  elevations  is  found.  The  resuItSi  with  a  cloudy  sky,  are  as 
follow : 


Feet 

Feet. 

Beg 

Oto 

1,000  was 

6*2  from    9 

1,000  " 

2,000 

i< 

4-7 

9 

2,000  ** 

8,C00 

«» 

8-8 

11 

8,000  •« 

4,000 

(1 

88 

12 

4,000  " 

5,000 

2-9 

12 

5,000  " 

6,0CO 

2-6 

17 

6,000  " 

7,000 

2-5 

15 

7,000  «- 

8,000 

2-7 

12 

8,000  »• 

9,000 

2-5 

12 

9,000  ** 

10,000 

2*4 

12 

io,(;oo  " 

11,000 

2-6 

18 

11,000  " 

12,000 

28 

11 

12,000  •« 

18,C00 

2-2 

11 

18,000  '• 

14,100 

2-0 

11 

14,000  « 

15,000 

1-7 

9 

i5,0(;o  '* 

16,000 

2-2 

.9 

16,C00  ** 

17,0C0 

1-9 

7 

17.000  *• 

18,000 

1-7 

7 

18,000  •« 

19,000 

1-5 

7 

19,000  •• 

20,000 

1-8 

7 

20,000  «• 

21,000 

1-2 

7 

21.000  •* 

22,000 

11 

7 

22,000  " 

28,000 

10 

4 

28,000  « 

24,000 

1-8 

2 

24,000  « 

25,000 

11 

2 

25,000  " 

26,000 

10 

1 

26,000  " 

27,000 

10 

1 

27,000  " 

28,000 

0-9 

1 

28,000  " 

29,000 

0-8 

1 
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Feet    Feet 

Deg 

From  0  to    1,000  the  decrease 

waa   4-6 

*< 

0  "    2,000 

(( 

81 

•4* 

0  •*    8,000 

«c 

11-8 

«l 

0  "    4,000 

« 

16-2 

« 

0  "    6,000 

« 

18-5 

•  < 

0  "    6,000 

<i 

21-7 

« 

0  «'    7,000 

<< 

24-4 

c< 

0  •'    8,000 

t* 

26-8 

«< 

0  «    9,000 

n 

290 

«< 

0  "  10,000 

tt' 

310 

l( 

0  "  11,000 

II 

880 

(C 

0  *•  12,000 

«< 

86-6 

<i 

0  "  18,000 

<« 

87-8 

<i 

0  "  14,000 

l< 

40-1 

it 

0  "  16,000 

(1 

421 

«« 

0  *'  16,000 

<f 

44  2 

<«c 

0  •*  17,000 

(C 

46-4 

«< 

0  •«  18,000 

« 

46-7 

•< 

0  "  19,000 

iC 

48-1 

«< 

0  **  20,00 J 

l< 

490 

<l 

0  "  21,003 

tt 

601 

•• 

0  "  22,000 

41 

60-9 

« 

0  "  28,000 

•< 

61-7 
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When  the  Sky  was  Clwdy. 

Feet. 
4-6  or  1  deg.  on  the  average  of  228 

"  247 

"  265 

"  268 

"  271 

'*  277 

"  287 

«'  299 
811 

*«  821 

•»  829 

««  887 

«  844 

•*  849 

"  866 

"  862 

"  875 

"  •  886 

**  895 

"  409 

«  419 

"  432 

"  445 

These  results^  showing  the  whole  decrease  of  temperatare  of  the  air 
from  the  earth  up  to  23,000  feet,  differ  very  considerably  from  those 
with  a  clear  sky,  to  be  spoken  of  presently.  The  number  in  the  last 
column  show  the  average  increment  of  height  for  a  decline  of  1°,  as 
found  by  using  the  temperature  of  the  extremities  of  the  column  alone. 
To  1000  feet  high  the  average  is  1°  in  223  feet,  increasing  gradually 
to  I''  in  445  feet  at  23,000  feet. 

When  the  Sky  was  Clear ^  or  chiefly  Clear, 

Deg.  Feet 
1,000  the  decrease  was    6*2  or  1  deg.  on  the  average  of  162 

^.,^  10-9  ««  184 

14-7  "  204 

180  "  223 

20-9  *»  239 

286  *•  256 

26-0  **  271 

28-7  «*  279 

81-2  **  289 

88-6  »*  298 

86-6  "  809 

87-9  *«  817 

40-1  "  324 

421  "  833 

43-8  **  843 

46-0  "  848 

47-9  *•  856 

496  *'  863 

61-1  «  372 

62-4  «*  882 

68-6  •«  892 

64-7  *'  406     , 

65-7  "  413 

YoL.  LII.— Third  Sxbixs.— No.  1 — July,  1866.  6 


Feet    Feet 

FromO  to    1,000 

0 

•«    2,000 

0 

"    8,000 

0 

"    4,000 

0 

'•    6,000 

0 

"    6,000 

0 

"    7,000 

0 

*•    8,000 

0 

"    9,000 

0 

"  10,000 

0 

"  11,000 

0 

"  12,030 

0 

"  18,000 

0 

"  14,000 

0 

«  16,000 

0 

«  16,000 

0 

«'  17,000 

0 

"  18,000 

0 

"  19,000 

0 

"  20,000 

0 

"  21,000 

0 

**  22,000 

0 

"  28,000 
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Peet;    feet  Beg.  jPeei 
From  0  to  24,000  lli«  decrease  was  67-0  or  1  dcv.  on  the  ayerAffe  of  422 

»•    0  *•  26,000  ♦«  681  **  431 

««    0  **  26,000  «*  69-1  "  441 

**    0  "  27,000  «*  60 1  •»  449 

"    0  "  28,000  "  61  0  ••  459 

"    0  ««  29,000  ••  61-8  *•  469 

"    0  "  80,000  "  62-8  «•  482 

These  results,  showiil^  the  wliole  decreifsO  of  temperature  frodl  tho 
ground  to  30,000  feet,  differ  greatly,  as  just  mentioned,  from  thoso 
with  a  cloudy  sky. 

The  numbers  in  the  Idst  column,  showing  tho  ayersige  increase  of 
height  for  a  decline  of  1^  of  temperature  from  the  ground  to  that 
elevation,  are  all  smaller  than  those  with  a  cloudy  sky  at  the  same 
elevation.  Each  result  is  based  upon  at  least  seven  experiments,  taken 
at  different  times  of  the  year,  und  up  to  this  height  considerable  con- 
fidence may  be  placed  in  the  results,  ^hey  show  that  a  change  takes 
place  in  the  first  1000  feet  of  1^  on  an  average  in  162  feet,  increasing 
to  about  800  at  10,000  feet.  In  the  year  1862  this  space  of  300  feet 
was  at  14,000  feet  high,  and  in  1868  at  12,000  feet.  Therefore  the 
change  of  temperature  has  been  less  in  1868  than  that  in  1862,  and 
less  in  1864  than  in  1868,  but  the  experiments  have  all  .been  taken  at 
different  times  of  the  year. 

Without  exception  the  fall  of  1^  has  always  taken  place  in  the 
smallest  space  when  near  the  earth. 

Treating  the  observations  for  determining  the  degrees  of  humidity 
of  the  air  in  the  same  way,  the  following  are  the  results : 

Wben  the  sky  waa  cloudy,  saturation  being 
considered  as  100,  the  degree  of  humidity 

on  the  earth  was 74  from  19  ezperimeDts. 

At  1,000  feet 76  "  83  «* 

*t    2,000  «•  76  "  84  ♦« 

"    8,000  **  78  **  85  " 

"     4,000  ««  76  "  27  " 

"     6,000  *'  74  "  16  ** 

*»    6,000  **  78  "  14  •* 

««    7,000  *«  62  "  11  " 

•«    8,000  «   64  '*  11  *• 

*»     9,000  **  60  "  11  *« 

"  10,0C0  *»   48  "  10  *• 

«»  11,000  ••  47  "  10  »« 

•«  12,000  **   62  ««  6  ♦« 

««  18,J>00  •«  68  ♦*  6  " 

"14,000  ♦*  62  **  6  " 

««  16,000  *«  59  «*  3  •* 

"16,000  *'  69  "  2  " 

"17,000  "  47  "  2  " 

"18,000  "  88  "2  " 

"19,000  "  24  "  2  " 

"20,000  ««  29  ««  2  •« 

"21,000  "  22  "  2  " 

"22,000  "  84  •*  1  " 

"28,000  •«  40  «•  1  " 

The  law  of  moisti^re  here  shown  is  a  slight  increase  from  the  earth 
to  the  height  of  8000  feet,  and  then  a  slight  decrease  to  6000  feet, 
the  degree  of  humidity  being  at  this  elevation  nearly  of  the  same  value 
as  on  the  ground.  From  6000  to  7000  feet  there  is  a  large  decrease. 
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•«d  then  an  almost  nniform  decrease  to  11,000  feet;  it  increases  from 
12,000  to  16,000  feet,  and  then  decreases ;  the  number  of  experiments 
up  to  11,000  feet  vary  from  10  to  33;  and  I  think  good  confidence 
tna jT  be  placed  in  the  result  to  this  elevation,  but  at  heights  of  12,000 
feet  the  nuniber  of  experiments  ^,r%  evidently  too  sn^all  to  speal^:  with 
any  confidence  in  respect  to  the  results. 

By  treating  the  results  with  «i  clear,  or  a  nearly  clej^r  sky^  in  th^  sj^qq^ 
wa^,  the  following  results  vf^xe  obtained  p 

With  «  clear  tkj  the  degree  of  humidity  on 

the  ground  was..... , ,,,.„,  ,p,,..e.,.,.,„  69  tn^   9 ef perimeotff. 

^V«        1,UUU   kvChffmmmf  m»9fm»mff  *»»»m»fff  ••••••■•f  ••••■p     01  *  14 


2,000    **  , ,, 70    «*    11 


u 


"    8,000  "  71  '<     23  " 

*'    4,000  /'  ....^ ,, , , ,71  H     19  ^ 

'«    6,000  "  , .^69  *'     17  i' 

*'    6,000  "  62  «»    16  « 

««    7,000  *'...,„ , , ^6  •/     16  ^' 

«     8,000  "  , 60  «     14  " 

«*    9,000  **• ., 60  •^9  " 

«  10,000  ^*  , ^ ,....46  "     18  " 

««  11,000  '<  48  "    10  " 

••12,000  "....., , 86  «*      8  " 

**  18/)00  **....., /. 87  "      7  " 

•*  14,000  •< ,, 87  M      7  ." 

*«  15.000  «. ^ ,44  «f      5  M 

<»•  16,000  « 40  *'      6  " 

"17,000  ^  89  "      4  ^^ 

«*  18,000  «  21  •'2  " 

'*  19,000  *« 86  "2  " 

*«  20,000  "  88  W      I  f^ 

(«*  21,000  «  82  "      1  ^* 

"22,000  ^« 21  Ml  •:« 

'•23,000  ^  ^.... ..„,, 16  ^'      I  f* 

The  law  of  moisture  here  shown  is  a  slight  inensftse  to  1000  feet, 
»  considerable  increase  between  1000  and  2000  feet,  a  nearly  constant 
degree  of  humidity  from  2000  to  5000  feet,  and  a  gradual  decrease  after- 
wards |ko  12,000  feet.  At  greater  heights  the  numbers  are  less  regular^ 
The  results  up  to  11,000  feet  are  based  upon  experimeiits  varying  from 
10  to  23,  and  are  most  likely  very  nearly  true  normal  v|.lues.  Kt  heights 
exceeding  12,000  feet  the  numbier  of  experiments  have  varied  from  J. 
to  8,  and  no  general  confidence  can  be  placed  in  them. 

By  comparing  the  results  from  the  two  states  of  the  sky,  the  degree 
of  humidity  of  the  air  up  to  1000  feet  high  is  15  less  with  a  clear  sky 
than  with  a  eloady ;  from  200Q  to  5000  is  from  4  to  6  less;  at  6000 
feet  the  air  with  a  clear  sky  is  much  drier  than  at  5000  feet,  but  with 
a  cloudy  s|^y  it  jis  nearly  of  the  same  degree  of  humidity,  so  that  the 
difference  between  the  two  states  is  large,  amounting  to  no  less  than 
11;  the  difference  decreases  to  0  at  9000  feet,  but  increases  to  4  at 
11,000  feet;  at  heights  exceeding  11,000  feet  the  air  wi^h  clear  skies 
generally  becomes  very  dry,  but  with  cloudy  sl^ies  frequently  becomes 
more  humid,  as  was  to  be  expected  from  the  fact  of  the  presence  of  clouds 
3t  heights  exceeding  three  and  four  miles. 

In  both  8tate9  of  the  iky^  at  extreme  elevation%y  the  air  becomes  very 
dry  J  j^i^f  so  far  as  my  experiments  gOj  is  never  free  from  vx^tef. 

(To  )^e  continued.) 
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for  the  Joornal  of  Uie  Fraoklln  Inatitnto. 

Paraselene. 

At  11  o'clock,  on  Sunday  night,  the  let  inst.,  when  the  altitude  of 
the  moon  was  about  45^,  the  attention  of  the  writer  was  attracted  by 
a  bright  nebulus  appearance,  twice  the  apparent  diameter  of  that  lumi- 
nary, in  the  circumference  of  a  semi-circular  corona,  unusually  broad, 
and  60^  in  diameter. 

Although  there  were  fleecy  clouds  floatine  in  the  sky  at  the  time  of 
observation,  the  writer  was  at  once  convinced  of  the  different  character 
of  the  nebulus  spot  observed ;  and  his  convictions  as  to  its  nature  in- 
duced him  to  make  further  investigations. 

A  less  obstructed  view  of  the  heavens  than  his  first  observation 
afforded,  disclosed  another  nebulus  spot,  similar  to  that  already  de- 
scribed, in  the  circumference  of  the  corona  on  the  opposite  side  of 
the  moon  and  equidistant  therefrom. 

The  sky  had  a  slightly  watery  appearance  at  the  hour  indicated  and 
was  shortly  afterward  quite  overcast.  The  attendant  phenomena  were 
similar  to  those  accompanying  parhelion,  twice  witnessed  by  the  writer. 

If  any  of  the  readers  of  the  Journal  have  witnessed  phenomena 
similar  to  those  herein  described,  or  can  refer  the  writer  to  any  record 
of  such,  their  advising  him  of  the  fact  will  bo  esteemed  a  favor. 

CJ.W.jJr. 

Germantown,  April  8, 1866. 


MISCELLANIES. 


Ca$t  Iron. — M.  Gaudin  reports  that,  while  experimenting  in  an  or- 
dinary cupola  furnace,  by  melting  iron  at  a  very  high  temperature, 
with  phosphate  of  iron  and  peroxide  of  manganese,  he  succeeded  in 
obtaining  a  species  of  iron,  very  hard  and  not  forgeable,  but  turning 
well,  and  applicable  to  the  manufacture  of  pieces  which  require  great 
strength.  The  metal  is  remarkably  sonorous,  and  might,  perhaps,  be 
applied  to  the  casting  of  bells« 

New  Mortar.  By  Dr.  Artus. — The  mortar  used  by  the  Romans 
has,  in  the  course  of  ages,  set  so  strongly  as  to  be  equal  in  hardness 
to  the  stones  which  it  was  used  to  cement,  and  an  analysis  of  it  shows 
that  this  is  to  be  attributed  to  the  abundant  formation  of  silicate  of 
lime  throughout  the  mass.  The  modern  mortar,  on  the  other  hand, 
for  the  most  part,  hardens  slowly,  cracks  while  hardening,  has  but 
little  adhesion,  and  its  useful  effect  is  simply  as  a  bed  for  the  proper 
support  of  the  stone  or  brick  upon  its  whole  surface,  and  the  conse- 
quent distribution  of  the  pressures  properly  over  the  sustaining  masses. 
Analysis  shows  little  or  no  formation  of  silicates,  and  the  carbonate, 
or  the  quicklime,  (for  it  absorbs  carbonic  acid  itself  very  slowly,)  is 
soluble  in  the  rain  to  which  it  is  exposed,  and  rapidly  dissolves  out. 
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M,  Artns  proposes  a  metkod  of  preparation  by  which  the  process  of 
fiilication  is  much  favored ;  by  which,  it  is  said,  a  mortar  may  be  pre- 
pared which  becomes  as  hard  as  cement,  does  not  crack  in  setting,  and 
may  even  be  used  as  a  hydraulic  cement  under  water.  His  process  is 
the  following:  Take  good  slacked  lime,  and  mix  it  with  the  utmost 
care  with  sand  finely  sifted.  Mix  the  sand  thus  prepared  with  finely 
powdered  quicklime,  and  stir  the  mixture  thoroughly.  During  the  pro- 
cess the  mass  beats,  and  may  then  be  employed  as  mortar.  Of  course 
the  mixture  must  be  made  just  as  it  is  to  be  used. 

*  One  part  of  good  slacked  lime  was  mixed  with  three  parts  of  sand, 
and  to  this  was  added  three-fourths  of  its  weight  of  finely  powdered 
quicklime.  The  mortar  thus  made  was  used  in  a  foundation  wall,  and 
in  four  days  had  become  so  hard  that  a  piece  of  sharp  iron  would  not 
attack  it.  In  two.  months  it  had  become  as  hard  as  the  stones  of  the 
wall.  (Ann,  du  Oenie  Civile  Zeitung  de9  Ver.  DeuUchy  JOsenbahn" 
VerwahL.) 

Would  it  not  be  worth  while  to  try  this  for  laying  the  bricks  of  our 
chimnies,  which  are  so  rapidly  destroyed  and  rendered  dangerous  by 
the  gases  from  burning  anthracite? 

Detection  of  AdulUratton  of  Oi7«.— rWe  find,  in  the  Bulletin  de  la 
Societe  Indu$trieUe  de  Mulhouie^  a  communication  from  M>  l!fickles, 
to  which  we  call  attention,  as  it  may,  when  properly  studied,  be  of 
importance  in  detecting  the  adulteration  of  oils,  now  so  difficult  to 
a  4certain» 

It  appears  that  the  sweet  oil  of  almonds  is  almost  always  found 
adulterated  by  a  cheaper  material,  known  as  the  oil  of  apricots,  and 
to  detect  this  falsification  M.  Nickl^s  proposes  the  following  mode; 
Take  about  10  grammes  of  the  suspected  oil,  (the  gramme  is  about 
15^  grains,)  and  shake  it  with  about  1^  grammes  of  slacked  lime,  (in 
powder.)  Heat  it  in  a  water  bath,  taking  the  precaution  not  to  raise 
the  heat  above  100°  C,  (212°  Fahr.)  Filter  while  warm.  If  the  oil 
contains  as  much  as  1  per  cent,  of  the  impurity,  a  cloudiness  will  be 
seen  as  the  filtrate  cools,  disappearing  again  on  the  renewal  of  the 
heat.  By  suffering  the  oil  to  cool  to  the  ordinary  temperature,  this 
cloud  may  be  separated  by  filtration,  and  will  be  found  to  be  a  species 
of  emulsion,  formed  by  the  oil  of  aprioots  with  the  lime.  It  is  fusible 
by  the  heat  of  the  water  bath,  and  is  then  a  limpid  liquid,  lighter  than 
water,  and  congealing  by  cold,  soluble  in  warm  oils,  but  separable  by 
filtration  when  cold,  soluble  in  sulphuret  of  carbon,  decomposable  by 
mineral  acids^  aided  by  a  gentle  heat 

M.  Nicklfes  goes  on  to  show  that  olive  oil,  (sweet  oil,)  col^^a  oil,  as 
Well  as  the  sweet  oil  of  almonds,  do  not  produce  this  emulsion  with 
lime ;  while  hemp  seed,  poppy,  walnut,  (English  walnut,)  and  fiax  seed 
oils  give  it,  more  or  less.  Cotton  seed  oil  gives  very  little,  but  castor 
oil  a  very  thick,  coagulum. 

Now,  as  a  great  deal  of  the  material  which  is  sold  here  as  olive 
oil  is  really  little  more  than  lard  oil,  it  would  be  worth  while  to  see 
whether  this  falsification  could  not  be  detected  in  this  simple  way. 
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M.  Kicking  also  calls  attention  to  the  unfitness  of  sweet  almond  oil 
for  lubricating  watch-work,  for  although  when  pure  it  produces  no 
action  upon  the  brass,  yet  it  sooner  or  later  hardens,  never  having 
been  freed  from  its  drying  quality. 

Lead  Poisoning. — A  somewhat  curious,  and  certainly  very  interest- 
ing case  of  poisoning  by  lead  has  just  occurred  in  the  Walkill  Valley, 
in  New  York  State.  A  miller  of  that  valley,  renowned  for  the  quality 
of  his  flour,  and  correspondingly  pressed  to  furnish  the  supply  de- 
manded, had  mended  an  old  pair  of  stones  by  running  metallic  lead 
into  the  cavities.  The  consequences  were  fearful.  Over  two  hundred 
cases  of  lead  poison  made  their  appearance  among  his  customers,  some 
of  which  were  fatal,  and  some  resulted  in  permanent  paralysis  of  the 
limbs.  It  is  said  that  the  particleti  of  lead  could  easily  be  detected  by 
i\^e  microscope  in  the  flour.  It  would  also  appear  that  this  is  the  usual 
method  of  repairing  worn  mill  stones.  Of  course,  the  processes  of  fer- 
mentation and  baking  of  the  flour  convert  the  lead  into  the  carbonate 
or  white  lead. 

Is  it  not  time  that  the  millers  were  furnished  with  an  available  sub* 
stitute  for  the  coarse  sandstone  or  conglomerate,  which  is  still  univers- 
ally used  in  grinding  flour,  and  which,  by  their  irregular  wear,  give 
life  to  such  methods  of  mending  ? 

New  Flying  Ship. — We  find,  in  the  New  York  papers,  the  notice  of 
a  new  flying  apparatus,  constructed  by  Dr.  Solomon  Andrews,  which, 
we  suppose  and  hope,  is  the  one  which  was  reported  to  be  in  process 
of  construction  by  the  U.  S.  government.  Dr.  Andrews'  apparatus  is 
an  oblong  ('Memon-shaped ")  balloon;  along  which,  both  at  top  and 
bottom,  a  deep  groove  is  made  by  means  of  a  stout  leathern  strap 
pass'ing  around  it,  and  furnished  with  the  requisite  braces  for  slacken- 
ing or  tightening  it.  This  is  to  serve  as  a  keel  to  hold  the  vessel  to 
her  course.  The  method  of  progression  is  by  elevating  or  depressing 
the  forward  end  on  the  principle  of  a  kite  or  a  bird  when  sailing,  and 
the  inventor  is  doubtless  right  in  his  anticipation  that  in  this  way  it 
may  be  made  to  go  against  the  wind,  provided  it  be  not  too  violent. 
The  preliminary  trials  do  not  seem  to  have  been  actually  successful, 
although  results  were  obtained  which  seem  to  have  encouraged  the 
inventor.  The  fault  of  the  failures  is  laid  upon  the  rudder.  The  great 
difiiculty,  we  apprehend,  will  be  found  in  the  leeway  which  such  a 
vessel  must  make  with  the  wind  abeam,  an  action  against  which  the 
most  powerful  birds  find  it  difiicult  and  frequently  impossible  to  sus- 
tain themselves. 

We  find,  in  the  Cosmoi  of  Paris,  a  curious  statement,  taken  from  a 
newspaper  of  Rouen,  of  the  sudden  appearance  at  Houlme  (Seine-In- 
ferieme)  of  a  flying  ship,  which  stopped  for  a  supply  of  coal.  The  state- 
ment of  the  aeronauts  was,  that  their  boat  was  devised  and  constructed 
by  Sir  George  Matthews  of  Darlington,  England,  who  left  that  place  on 
the  27th  of  March,  accompanied  by  MM.  Barckley  and  William  Thomp- 
son, professors  in  the  ^<  School  of  Oxford."  (The  University  ?)  First  vis- 
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iting  Scotland,  they  then  steered  to  the  north-east  and  crossed  the  North 
Sea  in  the  direction  of  the  island  of  Heligoland,  (which  is  south  of  east 
from  any  point  of  Scotland,)  over  which  they  passed  on  the  29th, 
moving  towards  Hanover  with  the  intention  of  going  to  St.  Peters- 
burg, but  being  baffled  by  heavy  fogs  (!)  they  changed  their  route,  and, 
after  various  perigrinations  over  Germany,  returned  towards  England, 
and  arrived  at  Houlme  on  the  Slst,  where  they  stopped,  at  a  height  of 
80  feet,  for  a  supply  of  coal.  The  travelers  refused  to  explain  the 
construction  of  their  machine,  or  to  allow  it  to  be  examined,  but  the 
correspondent  describes  it  as  an  elongated  ellipsoid  of  very  thin  gal- 
vanized sheet  iron,  with  several  gas  receivers,  and  driven  by  a  small 
engine,  (which  the  smell  indicated  to  be  an  ether  engine,)  by  means  of 
two  screws. 

Coal-bricks. — Our  English  cousins  are  getting  to  be  seriously  anxious 
about  the  endurance  of  their  coal-fields,  which  has  been  authoritatively 
pronounced  to  be  a  question,  not  of  cen  turies,  but  of  years ;  and  a  distin- 
guished gentleman  of  our  city,  whose  position  gives  him  excellent  op« 
portunities  of  knowing,  and  whose  capacity  of  judging  gives  great 
weight  to  his  opinion,  is  said  to  have  predicted  that  in  a  few  genera- 
tions our  anthracite  would  be  a  luxury  for  the  rich,  and  an  impossi- 
bility for  the  arts.  In  view  of  such  possibilities,  economy  becomes  a 
duty,  and  we  recommend  to  the  notice  of  all  interested  a  very  elaborate 
memoir  by  M.  Gruner  upon  the  methods  in  use  for  utilizing  the  coal 
waste  by  conversion  into  bricks,  by  means  of  tar  or  other  cheap  ma- 
terials. M.  Gruner,  after  an  introduction  devoted  to  the  history  of 
these  methods,  proceeds  to  discuss  the  subject  at  large,  describing  the 
different  forms  of  apparatus  used,  pointing  out  their  merits  and  defects, 
and  explaining  the  whole  method  of  the  process.  The  memoir  is  too 
long  to  be  transferred  to  our  pages,  and,  from  its  nature,  cannot  be 
condensed,  but  we  recommend  it  to  all  who  are  disposed  to  look  into  the 
subject  as  being  apparently  an  exhaustive  treatise.  It  will  be  found  in 
the  Bulletin  de  la  SocieU  d' Encouragement  pour  Vlndustrie  Nation- 
ale  for  October,  1865. 

Cheap  Electric  Battery.  By  M.  Gbrardtn,  Acad,  of  Sciences,  Paris. 
— M,  Gerardin  proposes  to  obtain  a  battery  of  feeble  tension,  but 
considerable  quantity  and  cheap,  by  substituting  in  the  Bunsen  bat- 
tery chippings  of  wrought  or  cast  iron  in  place  of  zinc.  An  iron  plate 
in  contact  with  them  serves  as  a  conductor ;  the  exciting  liquid  is  ordi- 
nary water.  In  the  porous  cell,  the  Bunsen  carbon,  made  of  gas  coke 
pulverised  and  cemented  by  paraffine,  by  M.  Carlier's  process,  is  immer- 
sed in  a  solution  of  perchloride  of  iron,  to  which  some  aqua  regia  is  ad- 
ded. This  pile  can  be  made  of  large  dimensions ;  and  the  proposer 
states  that  Targe  quantities  of  electricity  can  be  obtained  from  it  at  a 
very  small  price. 

Aurora  Borealis. — M.  E.  Renou  has  collected  and  discussed  all  the 
available  records,  of  the  appearance  of  this  meteor,  for  the  purpose  of 
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developing,  if  possible,  the  period  of  its  maximum  and  mhximum  occur* 
rence.  The  yearly  period  is  that  established  by  Mairan,  viz  :  two  maxi- 
ma near  the  equinoxes,  of  which  the  fall  maximum  is  the  principal ; 
and  two  minima,  corresponding  to  the  solstices,  that  of  the  summer  being 
the  most  marked.  The  secular  period  presents  in  Europe  a  well  marked 
maximum,  from  1716  to  1780,  the  period  being  probably  about  196 
years.  In  America,  the  period  would  seem  to  be  alternate  with  that  in 
Europe.  It  is  to  be  remarked,  that  as  the  phenomenon  appears  to  be 
almost  continuous  in  higher  northern  latitudes,  the  periodicity  would 
refer  only  to  the  extent  to  which  the  appearance  is  visible. — Acad, 
of  Science9y  Paris. 

Mortars  for  Marine  Constructions. — M.  Poirel  called  the  attention 
of  the  Academy  of  Sciences  of  Paris,  to  the  great  importance  of  the 
question,  ^^  What  mortars  could  be  most  safely  employed  for  artifi* 
cial  blocks  for  the  foundations  of  marine  constructions?"  He  states, 
as  the  result  of  his  own  experience  in  constructions  at  Leghorn  and 
at  Algiers,  that  the  only  material  upon  which  full  reliance  can  be 
placed,  is  the  pozzuolana  from  Rome,  sifted  through  metallic  bolters, 
and  combined  with  fat  lime  slacked  with  two  and  a  half  times  its 
weight  of  water.  One  part  of  this  hydrate  is  mixed  with  two  parts  of 
pure  pozzuolana,  when  the  beton  is  to  be  immersed  at  once;  or  with 
one  part  of  pozzuolana  and  one  of  sea-sand,  where  it  can  be  dried  be- 
fore immersion.  He  states,  that  in  regard  to  the  difference  of  opinion 
between  M.  Vicat  and  M.  Minard,  as  to  the  durability  of  betons  thus 
made  with  Italian  pozzuolana,  experience  has  shown  that  M.  Minard 
was  correct  in  affirming  this  durability;  and  that  the  laboratory  expei  i* 
ments  of  M.  Vicat,  by  which  it  was  shown  that  such  materials  could 
not  withstand  the  action  of  the  sulphate  of  magnesia  which  exists  in 
sea-water,  were  inconclusive,  because,  in  practice,  the  beton  is  pro- 
tected by  a  calcareous  deposit,  which  forms  on  its  surfaces,  and  by 
the  growth  of  sea-weed  by  which  it  is  covered.  He  condemns  the  use  of 
artificial  Roman  cement,  whether  of  French  or  English  origin,  and  pre* 
diets  the  rapid  destruction  of  marine  works  constructed  with  them  ;  and 
states  that  in  certain  works  executed  by  him  in  Turkey,  in  1847  and 
1848,  he  used  a  natural  pozzuolana  from  the  Santorin  Island,  which 
have  stood  so  far  very  well,  although  the  experiment  has  not  yet  lasted 
long  enough  to  be  entirely  reliable. 

The  Secular  Acceleration  of  the  Motion  of  the  Moon. — La  Place 
ahowed  that  the  change  of  eccentricity  of  the  earth's  orbit  roust 
produce  a  corresponding  acceleration  in  the  moon's  motion,  and  the 
amount  of  this  change  was  calculated  by  him,  by  Plana,  Damoiaean, 
and  by  Hansen,  all  in  good  accordance  with  each  other,  and  all  giving 
a  value  which  agreed  very  well  with  ancient  observations' of  eclipses. 
But  Mr.  Adams,  in  reviewing  this  subject,  thought  he  found  an  error 
in  the  formulas,  which  reduced  this  acceleration  about  one-half,  and 
his  results  having  been  confirmed  by  M.  Delaunay  and  others,  a  vigor«- 
ous  controversy  arose^  which  appears  to  be  now  finally  settled  in  favor 
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of  Mr.  Adams  and  Delaunay,  M.  Hansen,  the  last  eminent  conserva* 
tire,  limping  out  of  the  matter  in  rather  a  lame  manner.  But  the  an* 
cient  eclipse  ohservations  most  be  satisfied,  and  the  new  co-efficient 
upsets  our  chronologies,  and  represents  great  admirals  as  sailing  their 
ships  on  the  sands  of  the  Lybian  Desert.  Some  other  cause  must, 
therefore,  be  looked  for  to  give  the  additional  six  seconds  per  century 
of  acceleration  wanted,  and  fortunately  it  is  in  modern  science  that 
the  scriptural'maxim,  ^^Seek  and  ye  shall  find,"  is  infallibly  fulfilled. 
M.  Delaunay  has  consequently  come  upon  the  discovery  that  La  Place 
was  wrong  in  establishing  the  invariability  of  the  earth's  rotation  on 
its  axis ;  that,  in  fact,  the  moon,  by  raising  the  tides,  and  not  doing 
it  quickly  enough,  is  constantly  producing  a  friction  on  the  bottom  of 
the  ocean,  which  is  slowly  but  surely  bringing  the  earth  to  rest.  But 
M.  Delaunay  calculated  without  the  geologists.  As  the  earth,  accord* 
ing  to  these,  is  continually  shrinking,  ^^  like  a  roasted  apple  while  it 
cools,"  the  rotation  ought  to  become  more  rapid,  and  these  desirable 
six  seconds  be  absorbed.  So  that  we  hail  the  new  suggestion  of  M. 
Dufour,  that  these  six  seconds  are  due  to  the  increase  of  mass  of  the 
earth  by  the  showers  of  meteors  upon  it,  and  he  shows  that,  supposing 
the  ayerage  density  of  these  meteors  to  be  two-thirds  of  that  of  the 
earth,  (3*67,)  110  cubic  kilometers,  or  about  264  cubic  o^iles  per  year, 
would  be  required,  which,  as  M.  Dufour  remarks,  is  nothing  impos- 
sible. M.  Dufour's  theory  has  also  the  advantage  of  showing  that  the 
earth  is  increasing  in  importance  in  the  system,  which  is  flattering  to 
our  vanity. 

Since  writing  the  abore,  Mr.  Airy,  the  royal  astronomer  of  Great 
Britain,  fully  endorses  M.  Delaunay's  views,  and  his  endorsement  will 
carry  the  more  weight  since  it  is  evident  that  it  was  only  towards  the 
close  of  the  investigation  that  he  was  led  to  concur,  his  first  verdict 
being  evidently  "  not  proved."  Prof.  Gurld  also  writes  to  remind  Mr. 
Airy  that  the  same  result  was  reached  by  Mr.  Ferrel,  in  a  paper  pub- 
lished in  the  Astronomical  Journal^  (Boston,)  in  1853,  where  it  was 
shown  that  the  effect  of  the  moon,  in  one  century,  would  be  a  retarda- 
tion of  the  earth's  equator  of  about  37*5  miles  in  a  century,  and  that, 
adding  the  effect  of  the  solar  tide,  the  total  retardation  should  be  about 
44'5  miles,  which  retardation  would  be  equivalent  to  an  apparent  ac- 
celeration of  the  moon's  motion  of  84"  per  century.  And,  in  conclu- 
sion, the  author  calculates  that,  to  counteract  this  acceleration,  (nothing 
like  which  had  then  been  observed,)  "  there  is  required  a  contraction 
of  about  1*017  feet  in  the  earth's  radius  during  a  century,  upon  the 
hypothesis  of  an  equal  contraction  throughout  the  mass." 


Water-proof  Packing  Paper. — The  following  is  a  German  recipe : 
Dissolve  (580*4  grammes  (about  1*82  lb.)  of  white  soap  in  a  quart  of 
water.  In  another  quart  of  water,  dissolve  1*82  oz.,  troy,  of  gum  ara- 
bic,  and  5*5  ozs.  glue.  Mix  the  two  solutions,  warm  them,  and  soak 
the  paper  in  the  liquid.  Pass  it  between  rollers,  or  simply  hang  it  up 
to  drip,  and  then  only  at  a  gentle  temperature. 
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Chlorophylle.'^M.  Fremy,  who,  some  time  ago«  Bucoeeded  in  deoom<i 
posing  the  green  coloring  matter  ofleaves  into  a  yellow  and  a  bine  color* 
ing  matter,  has  carried  his  investigations  further,  and  shows  that  the 
true  matter  is  an  acid  combining  with  bases,  while  the  yellow  is  neu- 
tral. The  combination  of  the  two  suggests  analogy  with  fats  which  are 
also  combinations  of  a  peculiar  organic  acid  with  glycerine,  a  body 
whichy  although  playing  the  part  of  a  base  in  this  combination,  is  neu-^ 
tral  in  its  general  behavior.  M.  Fremy,  however,  does  pot  believe 
that  the  chlorophylle,  in  its  living  condition,  is  a  compound  of  this 
nature,  but  considers  it  as  a  very  unstable  body,  breaking  up,  by  the 
action  of  the  reagents,  into  these  two  substances  which  he  has  succeed* 
ed  in  obtaining.  As  we  learn  that  the  blue  (phyllocyanic  acid)  easily 
modifies  its  color  by  dilution,  or  by  reaction,  assuming  olive-green^ 
purple,  or  bright  red  tints,  the  splendid  coloring  of  our  antumn  forests 
becomes  easy  of  explanation. 

SubstittUe  for  tf^  NicoVn  Prism. — MM.  Ilartnaok  and  Prazmowski 
give,  in  the  Annates  de  Chimii  et  de  Physique^  their  investigation, 
of  the  NicoKs  prism,  and  their  method  of  remedyins  its  defects,  which 
are  the  limited  field  of  vision  and  the  inconvenient  length.  They  pro« 
pose  to  cut  a  prism  of  oalcspar,  so  that  the  diagonal  section  shall  be 
perpendicular  to  the  optical  axis  of  the  spar,  and  cement  the  parts  by 
linseed  oil.  This  prism  is  shorter  than  the  Nicol  in  the  ratio  of  2  to  8, 
and  may  be  used  as  an  analyzer,  with  a  compound  microscope,  without 
limiting  the  field  and  without  inconvenience  to  the  observer. 

^ew  Magnets.-^Hr.  Griess  has  obsoFved  that  the  turnings  of  iroa 
and  steel,  and  especially  those  long  shavings  which  come  from  the 
lathe,  are  strongly  magnetic.  Their  magnetism  is  permanent.  The 
spiral  turnings  of  wrought  iron  show  this  remarkable  property  in  the 
highest  degree.  lie  finds  that  the  end  at  which  the  tool  commenced 
is  a  south  pole,  the  other  extremity  being,  of  course,  the  north.  The 
direction  of  the  spiral  is  also  said  to  exercise  an  iQfluence  on  the  inten^ 
8ity  of  the  magnetism  produced. 


FRANKLIN  INSTITUTE. 


Proceedings  of  the  Stated  Monthly  Meeting^  Jane  20,  1866, 
The  meeting  was  called  to  order  with  the  Vice-President,  Professor 
Fairman  Rogers,  in  the  chair.    The  minutes  of  the  last  meeting  were 
read  and  approved. 

The  Board  of  Managers  presented  their  minutes,  and  reported  that 
at  their  meeting  on  the  l3th  inst.  they  received  donations  to  the 
library  from  the  Royal  Astronomical  Society,  the  Chemical  Society, 
the  Institute  of  Actuaries,  the  Statistical  Society,  and  the  Society  of 
Arts,  London;  La  Soci6t6  d^Encouragement  pour  Tlndustrie  Nation^ 
ale,  Paris,  France;  the  Canadian  Institute,  Toronto,  Canada;  the 
Chamber  of  Commerce,  New  York ;  the  Manager^  of  th^  State  Luna- 
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tic  Asjlnm^  tTtica,  ilew  ToA ;  Thomas  GaflSeld,  Boston,  MaBsacho^ 
setts;  the  Odd  Fellows'  Library  Association,  San  Francisco,  Cali- 
fomila;  and  Edward  Parrish,  Esq.,  Prof.  John  F.  Frazer,  Thomas  P* 
James,  Esq.,  and  John  W.  Nystrom,  Esq.,  Philadelphia. 
^   Four  gentlemen  Were  elected  members  of  the  Institute. 

The  Various  Standing  Committees  reported  their  minutes. 

The  Special  Committee  on  Experiments  in  Steam  Expansion  re*" 
ported  progress. 

The  monthly  Report  of  the  Resident  Secretary  on  Novelties  in 
Science  and  Art  was  then  tend  as  follows : 

SEOREtAEY'S  REPORti 

Enirtileerliiir  Works.'— Water  8il]^ply  of  Pari8.-^We  find  an 
ezcellerit  article  upon  the  above  subject  in  the  Practical  Mechanics* 
Journal  for  May,  from  which  it  appears  that  up  to  the  present  time 
the  supply  of  this  very  important  article  has  always  been  deficient, 
and,  though  constantly  increasing,  has  never  caught  up  with  the  in- 
creasing demand.  ThuS)  in  1550  it  was  44^020  gallons  per  day,  or  less 
than  one-fifth  gallon  per  Inhabitant.  Several  changes  were  made  during 
the  next  century,  by  which  the  quantity  was  increased  to  896,180  gaU 
Ions  per  day,  or  *66  gallons  per  inhabitant,  an  amount,  however,  ab- 
surdly inadeqiiate,  especially  when  it  is  remembered  that  this  included 
ornamental  fountains  and  the  like,  tn  1782  the  supply  was  increased 
by  the  works  at  Chaillot,  which,  however,  drew  their  material  from  un«> 
der  the  very  sewers,  and  in  the  drought  of  1856,  when  this  afforded 
five-sixths  of  the  whole  supply  to  the  city,  it  contained,  as  was  proved 
by  analysis,  one-forty-fourth  of  sewage  waterv 

These  works  raised  the  supply  to  1,760,800  gallons  per  day,  or  808 
gallons  per  inhabitant. 

In  1822  the  canal  of  the  Ourcq,  60  miles  long,  and  used  also  for 
j^urposes  of  navigation,  was  finished,  and,  with  seven  private  works 
pumpinjg  from  the  Seine,  together  with  the  artesian  wells  of  Grenelle 
and  Passy,  raised  the  supply  to  46,000,900  gallons  per  day,  which 
includes^  however,  the  quantity  required  by  the  extensive  ornamental 
water-works  at  the  Bois  de  Boulogne,  &c.,  and  was  foUnd  very  inade^ 
qaate,  especially  during  the  hot  weathen 

In  October,  1865,  a  fresh  supply  of  pure  and  excellent  water  was 
brought  in  by  an  aqueduct  from  the  Dhuis,  amounting  to  5,722,600 
gallons  per  day.  By  this  and  the  increased  development  of  the  old 
sources,  it  is  estimated  that  75,714,400  gallons  per  day  may  be  ob- 
tained, which  will  cover  the  existing  demands,  which  are  for  70,r 
211,900  gallons,  while  works  are  shortly  to  be  undertaken  for  carry* 
ing  the  waters  of  the  Vanne  to  reservoirs  at  Montrouge.  The  supply 
will  then  cover  the  anticipated  increase  in  demand,  (about  22,230,000 
gallons,)  and  will  amount  to  18  gallons  of  spring  water  per  inhabitant^ 
with  26,412,000  gallons  for  flushing  sewers,  &c. 

To  receive  the  waters  of  the  Dhuis,  enormous  crypts  have  been  con« 
structed  at  Menilmontant,  capable  of  containing  nearly  80,000,000 
gallons.     The  first  of  these  constructed  has  a  capacity  of  22,010,000 
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eallons.  It6  arches  are  18*4  feet  high,  supported  by  590  piers,  19*7 
feet  apart.  It  is  to  be  covered  with  sod,  and  the  water  flows  into  it 
over  a  mass  of  rock -work,  and  amid  beautiful  shrubbery.  It  was  built 
upon  marly  ground,  which  necessitated  deep  foundations,  which  sug- 
gested the  idea  of  excavating  under  it  for  a  second  reservoir.  This 
has  been  accomplished,  and  the  lower  crypt  has  a  capacity  of  6,823,- 
100  gallons.  Its  arches  are  supported  by  240  piers  of  the  most  massive 
structure.  During  the  late  visit  of  the  municipal  authorities,  before 
the  water  was  admitted,  these  cyclopean  vaults  were  illuminated  by 
the  electric  light,  with  the  most  striking  effect.  The  cost  of  these 
reservoirs  is  about  $720,000. 

Hydraulic  lift  GraTlngr  Dcicks. — A  paper  was  read*  on  this 
subject  before  the  London  Institution  of  Civil  Engineers  by  Mr.  Edwin 
Clark.  The  vessel  to  be  docked  in  this  manner  is  floated  into  the 
lifting  pit,  at  the  bottom  of  which  has  been  placed  a  large  iron  pon- 
toon, properly  connected  with  a  series  of  hydraulic  lifts  surrounding 
the  pit.  JBy  these  the  pontoon  and  ship  are  raised  until  the  water  has 
run  out  of  the  former  through  appropriate  valves,  when  the  whole  will 
float  with  a  draft  of  but  S  or  4  feet,  and  may  be  moored  in  a  shallow 
water  space  adjoining  the  lift,  and  wherever  most  convenient  for  work. 

Such  a  plan  was  adopted  by  the  Thames  Graving  Dock  Company 
in  their  works  adjacent  to  the  Victoria  Docks.  The  lifting  pit  was 
27  feet  deep,  60  feet  wide,  by  400  feet  in  length.  Sixteen  presses 
were  placed  on  each  side,  with  iron  girders,  65  feet  long,  connecting 
them  in  pairs  across  the  pit.  Attached  to  this  were  16  acres  of  shal- 
low water  space,  6  feet  deep,  for  floating  the  pontoons,  &c.,  when 
raised.  This  was  divided  into  8  pontoon  berths  by  jetties  for  work- 
shops. Total  cost  $127,640.  Number  of  vessels  lifted  last  year  1055. 
Aggregate  tonnage  712,880  tons. 

A  liar^e  Iron  Suspension  Bridge  is  about  to  be  constructed 
over  the  Moldan  at  Prague,  on  Mr.  Ordishe's  rigid  principle.  It  will 
consist  of  three  spans,  the  centre  one  476  feet  long,  the  others  172 
feet.  The  roadway  consists  of  two  wrought  iron  web  girders,  6  feet 
10  inches  deep,  with  T-irons  along  the  middle,  to  give  lateral  stiffness. 
The  web  will  be  punched  out  in  an  ornamental  pattern  above  the  ac- 
tual roadway.  These  girders  are  supported  by  a  series  of  straight 
inclined  bars,  which  are  themselves  held  in  their  straight  position  by 
guys  from  curved  chains  or  wire  ropes  above. 

An  iron  girder  bridge,  1524  feet  long,  designed  by  James  Laurie 
of  Hartford,  Conn.,  has  lately  been  completed  over  the  Connecticut 
River,  on  the  Hartford  and  New  Haven  Railroad.  This  structure  was 
erected  to  replace  one  of  wood,  and  was  substituted  piece-meal  for  the 
latter,  while  that  was  in  use,  with  trains  running  on  the  average  every 
SO  minutes  during  the  day,  and  with  only  a  single  track. 

The  iron  work  was  constructed  by  Wm.  Fairbairn  &  Co.,  Manches- 
ter, and  the  London  Engineering  and  Iron  Ship-building  Co.,  the  press 
of  work  for  the  government  at  that  time  preventing  any  of  the  Ameri- 
can manufacturers  from  undertaking  the  contract.  There  are  twelve 
spans  of  88^  feet,  and  one  of  177  feet. 
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There  were  then  exhibited  yarions  models  and  improvements  in  ap- 
paratus, as  follows : 

The  improved  calculator  by  C.  W.  Peale. 

By  the  use  of  this  instrument  the  various  causes  of  error  heretofore 
existing  in  the  making- up  of 
pay-rolls  are  entirely  avoided. 
It  consists  of  a  cylinder,  (see 
cut,)  on  the  surfarce  of  which  is 
arranged  a  calculated  table; 
the  left-hand  column  contains 
the  number  of  dajs  and  frac- 
tions of  days  to  be  calculated, 
namely,  1,  1|,  1^  days,  and  so 
on,  for  any  number  of  days,  to 
suit,  for  weekly,  semi-monthly, 
and  monthly  payments.  This 
cylinder  is  enclosed  in  a  zinc 
case,  and  revolves  therein  on 
pins  having  a  bearing  in  the 
ends  of  the  case.  It  is  easily 
moved  by  a  milled  head  at  the 
left  end,  and  the  whole  is  neatly 
mounted  on  a  walnut  base.  Run- 
ning nearly  the  entire  length 
of  the  case  is  an  opening  suf- 
ficiently wide  to  expose  but  one 
row  of  figures  at  a  time.  Im- 
mediately below  this  opening 
is  placed,  on  the  outside  of  the 
case,  a  row  of  figures  denoting 
the  several  rates  of  wages,  from 
the  lowest  to  the  highest  ordi- 
narily paid.  The  operation  of 
this  instrument  can  be  readily 
understood  by  presenting  an 
example,  as  follows : 

To  find  the  amount  of  wages 
necessary  to  be  paid  for  9f  days 
at  the  rate  of  $12'75  per  week, 
or  $2*12}  per  day,  turn  the 
cylinder  by  means  of  the  milled 
head  at  the  left  end,  until  the 
figures  9},  on  the  left- hand  col- 
umn, appear  to  view ;  then 
above  the  figures  $12*75,  de- 
noting the  rate  of  wages,  on 
the  outside  of  the  case,  will  be 
found  $20-72,  which  is  the 
amount  to  be  paid. 

Vol.  LII.— Third  Sbries.— No.  1.— July,  1S66. 
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The  difloount  and  interest  ealcQlator,  also  inyented  by  C.  W.  Peale# 

This  instrument  consists  of  a  shallow  box,  11  by  Q^  inches,  provided 
with  a  band,  passing  over  rollers  wittiin  it ;  upon  this  band  is  the  table 
of  the  amounts  of  disconnts,  also  the  days  to  run.  Upon  four  slides, 
which  move  backwards  and  forwards  under  the  coyer  of  the  box,  are 
marked  divisions,  corresponding  to  units,  tens,  hundreds,  and  thou* 
Bands,  which,  when  set  at  any  division,  expose,  through  openings  in 
the  centre  of  the  box,  the  discount  corresponding  to  the  time  at  the 
top  of  the  table. 

An  improvement  in  traction  engines  and  locomotives,  by  Theodore 
SIrausch,  was  then  exhibited. 

In  this,  the  object  is  to  increase  the  adhesion  of  the  locomotive  dar« 
ing  any  change  in  velocity  by  throwing  part  of  the  weight  of  the  pre- 
ceding or  following  trucks  or  cars  upon  the  engine.  To  accomplish 
this  the  engine  is  connected  with  the  truck  or  car  by  a  long  bar  or 
lever  which  rests  on  a  rounded  block  as  a  fulcrum  near  the  end,  which 
is  attached  to  the  frame  of  the  locomotive  by  a  vertical  link ;  the  other 
end  of  this  bar  is  attached  to  the  truck.  In  its  normal  position  the 
bar  is  horizontal  and  the  link  vertical,  but  any  pull  or  push  upon  the 
bar  will  cause  the  link  to  incline,  so  bringing  down  that  end  of  the 
lever  and  raising  the  other,  which,  being  attached  to  the  car  or  truck, 
will  tend  to  lift  it,  so  throwing  its  weight  upon  the  engine.  By  this 
means  at  starting  or  on  up  grades  when  the  cars  pull,  or  in  breaking 
Qp  or  down  grades  where  they  push  upon  the  engine,  this  action  gives 
the  latter  greater  adhesion  to  the  rails  and  will  enable  a  light  engine 
to  do  the  work  of  a  heavy  one  just  where  this  is  required. 

A  fruit  drying  house,  by  Jasper  Billings. 

A  water  door  for  puddling  and  other  furnaces. 

A  gas  purchase-tongs,  by  Richard  Cox.  This  differs  from  the 
ordinary  tool  in  two  respects :  First,  it  has  but  one  handle  ;  and  se* 
cond,  it  is  adjustible  in  its  grip,  so  that  two  tongs  would  sufBce  for 
all  sizes  of  pipe  in  general  use.  The  lower  or  concave  jaw  of  this 
tool  is  short,  and  terminates  above  in  a  swiveled  nut,  through  which 
passes  the  long  handle  of  the  other  jaw,  whose  end  or  griping  extre- 
mity is  connected  by  a  revolving  joint  with  the  rest  of  the  handle,  so 
that  this  last  can  turn  in  the  nut  of  the  lower  jaw,  changing  the  dis- 
tance of  the  two  without  otherwise  disturbing  the  upper  jaw,  which 
is  prevented  from  turning^  round  by  a  projection,  which  fits  in  a  longir 
*    tttdinal  slot  of  the  lower  jaw. 

iJttllzatioii  of  Coal  Waate. — In  the  October  number  of  the  Bul- 
letin de  la  Soeiite  d* Eneouragemmt  pour  Flnduetrie  Natumahj  we 
find  an  excellent  paper  on  the  various  plans  which  have  been  adopted 
for  consolidating  coal  dust  and  like  **  waste,"  which  forms  so  large  a 
part  of  the  whole  material  extracted  from  the  mine. 

The  history  of  inventions  and  improvements  in  this  process  is  given 
with  great  completeness,  from  an  early  period,  and  the  practical  re^ 
suits  of  various  plans  are  given  with  precision. 

Many  plans  for  consolidating  coal  dust  without  cement  have  been 
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tried,  and  the  aooomplishnient  of  this  end  is  very  desirable,  but  has 
not  as  yet  been  attained.  Thus,  the  bricks  prepared  according  to  the 
plan  of  Evrard)  by  mere  pressare,  bum  well,  but  will  not  bear  trans* 
portation. 

The  process  of  Bessemer,  in  which  the  coal  is  heated  almost  to  red* 
neas  and  then  compressed,  is  too  expensire  and  wasteful,  while  in  that 
of  M.  Baroilier,  where  the  coal  is  compressed  first  and  baked  after* 
wards,  the  cost  for  handling  is  considerable,  and  the  ^'  plant "  required 
very  expensive. 

Among  cements,  the  cheapest  is  potter's  clay,  the  most  usual,  coal 
tar  and  its  derivative  solid  or  fluid  pitch. 

The  coal  selected  for  treatment  should  be  friable,  semi-bitumi* 
nous,  or  a  mixture  of  ^^  hard  "  and  soft,  of  short  flame,  well  washed 
from  earthy  matter.  As  little  cement  as  possible  should  be  used,  and 
this  result  may  be  beet  secured  by  thorough  mixture  and  heating.  The 
pressure  applied  should  reach  about  1  ton  to  1}  tons  per  square  inch, 
and  the  bricks  should  be  thin.  Thus  a  brick  containing  18  to  20  lbs, 
should  be  about  4  inches  thick.  To  effect  the  oompression  on  the 
large  scale,  the  best  machine  is  that  of  B6voillier,  in  which  a  moving 
circular  table  carrying  moulds  is  combined  with  an  hydraulic  press 
acting  quickly,  by  means  of  a  reservoir  under  pressure.  Working  on 
a  small  scale,  the  machine  of  MM.  David  and  Mazeline,  which  acts 
by  tangential  wheels,  will  be  efficient* 

In  France,  18  or  20  establishments  are  engaged  in  this  manufac* 
ture,  and  produce  yearly  about  600,000  tons.  In  Belgium  seven 
manufactories  produce  400,000  tons. 

In  the  above-mentioned  journal  for  November  we  also  notice  an 
excellent  article  on  the  subject  of  steam  paving  machines,  from  which 
it  appears  that  engines  running  on  heavy  rollers,  and  sel&moving, 
which  execute  their  work  by  simply  going  over  the  ground,  are  and 
have  been  employed  with  marked  economy  and  success  in  the  various 
concrete  and  macadamized  pavements  of  Paris. 

PHYfilCS^— Tlie  flre^r  Pbotosrapliic  I^ens  invented  by  Joseph 
Zentmayer  of  this  city,  is  of  the  greatest  interest,  not  only  in  a  prac- 
tical sense,  because  it  is  a  most  excellent  and  efficient  instrument,  which 
can  be  constructed  at  less  than  half  the  cost  of  any  other  equally  good 
combination,  and  possesses  other  like  advantages  of  lightness,  com- 
pactness, adjustability,  Ac,  which  will  be  more  fully  stated  hereafter ; 
but  in  a  scientific  point  of  view  also,  because  it  involves  new  princi* 
pies  and  new  applications  of  optical  laws. 

The  theory  of  this  lens  may  be  best  explained  by  the  following  pro* 
gressive  illustrations : 

Let  A  B  and  c  D  represent  two  plano-convex  lenses  exactly  alike  in 
every  respect,  so  placed  that  their  outer  surfaces  form  parts  of  the 
imaginary  sphere  A  G  D  B,  and  with  a  small  opening  pq  in  9k  central 
diaphragm.  Neglecting  for  a  moment  the  bending  of  rays  by  refrac- 
tion, we  see  that  the  only  rays  which  can  pass  the  diaphragm  are 
those  which  come  normally  upon  the  outer  surface,  as  XT  andBS. 
Supposing  sections  to  be  made  in  the  direction  of  the  chords  n/,  gif 
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we  see  that  the  ray  x 

Fig.  1. 


Fig.  2. 


T  will  he  Bnbjected  to  the  action  of  two 
small  lenses,  n  ef^  g  hx^  (limited  by  the 
size  of  the  diaphragm,)  and  two  blocks 
of  parallel  glass.  The  aberration,  sphe- 
rical and  chromatic,  may  therefore  be  re- 
garded as  that  only  which  is  due  to  two 
such  extremely  minute  lenses. 

Turning  again  to  the  ray  R  8,  and  sup- 
posing similar  sections,  A  n  and  t  k^  we 
have  the  ray  again  acted  upon  by  two 
small  lenses  like  the  first,  but  in  this  case 
traversing  two  prisms.  As,  however,  these  «re  exactly  equal  and  op- 
posite, they  will  correct  each  other,  and  the  aberration  in  this,  as  in  the 
former  case,  will  be  such  only  as  is  due  to  the  two  small  lenses.  We  are 

here  speaking,  it  must  be  remembered, 
only  with  the  purpose  of  explaining  a 
general  principle,  and  without  regard  to 
accuracies  of  detail  which  would  confuse 
the  subject,  as  we  think. 

In  this  preliminary  illustration  wo 
have  made  no  account  of  the  deflection 
produced  by  the  first  prism,  nor  of  the 
concentration  due  to  the  little  lens.  To 
meet  the  first,  the  diaphragm  is  moved  a  little  forward  from  the  cen- 
tre, 0,  and  for  the  second,  in  place  of  the  large  lens,  en,  a  smaller 
one  of  shorter  radius  is  so  placed  that  its  outer  surface  is  practically 
concentric  with  that  of  A  b.    (See  Fig.  2.) 

The  converged  ray  thus  finds  in  c  D  an  equivalent  opposite  prism 
to  that  it  traversed  in  A  B,  and  is  only  subject  to  the  aberrations  duo 
to  the  two  small  lenses,  now  of  unequal  curve. 

Thus  far  the  general  principle  by  which  a  lens  of  very  small  aber- 
ration may  be  made  with  only  one  kind  of  glass, 
or  without  carreetiany  has  been  treated. 

Such  a  combination,  however,  as  that  last  de- 
scribed would  be  of  little  value  because  of  its  very 
short  focus  and  want  of  flatness  in  field.  To  re- 
medy these  difficulties,  in  place  of  plano-convex, 
meniscus  lenses  are  used,  (as  shown  in  Fig.  3,) 
whose  inner  curves  are  to  their  outer  ones  as  13 
is  to  12.  The  curves  of  the  two  lenses  are  to  each 
other  as  8  to  2  in  all  cases.  Any  variety  of  com- 
binations and  series  of  focal  lengths  might  be  con- 
structed on  the  above  principle,  but  the  plan  adopt- 
The  most  complete  set  consists  of  six  lenses,  whose 


Fig.  8. 


ed  is  as  follows 
focal  lengths  are — 


T 
II. 

III. 


6*888  inches, 
8- 
12 


IV.     18-  inches. 

V.    27- 
VI.     40-5 


III.     12-  «'  VI.     40-5      « 

These  may  all  be  successively  arranged  in  the  same  mounting,  giving 
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combinations  with  focal  lengths  and  circular  fields  at  90^  as  follows : 

Lenses  I.  and  II.  give  a  focal  length  of  8-55  inches  and  field    7  inches  diameter. 
**    II.  "  III.  "  "  5-83       *•  "       10}      **  •* 

"  III.  "  IV.  "  "  8*  "  '*       16       •«  •* 

II  IV.  "    V.  *'  "  12*  "  **       24       **  ** 

u.     Y,  **  VI.  '*  '*         18'  **  **        8tJ       "  ** 

Thus,  with  six  lenses  and  one  mounting,  five  different  instruments 
may  be  successively  adjusted  in  as  many  minutes,  the  mounting  being 
80  arranged  as  to  fit  into  the  camera  either  way.  To  pass  from  one 
focal  length  to  the  next  longer  in  the  series,  it  is  only  necessary  to 
take  out  the  smaller  lens  and  put  in  its  place  the  second  size  above. 
Thus,  to  change  8  inches  into  12,  lens  No.  III.  is  replaced  by  No.  V., 
and  the  mounting  reversed.  A  little  shutter,  close  to  the  central  dia- 
phragm, serves  for  *'  exposing  "  in  place  of  a  cap,  and  a  diaphragm 
plate  is  arranged  with  three  holes  for  each  combination,  a  large  one 
for  focusing,  a  middle  sise  for  quick  work,  and  a  small  one  for  fine  and 
difficult  work,  for  it  is  one  of  the  merits  of  this  lens  that  a  large  stop 
may  be  used  for  focusing,  and  a  small  one  thrown  in  for  the  exposure 
with  not  only  good  but  the  very  best  effect. 

In  these  lenses  the  visual  and  actinic  focii  appear  to  coincide,  so  that 
no  adjustment  after  focusing  is  needed.  The  field  is  very  equally  il- 
luminated, because  no  doubt,  as  will  be  seen  from  Fig.  1,  the  margin- 
al rays,  as  well  as  the  central,  are  normal  to  the  first  surface,  and  do 
not  lose  unequally  by  reflection.  The  depth  of  focus  is  most  remark- 
able, and  for  quickness  of  work  surpasses  that  of  any  like  instrument. 
Excellent  views  have  been  taken  in  15  secopds  on  a  bright,  and  80 
seconds  on  a  dark  day. 

Mr.  Coleman  Sellers  bere  remarked  as  follows : 

There  are  some  facts  in  connexion  with  the  history  of  this  invention 
which  I  think  will  be  of  interest  to  those  present.  Some  two  years  since 
I  had  many  conversations  with  Mr.  Zentmayer  on  the  subject  of  the 
globe  lens,  and  of  such  lenses  as  were  constructed  in  a  similar  manner, 
and,  at  that  time,  he  expressed  to  me  his  opinion  that  in  such  a  com- 
bination, whose  outer  surface  was  a  sphere,  and  which  had  a  central 
stop,  all  correction  by  use  of  two  kinds  of  glass  in  the  separate  lenses 
was  unnecessary,  and  that  a  combination  might  be  constructed,  con- 
sisting of  two  deep  meniscus  lenses,  which  would  possess  all,  and  more 
than  all,  the  merits  of  the  globe  lens,  and  be  in  addition,  much  cheaper, 
lighter,  and  characterized  by  many  other  peculiar  advantages. 

The  theoretical  view  of  the  subject,  and  the  proposed  structure  of 
the  lens,  Mr.  Zentmayer  explained  to  roe  at  that  time  by  drawings 
which  correspond,  with  those  shown  this  evening,  and  with  the  instru- 
ment Itself,  as  Tou  now  see  it  before  you.  It  is  a  matter  of  peculiar 
interest  and  reaounding  to  the  credit  of  the  inventor  that  this  instru- 
ment was  thus  the  result,  not  of  chance  discovery  or  accidental  obser- 
vation, but  of  thorough  and  accurate  scientific  knowledge  judiigiously 
applied  to  the  development  of  a  definite  object. 

At  the  time  already  mentioned,  I  strongly  urged  Mr.  Zentmayer 
to  construct  a  lens  according  to  his  plan,  and  secure  a  patent  on  the 
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Bame,  and,  after  such  delay  as  extensive  and  active  business  relations 
rendered  unavoidable,  thb  was  done,  and  the  patent,  in  fact,  ordered 
to  issue,  when,  before  the  papers  were  posted,  though  actually  directed, 
an  application  was  received  from  Mr.  Steinheil,  and  an  *^  interference" 
declared  by  the  authorities  of  the  Patent  Office.  On  trial,  however, 
Mr.  Zentmayer  conclusively  proved  ^'  priority,"  and  his  patent  was 
finally  secured.  The  resemblance  between  these  combinations  of  Zent- 
mayer and  of  Steinheil  is  confined,  hoWever,  to  the  fact  that  both  use 
two  meniscus  lenses  of  one  kind  of  glass  and  a  central  stop.  While 
the  principles  on  which  they  are  based  and  their  modes  of  construe* 
lion  are  essentially  difierent.  Thus,  in  Steinheil's  combination,  the 
outer  curves  of  the  lenses  are  not  concentric  with  each  other,  and,  with 
the  diaphragm  and  the  rays  which  pass  the  latter,  are  not  normal  to 
the  surface;  the  two  lenses  used  are  not  of  different  curves,  nor  do  they 
admit  of  any  change  by  substitution.  The  stop  used  is  much  smaller, 
and  the  time  of  exposure  therefore  greater,  and,  what  is  most  import- 
ant, there  is  no  coincidence  of  the  visual  and  actinic  focii,  and  adjust- 
ment after  focusing  is  therefore  required. 

The  diagrams  required  to  illustrate  the  preceding  description  were 
drawn  upon  glass  with  Japanese  india  ink,  and  thrown  upon  a  screen 
12  feet  square,  by  a  large  lantern,  with  so  much  distinctness,  that  two 
large  gas  burners  in  front  of  the  screen,  burning  at  full  head,  did  not 
sensibly  impair  the  effect  and  allowed  the  Secretary  to  refer  to  his 
notes  with  facility,  and  to  point  out  the  various  parts,  with  a  rod,  as 
would  be  done  were  the  image  an  actual  drawing  upon  the  screen. 

A  Series  of  Draiviiigs  on  Glass,  illustrating  the  account  of  a  re- 
markable sun-spot  lately  published  by  Mr.  Hewlett,  were  then  shown 
by  projection  in  the  same  manner.  These  drawings  were  made  in  a 
manner  suggested  by  Mr.  Joseph  Wilson,  C.  E.,  by  first  washing  on 
thin  india  ink  and  then  working  over  with  thick  ink  in  a  dry  brush, 
and,  lastly,  going  over  certain  parts  by  stippling  and  fine  scratching 
with  a  steel  point.  The  pictures  so  obtained  were  remarkably  delicate 
and  accurate. 

▲Series  of  large  Pliotograptas  (6  inches  in  diameter)  of  Micro- 
scopic  Oltfects,  made  by  Dr.  Robert  Griffith  with  lenses  of  ordinary 
description,  but  provided  with  a  central  diaphragm,  were  then  pro- 
jected in  like  manner  and  showed  admirable  flatness  of  field  and  sharp- 
ness of  definition. 

An  Arrangement  of  Glass  Tanks,  by  which  many  physical  and 
chemical  experiments  may  be  exhibited  on  a  large  scale,  with  the  lan- 
tern, was  then  shown.  To  construct  these,  all  that  is  required  is  a  few 
pieces  of  moderately  thick  sheet  glass,  some  strips  of  thick  rubber  ^ 
inch  to  1  inch,  and  some  simple  damns.  The  strip  of  rubber  is  bent 
80  as  to  form  three  sides  of  a  rectangle,  being  cut  partly  through  at 
the  corners,  and  a  plate  of  glass  being  placed  on  eacn  side,  the  damps 
are  adjusted  so  as  to  hold  all  together.  The  tanks  thus  prepared  are 
generally  about  (  inch  thick  inside,  and  4  by  6  inches  in  the  other 
direction.  The  backs  of  the  clamps  being  fiat,  the  tank  stands  Tery 
well  on  the  two  lower  ones.   These  tanks  are  very  easily  made,  cost 
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little,  ftre  readily  cleaned,  and  admit  of  numerous  modifications.  The 
aimple  tank  answers  to  show  in  the  lantern  the  action  on  light  of  va- 
rionalj  refracting  liquids  when  mingling,  and  their  motions  produced 
by  differences  in  density  withj^  very  impressive  effect.  Thus,  a  solu- 
tion of  muriate  of  tin,  run  by  a  pipette  into  a  tank  of  water,  will  de- 
Telop  on  the  screen  something  suggestive  of  a  submarine  volcano  in 
full  eruption. 

The  same  arrangement  serves  to  exhibit  many  chemical  reactions 
with  striking  characteristics.  Thus,  a  little  sulphate  of  copper  being 
dissolved  in  the  tank,  and  weak  ammonia  being  run  in,  a  mass  of  black 
clouds  are  first  seen  rolling  and  tumbling  upon  the  screen,  then  grad- 
ually melting  away  into  a  clear  sky-blue. 

By  placing  one  solution  in  the  tank,  and  another  in  a  test-tube 
plunged  therein,  the  colors  of  both  before  combination  may  be  noted; 
then,  by  upsettine  the  test-tube  with  a  glass  rod,  the  reaction  and  con- 
sequent change  of  color  is  beautifully  displayed.  Even  delicate  ex- 
periments conducted  in  test-tubes  may  thus  be  exhibited  to  large  audi- 
ences by  plunging  the  tubes  in  one  of  these  tanks  containing  clear  water 
when  the  refractmg  action  of  the  round  tube  is  corrected. 

The  larger  sort  of  aquatic  insects  and  small  fish  make  very  interest- 
ing magic  lantern  objects  in  these  tanks.  With  a  wet  cork-borer,  holes 
may  be  readily  pierced  in  the  rubber  sides  of  these  tanks  and  glass 
tabes  introduced,  by  which,  connexions  being  made  for  overflow,  out- 
let, and  fresh  water  supply,  a  series  of  changes  may  be  conducted  in 
the  same  tank  with  sreat  rapidity  and  ease  without  removing  it. 
To  use  these  tanks  with  the  ordinary  lantern  it  is  only  necessary  to 
arrange  a  separate  support  for  the  object-glass,  so  as  to  leave  a  clear 
space  in  front  of  the  condensers  where  a  block  or  little  shelf  to  sup« 
port  the  tanks  may  be  placed.  The  decomposition  of  water  by  galvanic 
action,  formation  of  metallic  crystalline  vegetation  by  the  same,  &c., 
may  be  readily  shown.  |  These  various  arrangements  have  been  used 
by  the  Secretary,  during  the  last  winter,  with  the  most  satisfactory 
results* 

Tlio  Yellow  Mfflit  from  Soda  «IaM  mentioned  in  the  last  re- 
port, 18  found  by  the  Secretary  to  answer  very  well,  when  used  in  the 
eas  polariscope,  to  show  the  vast  increase  in  number  of  rings  deve- 
foped  by  sections  of  crystals  when  monochromatic  is  substituted  for 
white  light.  The  adjustments  are  first  made  with  the  lime  cylinder,  the 
Ijlass  is  then  substituted  and  slightly  lowered,  when,  in  place  of  the 
six  or  seven  rings  before  seen,  we  find  a  great  number  covering  the 
whole  screen. 

nieSi^oclramorSlrlaa,  according  to  the  observations  of  Father 
Secchi,  shows  between  the  extreme  red  and  the  line  A  a  number  (28) 
of  equidistant  bands. 

TiM  Spoctrani  of  a  Orlonls  has  lately  lost  a  group  of  fine  lines 
in  the  orange  near  the  yellow.  This  corresponds  with  the  change  of 
color  in  this  star,  which  varies  very  irregularly  both  in  the  color  and 
btensity  of  its  light. 

Thm  treat  Kol^aUi  In  Orion,  lately  proved  by  spectrum  analysis 
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to  l)e  gaseouS)  appears,  from  some  observations  by  Mr.  T.  W.  Webb, 
to  give  evidence  of  change  in  form. 

It  is  worthy  of  note  that  all  the  drawings  of  this  body,  made  by  dif- 
ferent observers,  have  been  decidedly  unlike.  (See  Mo.  Notices  of  Roy. 
Astr.  Soc,  1866,  page  208.) 

EnlargemenU  of  Professor  Plazzl  Smytb's  photographs  of 
the  pyramids  and  their  environs,  from  original  negatives  one  inch  square, 
were  exhibited  by  projection  on  the  screen  at  a  late  meeting  of  the 
Edinburgh  Photographic  Society. 

A  Kaleidoscope  for  the  JUaglc  Ijantern,  presented  by  James 
Queen  &  Co.,  was  exhibited  with  various  objects  and  found  to  give  a 
field  of  remarkably  even  illumination  and  beautiful  effect. 

A  new  Galvanic  Battery  is  proposed  by  M.  Gerardin.  The 
outer  cell  is  to  be  filled  with  iron  turnings  having  a  strip  of  sheet  iron 
for  a  pole,  the  liquid,  water.  The  inner  cell  to  contain  a  carbon  ele- 
ment plunged  in  a  mixture  of  perchloride  of  iron  and  aqua-regia. 
(Comptes  MenduSj  page  700.)  We  do  not  see  how  the  connexion  be- 
tween the  various  pieces  of  iron  turnings  is  to  be  maintained.  Where 
amalgamated  zinc  is  used,  this  is  accomplished  by  an  excess  of  mercury. 

Transparent  Paper  may  be  prepared  by  the  use  of  copal  var- 
nish diluted  with  its  own  bulk  of  turpentine  and  well  filtered  through 
cotton.  The  paper  should  be  stretched  on  a  frame  and  varnished  on 
both  sides  while  held  near  a  hot  iron  plate,  then  dried  for  a  week. 

A  Process  for  Coatlngr  Iron  with  Copper  is  given  in  the  Jour- 
nal of  the  Society  of  Art%^  with  many  absurd  mistakes.  A  correct  ac- 
count, i. «.,  the  original  report  by  M.  Payen,  will  be  found  in  the  Bul- 
letin de  la  Sociele  d' Encouragement  pour  V Industrie  Nationals 

CIIEJUISTRY.-r-Tlie  RemoTal  of  Hypo-sulplilte  of  Soda 
from  photographic  prints  by  placing  them,  for  a  few  moments,  in  water 
containing  a  small  per  centage  of  deutoxide  of  hydrogen,  is  stated  by 
the  editor  of  the  British  Journal  of  Photography  to  be  accomplished 
with  great  ease  and  completeness,  and  thus  to  remove  the  danger  of 
deterioration  by  which  thesis  pictures  are  now  beset. 

Mr.  Coleman  Sellers  remarked  that  he  regarded  the  fading  of  prints, 
not  as  the  result  of  hypo-sulphite  of  soda  left  in  the  paper,  for  he  had 
known  prints,  purposely  charged  with  this  salt,  which  absolutely  re- 
fused to  fade,  but  as  occasioned  by  sulphide  of  silver.  This  salt  also 
might  be  removed  by  the  oxygenated  water,  but  as  yet  this  was  a 
m<^tter  only  of  theory  which  time  must  settle. 

It  is  stated  on  the  authority  of  Schonbein  that  H  Oj  may  be  pre- 
pared by  shaking  in  a  bottle  with  air,  powder  of  amalgamated  zinc^ 
and  water. 

Tbe  Defecation  of  Sugrar  by  hydrofluoric  acid,  which  is "  after- 
wards removed  by  lime,  has  been  tried  on  the  large  scale  with  good 
efiect  at  the  Fridens-Aw  factory,  as  is  stated  in  the  Journal  of  the  So- 
ciety  of  Arts, 

A  new  Filter  for  River  Water,  which  is  stated  to  remove  the 
soluble  as  well  as  insoluble  impurities,  is  stated  by  Mr.  T.  Spencer  to 
be  found  in  a  mixture  of  oxide  of  iron  and  carbon.  This  may  be  best 
prepared  by  heating  magnetic  oxide  or  red  oligist  witK  wood  saw-dust. 
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The  Medical  Times  saggestn  the  addition  of  a  little  permanganate  of 
potash,  before  filtering  to  oxidize  organic  matter. 

In  the  Comptes  Rendus  we  find  a  note  by  M.  Tellier  on  the  mana- 
facture  of  methylic  ether  and  its  application  to  the  production  of  cold. 
When  the  committee,  to  whom  this  matter  has  been  referred,  make 
their  report,  we  shall  know  something  abont  the  curious  complication 
of  blunders  cited  under  the  head  of  "Freezing  Machines"  in  last 
month's  report. 

Platinum  may  be  pnrltaied  and  also  rendered  more  malleable  by 
heating  with  double  chloride  of  magnesium  and  ammonium. 

This  same  metal  is  deposited  so  as  to  resist  the  solvent  action  of  hot 
sulphuric  acid  by  a  new  process  carried  on  by  J.  B.  Thompson  of 
Manchester,  England.  M.  Schearer-Kestner  of  Thann,  found  that 
each  1000  kilo.  (2204  lbs.)  of  acid  carried  away  about  2  grms.  (80-8 
grains)  of  platinum  in  the  ordinary  stills,  and  as  much  as  5  grms. 
(77-2  grains)  if  much  nitric  acid  was  present.  A  little  sulphate  of 
ammonia  added  to  the  acid  prevented  this  waste,  and  platinum  con*> 
taining  iridium  suffered  less  than  the  pure  metal. 

An  Amalgam  of  JUagrneslum  may  be  formed  if  the  mercury  is 
heated,  and  will  oxidize  with  wonderful  rapidity,  decomposing  cold 
water  with  copious  evolution  of  hydrogen,  even  when  the  amount  of 
magnesium  present  is  but  a  small  per  centage. 

Bichromate  of  ammonia  heated  in  the  air  undergoes  a  slow  com- 
bustion, and  is  converted  into  a  largely  increased  bulk  of  sesquioxide 
of  chromium,  having  the  shape  and  color  of  green  tea  leaves.  The 
experiment  is  a  very  striking  one.  Mr.  Charles  Bullock  has  prepared 
some  of  this  salt  for  this  evening,  by  decomposing  the  chromate  of 
lead  with  sulphuric  acid  carefully  added,  and,  after  removal  of  the 
insoluble  sulphate  of  lead,  neutralizing  half  the  solution  with  aqua 
ammonia  and  adding  the  rest. 

A  letter  from  General  Totten,  on  the  subject  of  a  Government  Bu- 
reau on  Mechanical  Investigation  and  Experiment,  was  read  and  re- 
ferred to  a  Committee  consisting  of  Professor  Fairman  Rogers  and 
Messrs.  Henry  G.  Morris,  William  J.  Horstmann,  James  S.  Whitney, 
and  J.  V.  Merrick. 

At  the  conclusion  of  the  Secretary's  Report,  Mr.  John  W.  Nystrom 
made  the  following  remarks : 

At  the  last  meeting  of  the  Institute,  the  Secretary,  Prof.  Morton, 
stated  in  his  Report  on  Novelties  in  Science  and  Arts  that  *^  the  analy- 
sis of  the  Red  Sea  water  lately  made  by  MM.  Robinet  and  Lefort, 
shows  its  identity  with  ordinary  ocean  water,  and  difference  from  that 
of  the  Dead  Sea,  thus  disproving  the  supposed  connexion  of  these  by 
any  subterranean  communication.*' 

It  has  evidently  been  supposed  that  the  water  would  flow  from  the 
Dead  Sea  to  the  Red  Sea,  but  how  can  that  be  possible,  when  we  know 
that  the  surface  of  the  former  is  some  1312  feet,  or  a  quarter  of  amile^ 
below  that  of  the  latter  7 

There  is  one  way  of  explaining  the  possibility  of  such  water-flow, 
namely,  by  the  difference  of  the  specific  gravity  of  the  waters  in  the 
two  seasy  which  is  about  20  per  cent. 
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A  column  of  salt  water  of  specific  gravity  1*20  in  the  Dead  Sea,  of 
five  times  1812  —  6560  feet  =1^  miles,  would  balance  a  column  of 
fresh  water  in  the  Red  Sea  equal  to  six  times  1812 = 1|  miles  in  height. 
Adding  some  depth  to  the  column  for  head  of  flow,  we  have  the  opera- 
tion possible,  but  the  question  is  how  the  water  can  become  fresh  at 
the  bottom  of  the  columns  2 

It  is  possible,  and  even  probable,  that  the  salt  water  is  distilled  hj 
Tolcanic  heat  in  some  cavities  at  the  bottom  of  the  Dead  Sea,  from 
which  the  fresh  water  is  conveyed  through  some  subterraneous  chan- 
nel to  the  Red  Sea,  or  some  other  place.  If  there  exist  such  a  subter- 
raneous conveyance,  it  cannot  be  an  open  free  space  conveying  salt 
water  which  could  not  flow  above  the  level  of  the  Dead  Sea,  and  if  salt 
water  was  continually  flowing  out  and  fresh  in,  the  saltness  of  the  water 
in  the  sea  could  not  remain  permanent,  but  would  soon  become  fresh 
and  ultimately  melt  away  the  salt  banks  about  the  city  of  Sodom. 

The  subterraneous  communication  is  likely  very  irregular,  through 
hnndreds  of  miles  of  strata  of  gravel  and  different  kinds  of  minerals, 
in  which  the  water  would  be  so  thoroughly  filtered  and  rejuvinated, 
that  it  could  not  likely  be  recognized  as  water  from  the  Dead  Sea, 
even  if  taken  at  the  very  opening  where  it  may  enter  the  Red  Sea. 

I  have  made  some  calculations  of  the  quantity  of  fresh  water  flow- 
ing into  the  Dead  Sea  in  the  dry  season,  and  found  it  to  amount  ta 
a  thickness  (y'q)  three-sixteenths  of  an  inch  on  the  surface,  860  square 
miles,  in  twenty-four  hours,  which  wonld  be  the  amount  of  evaporation 
if  there  is  no  subterraneous  discharge.  In  the  rainy  season,  the  water 
rises  some  15  feet,  which,  by  the  before-mentioned  rate  of  evaporation, 
would  require  a  time  of  two  years  and  a  half  to  bring  the  level  of  the 
fiea  down  to  that  in  the  dry  season,  and  that  even  without  the  supply 
from  the  river  Jordan,  whilst  the  water  falls  to  the  ordinary  level  in 
fiome  three  months,  in  the  coldest  season  of  the  year. 

This  fact  seems  to  indicate  the  existence  of  a  subterraneous  discharge 
from  the  Dead  Sea. 

The  supposition  that  the  water  in  the  Dead  Sea  would  become  fresh 
by  fresh  water  flowing  into,  and  salt  out  of  it,  is  contradicted  by  the 
case  of  the  Black  Sea,  where  only  fresh  water  is  supplied,  and  salt 
water  discharged  through  the  Bosphorus  into  the  Mediterranean.  The 
quantity  of  salt  passing  through  at  Constantinople  amounts  to  some 
60,000  tons  for  every  twenty-four  hours,  showing  what  an  immense 
salt  manufactory  there  must  be  in  the  Black  Sea,  and  consumption  of 
the  same  material  in  the  Mediterranean. 

The  salt  passing  through  the  Gibraltar  Straits  into  the  Mediterra- 
nean amounts  to  one  million  and  a  half  of  tons  per  every  twenty-four 
hours,  which  would  be  a  chunk  of  solid  salt  as  large  as  eight  times  the 
size  of  the  Continental  Hotel.  I  am  unable  to  account  for  the  man- 
ner in  which  this  enormous  quantity  of  salt  is  disposed  of  in  the  Medi« 
terranean.  Some  of  it  may  be  carried  off  through  some  subterraneous 
channel  into  the  Bed  Sea. 

The  meeting  was  then,  on  motion,  adjourned, 

Hbnry  Morton,  Secretary. 
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A  Comparistm  of  wme  of  the  Meteorological  Phenomena  of  Kat,  1866,  with 
tkoMe  of  Mat,  1865,  and  of  the  eame  month  for  virrxsK  yeare,  at  PhiladeU 
phioy  Pa.  Bariometer  60  feet  abo^e  mean  tide  in  the  Delaware  Kiver.  Latitude  ft9® 
67^^  N,;  Longitude  75^  11^^  W*  from  Greenwich.  By  Fbov.  J.  A.  Eibkpai^ick, 
of  the  Central  High  School. 


May, 

May, 

May, 

1866. 

1865. 

for  15  years. 

Thermometer*— Highest— degree,    . 

8400O 

84-00<» 

90-00^ 

♦*         date. 

18th. 

17th. 

7,'60;28,»68. 

Warmest  day— mean. 

7017 

76*50 

79-88 

"           "      date, 

27th. 

17th. 

28d,  '68. 

Lowest— degree,     . 

4400 

46-00 

85-00 

**         date. 

8d. 

Ist,  2d,  12th. 

7th,  »54. 

Coldest  day— mean, 

60-88 

50-60 

40-00 

"        ••       date, . 

8d. 

Ist. 

8d.  '61. 

Mean  daily  oscillation, 

1606 

18-81 

16-98 

•*        "  range,  . 

5-66 

6-60 

5-58 

Means  at  7  a.  m.,   . 

66-71 

59'87 

58-68 

«•          2  p.  M»,    . 

67-78 

68-91 

69^71 

"           9  p.  M.,    . 

6010 

61-89 

61-47 

"      for  the  month, 

61-61 

68-89 

68-24 

Barometer— Highest— inches, 

29-940  ins. 

80-147  ins. 

80-888  ins. 

**        date,    . 

8th. 

16th. 

4th,  '62. 

Greatest  mean  daily  press. 

29  901 

80120 

80-273 

"           *•    date,      . 

7th. 

16th. 

6th,  '52. 

Lowest— inches,  . 

29156 

29  406 

29-096 

"         date,      . 

28th. 

22d. 

27th, '61. 

Least  mean  daily  press., 

29-277 

29-447 

29-243 

*•        "      date, 

27th. 

22d. 

27th,  '61. 

Mean  dailv  range, 
Means  at  Y  a.  m.. 

0181 

0-126 

0-121 

29  638 

29^742 

29-796 

•*           2  p.  M., 

29-598 

29^708 

29-759 

"          9  p.  M., 

29-628 

29-740 

29-785 

*«     for  the  month,  . 

29-620 

29-780 

29-779 

Force  of  Vapor— Greatest— inches, 

0-694  in. 

0-688  in. 

0-771  in. 

"          date,     . 

27th. 

20th. 

14th,  '64. 

Leasts-inches,      . 

•128 

•148 

•069 

''      date, 

8d. 

.        ^• 

2d, '61. 

Meansat7A.  M.,.  . 

•310 

•880 

•356 

"         2  p.  M.,  . 

•824 

•889 

•872 

»*         9  p.  M.,  . 

•384 

•402 

•879 

«    for  the  month, 

•828 

•890 

-369 

Belati  ve  Humidity— Greatest— per  ct , 
••           date. 

98  0  per  ct. 

17th. 

960 per  ct. 

8th. 

;  100  per  ct 
often. 

Least— per  ot., 
•*       date,    . 

25  0 

24-0 

16-0 

24th. 

8d. 

6th,  »66. 

Means  at  7  a.  m., 

64-1 

71-7 

70-9 

"           2  p.  M., 

46-7 

54-9 

51-2 

"           9  p.  M., 

62-7 

72-0 

68-8 

(<  for  the  month 

67^8 

66-2 

68-6 

Cloada— Number  of  clear  davs,*     • 
**             cloudy  days,    , 

11 

6 

10-1 

20 

26 

20-9 

Means  of  sky  cov'd  at  7  a.  M., 

46  1  per  ct 

76-1  per  ct 

58-6  per  et 

"           "        "       2  p.m., 

64-2 

69-4 

611 

"           •*        "       9  p.m., 
««           "        forthemontk 

56-2 

64-6 

47-6 

64-8 

66-6 

66-8 

Bain— Amount,       .    '   . 

4-688  ins. 

7-692  ins. 

4-816  ins. 

Ko.  of  days  on  which  rain  fell, 

9 

18 

12-6 

FmaUing  Winds— Times  in  1000, 

877«14'w  -Sai 

lB74*n'wl9( 

>n82Ww-122 

*  Sky  one-third  or  less  ooyered  at  the  hoort  of  obierratioii.      . 
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A  Comparison  of  »ome  of  the  Meteorological  Phenomena  of  the  Sprtko  of  1866, 
foith  that  of  1865,  and  of  the  same  Season  for  FirTBEN*  years^  at  Philadelphia^ 
Pa.  Barometer  60  feet  above  mean  tide  in  the  Delaware  Kiver.  Latitude  89^ 
67 J'  N. ;  Longitude  Ib^  Hi'  W.  from  Greenwich.  By  Prof.  J,  A  Eibkfatbice, 
of  the  Central  High  School. 


Spring, 

Spring, 

Spring, 
for  16  years. 

1866. 

1866. 

Thermometer — Highest— degree, 

8400O 

84  00O 

90-00« 

date, 

May  18th. 

May  17th. 
7560 

May7,'60;23,'8& 

Warmest  day— Mean, 

7317 

79-83 

"         *•      date, 

Ap.  2l8t. 

May  17th. 

May  28d,  '60 

Lowest— degree, 

18-00 

2400 

400 

"**          date. 

Mar.  26th. 

Mar.  nth. 

Mar.  10,  '66 

1 

Coldest  day— Mean, 

28-60 

31-67 

11-60 

1 

*»          date,    . 

Mar.  26th. 

Mar.  nth. 

Mar.  10,  '56 

Mean  daily  oscillation, 

14-69 

1404 

15-96 

»*        "     range,      . 

6-87 

6-44 

600 

Means  at  7  a.  m., 

4806 

61-05 

46-88 

"             2  F.  M., 

68-15 

61-11 

6810 

«•             9  F.  M.,         . 

61-92 

6401 

6i)-65 

"     for  the  Spring, 

62  71 

65  89 

61-88 

Barometer — Higbest—- Inches, 

80-262  ins. 

30-265  ins. 

80-622  ins. 

*♦         date. 

Ap.  17th. 

Ap.  9th. 

Mar.  8d,  '62 

Greatest  mean  daily  press. 

80-208 

80208 

80  458 

**        date, 

Ap.  17th. 

Ap.  9th. 

Ap.  3d,'54 

Lowest — Inches, 

2b-820 

29-185 

28  820 

**        date. 

Ap.  23d. 

Mar  22d. 

Ap.  23d,  '66 
28  884 

Least  mean  daily  press., 

29  051 

29241 

"            date,     . 

Ap.  23d. 

Mar.  22d. 

Ap.  2l8t,.'62 

Mean  daily  ram;e. 
Means  at  7  a.  m.,   . 

0-146 

0162 

0160 

29-786 

29-821 

29-820 

2  P.  M.,    . 

29-780 

29-776 

29-774 

"           9  F.  M.,    . 

29783 

29  818 

29-8()6 

"    for  the  Spring, 

29-760 

29-806 

29  800 

Force  of  Vapor— Greatestr— Inches, 

0-694  in. 

0-689  in. 

0-771  in. 

««           date, 

May  27th. 

Ap.  29th. 

May  14th, '54 

Least— Inches, 

•066 

•076 

•023 

«*        date, 

Mar.  17th. 

Mar.  6th. 

Mar.  5th,  '68 

Means  at  7  A.  If.,    . 

•250 

•284 

•252 

•«           2  P.  M.,    . 

-272 

•806 

•268 

"             9  F.  M.,     . 

•277 

•808 

•272 

"    for  the  Spring, 

•266 

•298 

•264 

Relative  Humidity— Greatest— per  ct., 
••          date, 

95-0  per  ct. 
Mar.  21st. 

96  0  per  ct. 
Mar.  9  &  81 

100  per  ct 
often. 

Least— per  ct., 

18-0 

28-0 

18-0 

"       date,     . 

A  p.  29th. 

Ap.  24th. 

Ap.  13th,  '52 
71-8 

Means  at  7  a.  m.. 

68-4 

70-4 

2  F.  M., 

52-1 

58-8 

620 

"          9  p.  M., 

66-4 

67  8 

67-8 

«« for  the  Spring, 

62-8 

64-0 

63  9 

Clouds — Number  of  clear  days,* 
•*             cloudy  days. 

26 

21 

281 

66 

71 

68-9 

Means  of  sky  cov'd  at  7  A.  m., 

67  6  per  ct. 

66-7  per  ct. 

60-6  per  ct 

"       "          2  p.  M., 

69-7 

68-4 

63^6 

"           "       "           9  p.  M., 

64-6 

64-6 

49-8 

"          "       for  the  Spring, 

eo6 

68-2 

678 

Bain — ^Amount,          .... 

9-690  ins. 

16896ins. 

12-778  ins. 

No.  of  days  on  which  rain  fell,     . 

80 

87 

861 

Prevailing  Winds— Times  in  1000, 

Ii80»87'w261  i 

I62084'wl72 

h76»16'w186 

*  Sky  one-third  or  less  covered  at  the  hours  of  observation. 
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EgtaMMMd  IB  J»ai. 


MORRIS,  TASKER  &  CO., 

Wrooglit  Iron  Welded  Tabes,  i-inch  to  8  inches  bore,  for  Steam, 
Gas,  Water,  &c.,  with  T%  L's  Stops,  Valves,  &c.,  with  Screw  Joints  to  suit  tubes. 
Malleable  Iron  and  Brass  Fittings,  Qiasa  Blower  Tubes,  Blasting  Tubes,  &c. 

GalvanlKed  Tabes  and  Fittings  for  water. 

Ijap- Welded  Boiler  Flaos,  1}  to  10  inches  outside  diameter,  cut  to 
definite  lengths,  22  feet  or  under. 

Artesian  Well  Plpes^  of  wrought  Iron,  screw-coupled  ;  flush  inside  and 
oat.  Also  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  flush 
inside  and  out,  and  Pumps  for  same. 

Colls  Of  Tube,  for  boiling  and  evaporating  by  steam  or  hot  water. 

Tayere  Colls,  for  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  and  sped- 
flcations  sent. 

Oonble  Kettles,  tbr  steam  boiling  and  evaporating,  and  cooking  by  steam. 

DrylnffT  Closets,  heated  by  steam ;  Wash  Houses  and  Steam  arrangements 
for  Public  Institutions  and  Private  Dwellings. 

W^armlBir  And  Yentllatlngr  Steam  apparatus  of  the  most  approved  plani, 
for  i^actories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  &c.; 
constructed  and  adapted  to  the  buildings  to  be  warmed. 

Dot  W^ater  Apparatus;  Tasker's  Patent  Self-Begulating  Hot  Water 
Apparatus,  for  Private  Dwellings,  School  Houses,  Hospitals,  Green  Houses,  &c 

Iron  and  Brass  Castlnsv^  of  every  description. 

Qao  W^ork  .Castings:  Retorts  and  Bench  Castings  for  Coal  Gkis  Works; 
Street  31ains,  Bends,  Branches,  Drips,  Lamp-posts,  Lanterns,  &c. 

Rosin  Gas  Apparatus,  for  Factories,  Public  Buildings,  Hospitals,  and 
Private  Dwellings. 

Green  House  Pipes  and  Boilers ;  Fire  Doors  and  Frames,  Hot  W*te 
Pipes  foft  Foroing  Beds,  Pineries,  Garden  Boilers,  &c. 

Cblumns,  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe.  ^ 

Batll  Tubs,  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet 
arrangements. 

terovrlns  Blaclllnes,  Drill  stocks,  Stocks  and  Dies,  Taps,  Reamers, 
Brills,  Pipe  l^angs,  and  a  general  assortqsent.of  Gas  and  Steam  Fitters'  Tools  and 
Hateriala. 

W^ORKS,  8.  Fiftli,  between  Tasker  and  morris  Sts., 
WARES-HOUSE  It  OFFICE,  309  8.  Tbird  St.,  Ptaila. 

OTKimteM  MQXBI8,  0HA8.  WHBBLBB, 

TEO&  T.  T A80B,  Jr,  HEVBT  (I.  XOBSIB.  8.  P.  X.  TABXSft. 
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M.  ^v.  BAiuD^wnsr  &  CO., 


Manafactore  Locohotivs  Enoinss»  of  the  most  approved  oonstraction,  and 
perfect  adaptaUon  to  all  the  rariety  of  cij^ctunstanoes  ander  whioh'  tbej  can  be 
usefallj  employed ;  ranging  in  weight  from  ten  to  thtrty-siz  tone,  and  asing  one- 
half,  two-thirds,  three-fourths,  or  the  whole  weight* for  adhesion,  as  the  grade  of 
the  road,  or  business  to  be  done,  may  render  desirable  or  necessary. 
Patterns  of  various  sites  of  each  of  the  following  plans,  vis: 
t^lan  A  and  B,  1  pair  drivers  and  trucks,  for  Passenger  business  exclusively. 
"     C  2        ••  "  ".        or  Freight  business. 

'*     D  3       ••  "  }.  for  Freight  business  exclusively. 

!•     E  4       «  '*  j 

The  D  and  E  plans  are  particularly  adapted  to  roads  having  heavy  grades  and 
abrupt  curves-  The  temporary  track  connecting  the  Eastern  and  Western  divi- 
aions  of  the  Virginia  Central  Railroad,  having  grades  of  295  feet  rise  per  mile,  and 
curves  of  300  feet  radius,  has  been  successfully  worked  for  two  years  past  by  six* 
wheel  D  Engines  of  our  make. 

The  fMsUriaU  and  v^rkmanahip^  ^gkiency  and  durabUity,  economy  o//ud  and  re- 
pairs f  are  guaranteed  equal  to  any  other  engines  in  use. 


FOB 


PBACnCAL  &  AKALYTIC  AL  CHEMISTET, 

Chant  Street,  Tenth  Street  below  MarUet, 

(RMf  of  St.  Stephen's  Cbareh,) 


ESTABLISHED  IN  1836. 


Instruction  given  in  CHEMISTRY,  MINERALOGY,  and  GEOLOGY,  by  LEO* 
TURES  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TORES,  AND  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters,  and  articles  of  commerce 
aad  manufacture*    Opinions  given  oa  chemical  questions. 

BOmm  It  OARRfiTT* 

Jambs  0.  Bootb, 
Thqi(as  H.  Garritt. 

■-*■'■■■  — - — - — - —      ■  '■     ■— ■ '  ■■       — — —  ■    ■  ■■      "— 

SAMXTEL    McELBOY, 

8ttrv^8  and  Plans  mode  in  all  departments  of  Construction.  Special  attentio^ 
paid  to  Water  Works,  with  or  without  pumping  supply, 

SOX  ;i3e»  p*  Oo 
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TURNER  HAMILTON, 

(late  janitor  rBANKLIN  INftTITUTK,) 

BOOK-BINDER, 

AND 

PERIODICAL  DEALER, 

ASSEMBLY  BUILDING, 
Ho.  106  SOUTH  TENTH  STBEET« 

PHILADELPHIA. 

KASE  CHEIQCALS  AND  HHIEBALS. 

Bwudt,  (Vanadium  clay)  Selenium,  in  Cavill 

Oadmiumy  Metallic  Tellurium,  Ores  of 

Cidmium,  Oxides  of  Tellurium^  in  Cavill 

Gaesinm,  Cfhlorate,  pure  Terbium,  Oxide  of 

Cerium,  Oxides  of  Titanium,  Metallic 

Chromium,  Metallic  Titanic  Acid| 

Cobaltum,  Oxides  of  Thallium,  and  Oxides  of 

Didym,  Oxides  of  Thorium,  Oxide  of 

Irbium,  Oxide  of  Uranium.  Ore  of 

Iridium,  Metallic,  pure  Uranium,  Oxides  of 

Lanthan,  Oxides  of  Vanadium  Iron, 

Lithion,  Oxides  of  Vadanic  Acid, 

Kolybdenium,  MetalliCi  pure  Vanasate  of  Ammonia, 

Onnium,  Wolframium,  Metallic 

Palladium,  Metallic  Wolframic  Add, 

Bhodinm,  Yttainm,  Oxides  of 

Bnbidium,  Chlorat  Zirconium,  Metallic  and  Oxides  of 

Bathenium, 

Imported  \o  order  on  moderate  terms  by 

A.    8CHELLER, 

Care  qf(ke  (Office  Ammcan  Drnff^i  Cfitouhu% 

,  New  Toiui. 
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TO  IRON  MANUFACTUREirS. 


NASMYTH'S 


DIRECT  ACTlNa 


(MiRRiGK  &  Sons,  Sole  Manufacturers  in  tbs  United  States.) 
^  The  nndersigned  call  the  attention  of  Iron  Manufacturers  to  the  superior  quali- 
ties of  the  Nasmvth  Steam  Hammer,  fur  makine  heavy  and  light  forgings,  ham* 
mering  blooms,  &c.;  many  improvements  in  which  have  of  late  years  been  intro- 
duced in  the  detail  of  eonstruetion,  rendering  them  very  reliable  and  efficient 

Besides  the  form  of  frames  shown  in  the  wood  cut,  (which  is  most  employed,) 
these  hammers  are  made  with  single  overhanging  frame,  giving  access  to  tne  anvil 
on  three  sides,  and  on  the  larger  sizes  (50  cwt  and  upwards)  the  side  frames  m^j 
be  forked  and  open  at  the  base,  allowing  access  to  the  anvil  in  all  directions. 

When  desired,  all  sizes  are  made  double  acting,  so  that  steam  may  be  used  to 
increase  the  blow.  In  this  case  the  hammer  may  be  instantly  converted  into  i^ 
single  acting,  by  the  movement  of  a  handle. 

All  hammers,  when  single  acting,  have  the  effect  of  a  high  fall  increased  by  the 
compression  of  air  above  the  piston.  This  device  also  prevents  breakage  of  the 
parts  bv  the  use  of  steam  of  too  high  a  pressure. 

The  force  and  rapidity  of  blow  may  be  instantly  modified,  or  the  hammer  maj 
be  arrested  in  descent  at  any  point.    The  following  sizes  are  made,  viz: 


Wt.  of  Ram. 

Height  of  Fall. 

Wt.  of  Anvil. 

Wt.  fat  Shipment. 

Cwt. 

1  ft.  6  Ins.  to 

Lbs. 

Lbs.incld'ffanTn. 
0,600  to  7.600 

6 

2  ft.  6  Ins. 

Ft.  in. 

Lbs.excld*ganTil. 

10 

8  4 

7,000 

0,860 

1« 

84 

0.000 

10,860 

20 

15.2U0 

16,000 

86 

16,200 

16,800 

40 

20,000 

29.000 

60 

23,000 

88,600 

80 

12  tons. 

66,000 

100 

16    - 

100,000 

120 

18    ** 

120,000 

200 

10 

29    " 

188,000 

For  fctther  informttdeB,  terms,  and  prices,  (with  or  without  anvils,)  address 

MERRICK  &  SONS, 
Southwark  Foundry,  Philadelphia. 
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JOHN  VEXtSffSOV  &  SON, 

BOOKSELLERS  &  IMPORTERS, 

yb.  IHK  SOUTH  SEVENTH  STREET, 


TRSDGOLD  ON  THE  STSAH  ENGINE.  New  ed.,  reviged  by  WoodhouM. 
BT7BGH.— SLIDE  VALVE  PRACTICALLY  CONSIDERED. 

I>o.  PRACTICAL  RULES  POR  STEAM  ENGINES  AND  BOILERS. 

MOLBSWORTH.— POCKET-BOOK  OP  ENGINEERING  FORMULA. 
BOXTBNB.— RECENT  IMPROVEMENTS  IN  THE  STEAM  ENGINE. 

Bo.  STEAM  BOILERS  AND  MODERN  PRACTICE. 

KANKINE.— THE  STEAM  ENGINE  AND  PRIME . MOVERS. 
FI-ATTNER  &  MUSPRATT  ON  THE  BLOW-PIPE. 
RKBD— HISTORY  OF  SUGAR  AND  ITS  MANUFACTURE. 

_  —THE  PRACTICE  OF  HAND  TURNING. 

HANl>-i>OOK  OF  TURNING,  with  patterns  and  instructions  for  working  them. 
CX>IiBirRN  ON  STEAM  BOILER  EXPLOSIONS. 

I>o.  GAS  WORKS  OF  LONDON. 

Do.  HEAT,  COMBUSTION  AND  VAPORIZATION. 

JAMXBSON.— MECHANICS  FOB  PRACTICAL  MEN. 
BBBNAN.—ABT  OF  WARMING  AND  VENTILATING. 
TUBNBULL.— PBACTICAL  TREATISE  ON  STRENGTH  OF  TIMBER. 
PAGBT  ON  WEAR  AND  TEAR  OP  STEAM  BOILERS. 
BOTiyS  NAVAL  CADET'S  MANUAL. 

DBIiAMATTEB'S  ANCIENT,  MODERN,  ILLUMINATED,  ALPHABETS. 
-WBAUB'S  BUDIMENTABY  and  EDUCATIONAL  SERIES,  always  in  stock. 
GATAXOOUB  OF  "CLASSICAL  WORKS'*  and  "AMERICAN  HISTORY" 

BBOBNTLY  PUBLISHED. 


J.  P.  k  8.  beg  leave  to  call  the  attention  of  book-buyers  to  their 
stoek  of  CLASSICAL,  ENGLISH,  FRENCH,  ITALIAN,  and 
SPAITISH  BOOKS,  including  a  good  assortment  of  French  books 
for  the  use  of  Schools. 

Books  imported  to  order  from  England,  France,  and  Germany,  by 
ererj  steamer. 

Specially  imported  for  Colleges,  Societies*  and  Schools,  free  of  duty. 

Catalogues  received  and  bids  transmitted  for  books  to  be  sold  at 
anetioD  in  Europe. 

Subscriptions  effected  and  the  publications  received  for  American 
members  at  Foreign  Societies. 

All  orders  for  American  publications  promptly  executed. 
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Contents  for  July,  1866. 

CIVIL  AND  MECHANICAL  ENGINEERING. 

Grain  Slevaton,  Cleaner^,  and  Dryers.  By  Alfred  P.  Boiler,  Civ.  Eng 

Anchors  and  Chains  of  8ail  and  Steam  Vessels. — Their  weight,  dimensions,  and 

lengths.  By  Chas.  H.  Haswell,  Engineer 

Cambered  Bridge  ©a.  The  Arch.  By  De  Volson  Wood,  Prof.  Civ.  Eng 

Formulas  for  obtaining  Strains  on  the  several  parts  of  Girders  and  B00&.  By 

Alfred  A.  Langley,  Civ.  Eng 

Comparison  of  the  Actual  and  Effective  Area  of  Exhaust  Openings.  By  Fred. 

J.  Blade « 

Portland  Cement.  By  M.  Leblanc 

MECHANICS,  PHYSICS.  AND  CHEMISTRY. 

A  Powerful  Source  of  Artificial  Light.  By  Wm.  H.  Harrison 

On  a  Convenient  Process  for  Preparing  Oxygen.  By  M.  Fleetmann 

Chemistry  of  Gas  Lighting.  By  Dr.  Letheby .' 

Scientific  Experiments  in  Balloons.  By  James  Glaisher 

Paraselan^ 

MiacsLLANiss. — Cast  Iron,  M.  Gaudin :  New  Mortar,  by  Dr.  Artus,  62 — De- 
tection of  Adul  teration  of  Oils,  58— Lead  Poisoning:  New  Flying  Ship,  54 — 
Coal-bricks :  Cheap  Electric  Battery,  by  M.  Gerardin  :  Aurora  Borealis,  by 
M.  E.  Benou,  55-Mortars  for  Marine  Constructions,  by  M.  Poirel :  The  Secu- 
lar Acceleration  of  the  Motion  of  the  Moon,  by  La  Place,  66 — Water-proof 
Packing  Paper,  67 — Chlorophylle,  by  M.  Fremy:  Substitute  for  Nicol's 
Prism,  by  MM.  Hartnack  and  Prazmowski :  New  Magnets,  by  Mr,  Gries,  58. 

FRANKLIN  INSTITUTE. 

Proceedings  of  the  Stated  Monthly  Meeting,  June  20,  1866  

Secretary's  Report  on  Novelties  in  Science  and  Arts : 

Engineering  Works. —  Water  Supply  of  Paris,  59 — Hydraulic  Lift  Graving 
Docks :  A  Large  Iron  Suspension  Bridge,  60 — Calculator,  by  C.  W.  Pe&le, 
61 — Traction  Engines  and  Locomotives,  by  T.  Krausch :  Utilization  of 
Coal  Waste,  62. 

PhyiicM, — ^New  Photographic  Lens,  by  J.  Zentmayer,  68 — A  Series  of  Draw- 
ings on  Glass :  A  Series  of  large  Photographs  of  Microscopic  Objects:  An 
Arrangement  of  Glass  Tanks,  66— The  Yellow  Light  from  Soda  Glass: 
The  Spectrum  of  Sirius :  The  Spectrum  of  a  Orionis :  The  great  Nebula 
in  Orion,  69 — Enlargement  of  Prof.  Piazzi  Smyth's  Photographs  of  the 
Pyramids :  A  Kaleidoscope  for  the  Magic  Lantern :  A  New  Galvanic 
Battery,  by  M.  Gerardin :  Process  for  Making  Transparent  Paper :  Pro- 
cess for  Coating  Iron  with  Copper,  68. 

Chemistry. —'Biemovhl  of  Hypo-sulphite  of  Soda  from  Photographic  Prints : 

The  Defecation  of  Sugar  by  Hydro-fluoric  Acid :  A  New  Filter  for  Biver 

Water,  68 — Platinum  may  be  Purified :  An  Amalgam  of  Magnesium,  69. 

On  the  Connexion  between  the  Dead  Sea  and  the  Red  Sea.  By  J.  W.  Nys- 

trom,  Esq 6^ 

Meteorology  of  Philadelphia  for  May,  1866.  By  J.  A.  Kirkpatrick,  A.  M Ttj 
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FRANKLIN  INSTITUTE 

OF  THE  STATE  OF  PENNSYLVANIA, 

FOR  THE  PROMOTION  OF  THE  MECHANIC  ARTS. 

DEVOTED  TO 

MECHANICAL  AND  PHYSICAL  SCIENCE, 
Civil  Zngineering,  fhe  Arts  and  Mvm&ctiiret. 


BDklTSD  HT 
PROF«  JrOV9l  F.  FRAEVHy 

AmUed  hy  the  Committee  m  PvJblicaticns  of  the  Frcmhlm  Jn^itute. 
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IMPORTANT  AND  VALUABLE 

MINING   AND   SCIENTIFIC   WORKS 

POR  SALE   BY 

D.    VAN    NOSTRAND, 

So*  199  Broadway,  New  York. 

KiNQ.—LessoDR  and  Practical  Notes  on  the  Steam  Engine.    By  W.  H.  King, 
U.  S.  N.  1  vol.,  8vo.,  cloth,  $2-00. 

Ward.— Steam  for  the  Million ;  a  Popular  Treatise  on  Steam,  &c.   By  J.  H. 
Ward,  U.  S.  N.   I  vol.  8vo.,  cloth,  $1-00. 

Stillman.— The  Steam  Engine  Indicator  and  Improved  Manometer.    By  Paul 
Stillman      2d  ed.  1  vol.,  12mo.,  cloth,  $1*00. 
Scientific  Rscord  of  the  Great  Expedition,  1862.    1  vol.,  4to.,  cloth. 
IsHER WOOD.— Researches  in  Steam  Engineering.     Vol.  1,  half  mo.,  4to. 
Statz&  Ungewitter.— The  Gothic  Model  Book.  Finely  Illustrated.  1  vol.,  folio 
MiNiriE's  Mechanical  Drawing  Book.     I  vol.,  cloth,  $400. 
MiNiFis's  Geometrical  Drawing  Book.  1  vol.,  half  mo.,  Sl'50. 
HoLLEY.— American  and  European  Railway  Practice.  Illustrated.  1  vol.,  4to.y 
cloth.  $12-00. 
McGuLLoCH.— Sugar  and  Hydrometers.    (Scarce.)    I  vol.,  8vo.,  half  mo. 
NiccoL. — Essays  on  Sugar  and  Treatise  on  Sugar  Refining.    1  vol.  Illastrated. 
Burgh. — Treatise  on  Sugar  Machinerv.    1  vol.,  4to.,  cloth.  Illustrated. 
Hodge's  Construction  of  the  Great  victoria  Bridge.  I  vol.  Text.  Illustrated 
folio,  and  one  plate  imp.  folio,  cloth« 

Fairbairn.— Brittania  and  Conway  Tuhular  Bridges.  1  vol.,  8vo.,  half  mo., 
plates. 

Clark  &  STBPHSNSON.—Brittania  and  Conway  Tuhular  Bridges.  2  vols.,  text, 
8vo.,  and  one  plates  imp.  folio,  cloth. 

Stewart. — ^The  Mineral  Resources  of  the  Pacific  States  and  Territories.  8vo., 
paper,  25  cents. 

Bourne's  Hand  Book  of  the  Steam  Engine,  Constituting  a  Kev  to  the  Catechism 
of  the  Steam  Engine.  Illustrated  hy  Sixty-seven  Wood-cuts  and  Numerous  Tables* 
1  vol.,  12mo.,  cloth,  $2*00. 

Wallace. — Laws  which  Regulate  the  Depositions  of  Lead  Ore  in  Veins.  1  vol., 
8vo. 
Phillip's  Records  of  Mining  and  Metallurgy.    1  vol.  Illustrated. 
Stuart's  Naval  and  Mail  Steamers.    1  vol.,  4to.,  $12*00. 
Ward's  Mexico.    2  vols.,  8vo.  and  Atlas.     (Scarce.) 
Pacific  Railroad  Report.     13  vols.,  4to.,  plates. 
Mexican  Boundary  Survey.    3  vols.,  4to.,  plates. 
Emory's  Report  on  Mexico  and  California.    I  vol.,  8vo., 
Brandz  Mayer's  Mexico.    2  vols.,  8vo. 
Ive's  Report  on  the  Colorado  River.    I  vol.,  4to. 
Owen's  Geologv  of  Arkansas.    2  vols.,  8vo 
Jackson.— Geolo^  of  Maine.    2  vols,  and  Atlas,  paper. 
Geology  of  New  York.    3  vols.,  8vo.,  half  roan.     (Scarce.) 
Sqeppard. — Geological  Survey  of  Connecticut.    1  vol.,  paper.    (Scarce.) 
Geological  Report  of  New  Jersey.    1  vol.,  8vo.,  cloth.    (Scarce.) 
Hitchcock.— Geology  of  Massachusetts.     1  vol.,  colored  Plates. 
London  Artisan.— A  Complete  Set  from  vol.  1,  (1843,)  to  vol.  14,  (1862.)    Half 
calf.     (Also,  back  vffumes  in  cloth  binding  and  single  numbers  can  be  supplied.^ 
Bourns.— Drawings  of  the  London  and  Birmingham  Railway.   1  vol.,  folio,  half 
Russia. 

Gilmorb's  Treatise  on  Limes,  Hydraulic  Cements,  and  Mortars.    1  vol..  8vo. 
$4-00. 
Scoffern's  Useful  Metals  and  their  Alloys.    1  vol.,  8vo. 
Machinery  or  the  Nineteenth  Century.     1  vol.    Text*   4to.  and  plates, 
folio,  half  mo. 
Pierce's  Physical  and  Celestial  Mechanics.    1  vol.,  4to.,  cloth,  $10  00. 
Schaffnee,— The  Telegraph  ManuaL    The  History  and  Description  of  tb« 
Semaphorio,  Electric,  and  MMpietic  Telegraph.    1  vol.,  8vo.,  625  illus.,  cloth. 
Baetol's  Marine  Boilenu    iToLt  8vo.,  eloth. 
Hollbt's Ordnanoe  and  Armori  948 pages  and  493  iUoEt^tiona. (Half  loaa 


LABORATORY 


FOR  THB 


ANALYSIS  OF  COALS,  GASES,  &c. 


Especial  attention  given  to  the  Analysis  of  Coals,  and  the 
determination  of  their  fitness  for  the  production  of  Gas,  or 
for  use  in  Smelting,  or  for  Steam  purposes. 

Heating  power  expressed  in  value  of  best  hard  and  soft 
coals  in  the  market. 

ALSO, 

GAS  ENGINEERING  AND  COMMISSION  AGENCY, 

For  procuring  Coals,  Castings,  Fire-Brick  and  Tile ;  and  all 
other  materials  for  the  construction  and  repairing  of  Gas 
Worses. 

FOR  THE 

SELECTION  AND  PREPARATION  OF  COAL  FOR  ANALYSIS. 


In  the  selection  of  samples  of  Coal  for  analytical  examination,  take  the  samples 
as  far  from  oat-crop  as  possible,  with  specimens  from  the  centre,  top,  and  bottom 
of  vein. 

It  is  well  to  collect  several  hundred  pounds  indiscriminately,  and  have  it  broken 
fine,  and  thoroughly  intermixed ;  from  this  mass  take,  say  50  pounds,  and  grind 
it  to  a  coarse  powder ;  mix  thoroughly,  and  weigh  out  five  pounds,  which  trans- 
mit for  analysis. 

Accompanying  each  sample  should  be  a  lump  specimen,  (say  i  &>.,)  ^^om  oenttt 
and  sides  of  vein. 

Care  should  be  taken  to  include  an  average  amount  of  pyrites,  or  other  impurity 
occurring  in  the  Coal. 

A  memorandum  should  accompan^y  coal  intended  for  an  especial  purpose,  and 
the  examination  will  be  directed  to  its  suitability  for  such  purpose. 


Dr.  GHABLES  M.  GBESSON, 

417  WALiniT  STREET, 

PHILADELPHIA, 

Digitized  by  VjOOQIC 


OEESSON'S 


GAS 
REGULATOR. 


PHILADELPniA. 


We  would  call  attention  to  a  new  GAS  REGULATOR,  invented  by  Dr. 
CUAS.  M.  CRESSON,  (late  Managing  Engineer  of  the  Philadelphia  Gas  Works,) 
possessing  great  delicacy  of  adjustment,  by  the  use  of  a  peculiar  form  of  valve 
and  gas  holder,  governing  accurately  a  single  light,  with  a  capacity  to  pass  gas 
enough  for  the  full  number  of  lights,  and  tne  ability  within  the  instrument  itself 
to  increase  the  pressure,  when  the  greater  quantity  of  gas  is  required. 

Among  the  peculiar  advantages  of  this  Regulator,  that  make  it  preferable  to 
instruments  ot  more  contracted  size*  which  rec^uire  the  use  of  Mercury  or  Flexible 
diaphragms,  the  following  deserve  especial  notice : 

First — The  free  motion  of  the  regulating  valve  through  considerable  space, 
gives  it  greater  delicacy  of  adjustment,  and  a  wider  range  of  consumption  in  a 
single  instrument,  than  is  possible  with  other  forms. 

Second,^^The  fluid  seal  of  Glycerine  used  in  this  Regulator  avoids  the  dangers 
resulting  in  other  forms,  from  the  unwholesome  vapors  of  Mercury,  which,  passing 
off  with  the  Gasj  are  disseminated  throughout  the  rooms  in  which  it  is  burned, 
subjecting  the  occupants  to  all  the  deUterious  effects  of  Mercury  upon  the  human 
fivstem,  and  especially  upon  the  lungs  and  sktn^  when  it  is  thus  diffused  as  vapor, 
'fbe  accidental  overflow  of  Mercury  from  these  mercurial  seals  has  often  injured 
valuable  gas  meters,  the  cost  of  which  has  necessarily  been  charged  to  the 
consumer.  * 

Where  the  use  of  Mercury  in  Regulators  is  avoided  by  the  substitution  of  a 
flexible  diaphragm^  the  resulting  difficulties  are  also  numerous ;  one  is  the  liability 
to  leakage  2JiA  explosion  oi  g9A  \  another,  the  loss  of  flexibility  and  consequent 
inefficiency  by  a^e  and  exposure  to  cold ;  and  thirdly,  the  inherent  vice  of  want 
of  delicacy  of  adjustment  and  range  of  action. 

To  remedy  these  faults,  the  "  Cresson  Regulator  "  was  invented,  and  wherever 
introduced  it  has  given  the  greatest  satisfaction,  always  producing  a  steady  light, 
and  regular  consumption,  with  a  saving  of  from  tweniy  to  ilUriy  per  cent,  in 
amount  of  gas  consumed. 

Ldiers  Patent  have  been  granted  for  this  Regulator,  both  in  the  United  States 
and  England.  It  is  manufactured  by  the  *'  AMERICAN  METER  COMPANY,'' 
of  New  York,  Philadelphia,  and  Boston,  for  us  alone,  and  for  sale,  wholesale 
and  retail,  at  our  ware-house  in  this  city,  where  aljl  orders  and  letters  should  be 
addressed. 

The  fbUowing  is  an  extract  from  the  Journal  of  the  Franklin  Institute^  dated  Oct. 
18, 1865 :  "An  experimental  trial  was  then  made  as  to  the  quantity  of  gas  consumed 
by  the  burners  when  under  regulation  to  their  maximum  economy,  and  also  the 
amount  consumed  by  the  same  burners  when  subjected  to  the  ordinary  variations 
of  street  pressure. 

"  The  result  showed  that,  with  the  Regulator  there  was  uniformly  78  cubic 
feet  of  gas  per  hour  consumed,  being  an  average  of  3  7-10  cubic  feet  per  burner ; 
whilst  without  the  Regulator,  the  same  burners  consumed  from  106  to  140  cubic 
feet  per  hour,  the  average  being  126  cubic  feet,  or  6  feet  per  hour  to  each  burner.'^ 


FAIRBANKS  &  ZSWING, 

YIO  CHESTSVT  STBEET. 


A  NEW  WORK  ON  STEAM  ENGINEERING. 


JUST  PUBLISHED, 
fiZFERZMENTAL  RfiSBARCRBS 

IN 

STEAM   ENGINEERING, 

By  B.  F.  ISHERWOOD,  Chief  Eng.  U.  S.  Navy: 

CHIBT  or  THX  BUREAU  Of  BTEAM  BNGIXEERINa, 
NAVY   DEPARTMENT: 

Made  principally  to  aid  in  ascertaining  the  comparatiye  economic  efficiency  of 
SUafi^  used  with  different  meamrea  of  expansion ;  and  the  absolute  oost  of  tiie 
power  obtained  therefrom  in  weights  of  Fud  and  Steam, 

The  causes  and  quantities  of  the  eondcnsaiions  in  the  Cylinder ;  the  eoonomio 
effect  of  steam-jacketing,  and  tteam  superheating,  and  of  yarious  proportions  of 
Cylinda'  capacity  for  the  same  weight  of  Steam  used  per  stroke  of  piston. 

The  economic  and  absolute  evaporative  efficiencies  of  Boilers  of  different  types 
and  proportions.  The  comparatiye  calorific  vdlttes  of  different  Coals  as  steam 
generators.   The  performance  of  United  States  War  Screw  Steamers,  &c.,  &o*,  &c. 

THE  WHOLE  BEING 

OEXaiNAL  MATTEB,  C01CF08EI)  OF  EZTENSIYE  EXFEBIKEKTS  KADE  BY  THE 

U.S.   ]fA¥¥  DEPARTJIIEliT^ 

ILLUSTBATED    BY    STEEL    PLATES. 

TWO    VOLUMES. 

1863-65. 


PRIOE-Vol.  1,  SlO.    Vol.  3.  $15. 


WILLIAM  HAMILTON, 

HALIi  OF  THE  FRANKLIN  INSTITUTE,  PHILADELPHIA. 
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^PH  IIjADEI-PHTA: 
THREfi  SQUARBS  WEST  OF  THB  OLD  STAND. 

B.  FRANK  PALMER, 

Surgeon-Artist  to  the  Medical  Colleges  and  Hospitals, 
Author  of  New  Bnles  for  Amputations,  Inventor  of  the 
Palmer  Arm,  Leg,  &c«, 

HAS  REMOVED 

TO 

Mo.  1S09  Chestnat  St.,  Pbtladelplila— 1009« 

This  Eatabliehment  (ereoted  at  great  expense  for  the  busiBess)  combines  every 
pOMiible  comfort  and  facility  for  Surgico-Artistic  operations. 

The  Proprietor  will  devote  his  perBonal  attention  to  the  Profession  at  this  house, 
snd  construct  the  PALMER  LIMBS,  (under  the  New  Patents,)  in  vmtxampled 
perfedion.  Thousands  of  these  Limbs  are  worn,  (though  few  are  suspected.)  and  a 
plazy  oigofd  and  silver  medals  (fifty  *'  First  Prices, ''  won  over  all  competition, 
in  the  principal  cities  of  the  world,)  attests  the  public  value  of  these  Inventions. 
AM  genuine  Hands,  Arms,  Feet,  and  Legs  have  the  name  of  the  invenior  affixed. 

Pamphlets  which  contain  the  New  Rules  for  Amputations,  and  full  information 
bf  persons  in  v^nt  of  limbs,  sent  free  to  applicants,  by  mail  or  otherwise. 

The  attention  of  Surgeons,  Physicians,  and  all  persons  interested,  is  most  r^ 
•pectfuUy  solicited. 

AU  former  partnerships  have  expired  by  limitation.    Address, 

B.  niANE  PALMEB,  Surgeon-Artist, 

1609  CHESTIWT  ST.,  Plilladelplila. 


SEAMLESS  BRASS  TUBES 

AKD 

SEAMLESS  COPPER  TUBES, 

» 

FOR 

Locomotiye,  Marine,  and  Stationary  Boilers, 


BOSTON,   MASS. 

JOSEPH  H.  COTTON,  Treasurer,  No.  105  Slate  Street. 
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The  Journal  of  the  Franklin  Institute 

18  PUBLISHED  ON  THE  FIRST  OF  EACH  MONTH, 
AT  FITE  DOLLIM  FEE  ANKOH  FOE  ONE  COPT. 

Pajrabl*   on    the    completion    of  ilio    ■Ixth    Numbor* 

The  Journal  will  be  delivered  free  of  PoaU^  when  the  flvbscription  is  paid  in 
adtanoe. 

Cknrnnunieationa  and  letters  on  bueiness  muet  be  directed  to  tbs  Actuary  of  thk 
Fbakklin  Ivstitute,  Philadblphia,  the  poetage  paid. 


The  Journal  can  also  be  obtained  from  the  following: 

JAMES  MILLER,  City  of  New  York. 

DAVID  Q.  FRAVCIS,  .*        « 

JOHN  WILEY  Sf  SON,         - 

D.  VANNOSTHAND,  « 

W.  C.  LITTLE  6f  CO.,  Albany,  New  York. 

CROSBY^  AIN8W0RTH,  Boston.  MaeeaehueetU. 

LITTLE,  BROWN  A  CO., 

A.  WILLIAMS  4-  CO., 

JOHN  a  DOW  A  CO.,  Latorenee,  " 

JOHN.  R.  WALSH,  Ckitago,  liiinoh. 

P.  TAYLOR,  Waskimgton,  District  of  Columbia. 

GEORGE  H.  BELL,  San  Francisco^  California. 

Porw.- HECTOR  BOSSANOE  &  SON,  11  Qua!  Voluire,!  ^^.  _„  .-thoriMd 
LofMfofi^EIYES  dc  MACEV,  61  King  William  Street.        ^  ^  ""^ 

to  reoeiTo  ■ubacriptiooa  and  to  make  exchangee  for  periodicals  devoted  to  the  Aru  end 

•cieneee* 

A.  S-A.FE  STE^M   BOILEH. 


The  Subscriber  i$  prepared  to  receive  orden  for  the 

''HARRISON  STEAM  BOILER," 

IN  SIZES  TO  SUIT  PURCHASERS. 

The  attention  of  Manufacturers  and  others  is  called  to  the  new  Steam  Gsnbra- 
tOB,  as  combining  essential  advantages  in  absolute  safety  from  destructive  ezplo- 
aion,  first  cost  and  durability,  economy  of  fuel,  facility  of  cleaning  and  transporta- 
tion, &c.,  Ac,  not  possessed  by  any  boiler  now  in  use. 

These  boilers  may  be  seen  in  daily  operation,  driving  the  extensive  works  of 
Messrs.  Wu.  Sellers  &  Co.,  Sixteenth  and  Hamilton  Streets;  atS.  W.  Cattell's 
Yacvort,  Spruce  Street,  Scbu^  ^Idll ;  and  at  Garbkd^s  Trehoitt  Mill,  Fnuikfbtd. 

MMBEra   HARRISOJV,  Jr., 

K.  E.  Cor.  of  Market  and  Juniper  Sts.,  (Penn  Square,) 
*  Pbiladblphia* 
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Til  fiUAT  AXEUCIN  Allp  lOBKiei 

PATENT  AGENCY  OFFICES 

or 

MESSES.  HUNN  ft  COMPAKT. 


Mmsrs.  Mdnn  k  Co.,  Editors  and  Proprietors  of  the  Scientific  American,  are 
conducting  the  most  successfal  Agbnct  for  securing  the  Riodts  of  Inventors  to 
be  foond  in  the  United  States.  Thej  have  been  personally  familiar  with  the  pro- 
gress of  Invention  and  Discovery  for  the  past  sixteen  years,  and  have  prepared 
and  conducted  within  this  period  more  Patent  cases  than  any  other  Aqenct  in 
TBB  World.  As  an  evidence  of  the  confidence  reposed  in  their  ability  and 
integrity,  they  may  with  propriety  refer  to  the  extraordinary^  fact  that  over  two 
THOUSAND  PATENTS  have  issued  to  their  clients  during  the  brief  space  of  only  two 
TEARS ;  ^and  during  the  same  period  they  have  examined,  through  their  emcient 
Branch  Office  in  Washington,  into  the  novelty  of  about  three  thousand  Inventione^ 
thus  affording  to  them  a  knowledge  of  the  contents  of  the  Patent  Office  unrivaled 
by  any  existing  Agency.  Not  only  this,  but  more  than  one-half  of  all  the  Patents 
secured  by  American  citizens  in  European  countries  are  taken  through  Munn  A 
Co.'a  Agencies  in  London,  Paris,  Brussels,  Berlin,  and  Vienna. 

A  Manual  of  Advice  H€W  tt  secure  American  and  Foreign  PatenU  will  b« 
sent,  free  of  charge,  to  all  who  may  wish  for  them.  Messrs.  Munn  &  CiO.'s  prin- 
cipal Offices  in  New  York  are  removed  from  1 28  Fulton  Street,  to  the  spacious 
rooms  in  the  new  Park  Buildings,  Nos.  37  Park  Row,  eastern  side  of  the  City  Hall 
Park,  and  145  Nassau  Street,  where  all  communications  should  be  addressed,  and 
where  Inventors  are  cordially  invited  to  call  whenever  they  visit  the  city.  Their 
Branch  Office  in  Washington  City  is  on  the  corner  of  F  and  Seventh  Streets,  di- 
rectly opposite  the  Patent  Office.  Munn  &  Co.  refer  by  permission  to  Hon.  J. 
Holt,  Hon.  C.  Mason,  and  Hon.  W.  D.  Bishop,  Ex-Commissioners  of  Patents,  and 
to  over  TEN  THOUSAND  luventors  in  the  United  States  whose  papers  have  been 
prepared  and  prosecoted  through  their  Agency, 

Address, 

MTJNN   Sd   CO., 
No.  37  Park  Row,  New  York  City. 

JOURNAL  OF  THE  FRANKLIN  INSTITUTE. 


Edited  by  Prof,  John  F,  Frazer^  and  published  by  the  Instiiuie  at  their  Hall. 
This  Journal,  devoted  to  Mechanical  aki>  Physical  Science,  Civil  En* 

QINEKEINO,  the  AbTS  AND   MANUFACTURES,  and  the  PrOCEEDINOS  OV  THE  InSTI* 

TUTE,  is  published  in  monthly  numbers  of  72  pages  each,  forming  two  volumes  per 
annum,  illustrated  by  engravings  and  wood  cuts,  when  required  to  explain  the 
nhjects. 

The  Journal  is  now  in  its  fortieth  year  of  publication,  and  has  become  a  standard 
vork  of  reference. 

Terme  of  Subscription. — Five  dollars  per  annum ;  payable  on  the  issue  of  the 
sixth  number.  When  the  fUll  subscription  (five  dollars^  is  paid  in  advance,  the 
numbers  will  be  sent  fees  of  fostaqb. 

CammunieaUons  and  letters  on  business  must  be  directed  to 

WILLIAM  HAMILTON,  Actuary 

Feanklin  Institute,  Philadelphia. 
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HENRY  HOWSON'S 
PHILADELPHIA  AGEKGT  FOB  PROCVIIM  FATBITS 

IN  THK 

UNITED  STATES  AND  EUROPE^ 

FOEREST  PLACE,  No.  123 J  SOUTH  FOURTH  STREET, 

PHILADELPHIA. 


AGKNCIBS  IN  LONDON,  EDINBURGH,  DUBLIN,  MANCHESTKB, 

PARIS,  BRUSSELS,  VIENNA,  LEIPSIC,  BERLIN, 

AND  OTHER  EUROPEAN  CITIES. 


H.  HowsoN  prepares  Specifications,  Drawings,  Deeds  of  Assignment,  conducts 
Interferences,  Appeals,  ApplicHtioas  for  Re-isaues,  Extensions,  &c.,  attends  to  the 
filing  of  Caveats,  Reports  as  to  the  Patentability  and  Utility  of  Inventions,  and 
also  acts  as  Consulting  Attorney  to  either  counsel,  plaintiff,  or  defendant,  in  suits 
at  law  respecting  Patents. 

As  H.  H.  visits  Washington  monthly,  he  is  prepared  to  take  charge  of  rejected 
applications,  and  argue  such  cases  before  the  Examiners  and  Commissioner,  thus 
saving  to  inventors  the  annoyance  and  expense  of  personal  visits  to  Washington. 

Burlington,  Iowa,  October  2,  1857. 

Dear  Sir:  I  take  this  occasion  to  state  to  you,  that  for  several  years  past  I 

have  been  acquainted  with  the  manner  in  which  you  have  conducted  your  business 

as  Patent  Solicitor.     This  has  always  been  highly  creditable  to  yourself,  and  satis- 

&ctory  to  the  Patent  Office.     Tou  understood  your  cases  well,  and  presented  them 

in  that  intelligible  form  which  generally  insures  success.     I  make  this  Certificate, 

in  hopes  that  it  may  be  serviceable  to  you  in  continuing  to  find  that  employment 

in  your  profession  to  which  your  industry,  intelligence,  and  courteous  bearing  so 

Justly  entitle  you. 

Tours,  very  truly, 

CH AS.  MASON,  Late  Cbmmisdoner  of  Patents, 
To  Hbnrt  Howsok,  Esq. 

DRAWING. 

rilHE  subscriber  would  respectfully  inform  his  friends  and  the  public,  that  he  con- 
I  tinues  to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPOGRA- 
falCAL,  and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and  WA- 
TER COLORS.  Day  and  Evening  Classes  at  the  office,  and  in:»tructions  given  in 
Schools  and  Pamilies.  Drawings  for  Patents  correctly  made,  and  Designs  furnished. 

JOHN  KERN, 
No.  229  North  Tenth  Street. 
REFERENCES. 
P.  F.  ROTHERMEL,  Esq.  WM.  HAMILTON^ 

D.  R.  ASHTON,  Esq.  Actuary  Frank.  Inst. 
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JOURNAL 


THE  FRAKKUN  INSTITUTE 

OP  THE  STATE  OP  PENNSYLVANIA, 

FOS  THI 

PROMOTION  OF  THE  MECHANIC  AUTS. 


AVCVST,   1866. 


CIVIL  AND  MECHANICAL  ENGINEERING. 


Jot  the  Jonraal  of  the  Fraokllii  loailfcato. 

Chrain  MevatorSy  Cleaners,  and  Dryers.  Bj  Alfred  P.  Bollbb,  G.  E. 

Continued  from  page  11. 

In  the  last  paper  a  general  description  was  given  of  permanent  ele- 
Tators  and  such  arrangements  in  connexion  with  them  as  are  at  pre- 
sent in  nse  for  cleaning  and  drying  grain.  It  now  remains  to  notice 
briefly  the  construction  and  operation  of  floating  elevators.  Before 
doing  so,  however,  it  will  be  interesting  to  see  what  progress  has  been 
made  in  constructing  bins  of  wrought  iron,  for  it  must  be  remembered 
that  this  department  of  construction  is  one  that  is  peculiarly  liable  to 
destruction  from  fire. 

We  believe  that  the  only  permanent  elevator  constructed  of  fire- 
proof material,  both  inside  and  out,  is  the  one  built  by  the  Pennsyl- 
vania Railroad  Company,  at  Philadelphia,  some  three  years  since.  Its 
capacity  is  450,000  bushels  of  grain,  and  receives  from  cars  only,  trans- 
ferring to  vessels  for  the  Euigpean  market  direct.  The  shell  of  the 
building  is  brick,  the  bins  themselves  being  high  boiler-plate  cylinders, 
twelve  feet  in  diameter,  resting  upon  parabolic  east  iron  girders  sup- 
ported upon  cast  iron  columns  ten  inches  in  diameter.  The  roof  is 
slated,  the  trusses  for  its  support  being  of  wrought  iron.  The  ware- 
house is  situated  some  distance  from  the  slip,  and  the  grain  is  carried 
to  the  vessel  upon  an  endless  canvas  belt,  protected  by  a  long  hollow 
box  through  which  it  passes.  A  considerable  amount  of  storage  room 

ToL.  LII.— THian  Ssbiis — ^No.  2.^AuoTrBT,  1866.  7 
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must  be  lost  from  the  cylindrical  construction  of  the  bins,  although  it 
is  a  very  strong  one. 

The  annexed  Plate  II,,  Fig.  8,  shows  an  isometrical  view  of  an  ar- 
rangement for  a  flre-proof  bin  proposed  by 
^Jf-  1-  the  writer,  which,  although  never  as  yet 

>^  <V—  P'*c^*<5ally  tried,  seems  to  promise,  with 

^  ^"^f^  simplicity  of  construction,  economy  of  ma- 

terial and  bin  space.  As  in  the  elevator  of 
the  Pennsylvania  Railroad  Company,  the 
bins  are  supported  upon  cast  iron  columns, 
but,  unlike  that  elevator,  the  plan  of  the 
bin  is  rectangular.  The  bottoms  of  bins 
rest  upon  heavy  rolled  Phoenix  beams,  the 
sides  are  sheets  of  boiler-plate  iron  riv- 
eted together,  and  the  intersections  are 
wrought  iron  Phoenix  cylinders  rolled  in 
four  segments.  Each  segment  has  broad 
lips  rolled  with  it,  so  that  all  four  may 
be  riveted  together,  and  also  to  the 
plates  forming  the  sides,  as  the  sketch 
plainly  illustrates.  When  the  bins  are 
high,  the  joinings  of  the  plates  forming 
the  sides  have  T-iron  riveted  upon  them 
the  proper  distance  up  in  order  to  ob- 
tain lateral  stiffness. 

The  annexed  figures  show  a  plan  and 
portion  of  elevation  of  one  of  these  bins,  and  how  the  boiler-plate  sheets 
are  introduced  between  the  lips  of  the  segments  where  they  are  se- 
cured by  riveting.  The  hopper-shaped  bottom  is  readily  formed  by 
using  either  cast  or  wrought  iron  cross  girders  made  in  the  proper  form, 
as  represented  in  the  isometrical  sketch. 

Floating  Elevators. — Several  attempts  have  been  made  to  build 
floating  elevators,  but  perhaps  the  most  successful  is  the  one  described 
as  Nimms  k  Clifford's  patent.  Two  of  these  have  been  built,  one  for 
the  Northern  Railroad,  to  be  used  at  Ogdensburg,  and  the  other  (the 
Dictator)  for  a  private  partv  in  Buffalo.  A  detailed  description  of  the 
latter  will  illustrate  fully  their  method  of  working. 

The  Dictator  is  a  propeller-built  vessel,  staunchly  built,  trenailed 
with  locust  and  galvanized  spikes.  She  is  furnished  with  all  modern 
improvements  with  that  class  of  vessels,  cabins  and  kitchen  complete. 
The  principal  dimensions  of  this  vessel  4re  as  follows : 

Length  over  all 144  feet        Width  over  all 26  feet. 

Depth  of  hold 12    «  Between  decks 8    •« 

Draft  of  water  when  loaded    18    *<  Tbicknees  of  sides 22  ins. 

Capacity  for  grain 16,600  hnshels;  equal  to  600  tons. 

Hwdmum  spMd 18  miles  per  hour. 

She  is  supplied  with  a  vertical  engine  having  a  20  X  22  inch  cylin- 
der, the  steam  being  supplied  from  two  boilers.  The  power  is  trans- 
mitted to  the  elevating  apparatus  by  means  of  the  propeller-ahafti 
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which  18  made  of  forged  iron  in  three  sections.  One  section  is  con- 
Bected  with  the  propeller,  one  section,  by  means  of  the  crank-arm,  to 
the  engine,  and  the  other  with  the  elevating  maohinerj.  Any  two  may 
be  thrown  in  and  out  of  gear  by  means  of  the  ordinary  clutch  coup- 
ling. The  annexed  diagram,  Fig.  2,  shows  the  arrangement  of  the  shaft- 
Fig.  2. 


I        ^ ^^ 


ing,  in  which  a  and  h  are  the  clutch  couplings  and  cd9b  yertical  shaft 
receiving  the  power  for  the  elevator. 

Plate  II.,  Fig.  1,  shows  the  transformation  of  motion  from  the  hori-» 
zontal  shafting  before  spoken  of  to  a  vertical  one  operating  the  elevat- 
ing; machinery ;  A  B  is  the  prolonged  shafting  from  the  propeller- wheel ; 
tf,  fly-wheel;^,  beveled  spur-gearing ;  g,  cross-bearer  for  supporting  shaft 
i;  M,  solid  timbers  forming  foundation  of  turn-table  bed.  Fig.  2  shows 
plan  and  elevation  of  turn-table  bed ;  ^  Y  is  the  line  of  the  upper  deck ; 
A  A,  &c.,  heavy  oak  posts  springing  from  the  timber  foundations  shown 
in  Fig.  1 ;  b,  segments  dove-tailed  into  posts  A.   The  posts  and  seg- 
ments are  further  secured  by  a  system  of  knee-bracing  strongly  bolted 
to  them,  as  shown  in  the  drawing;  dd  friction-rollers  upon  which  the 
tom-table  rests.    Fig.  8  shows  the  turn-table,  formed  of  heavy  oak 
segments  in  two  layers,  breaking-joint  and  the  heavy  frame-work  upon 
wmch  the  machinery  is  supported ;  an  end  view  and  section  through 
centre  are  also  given.    From  what  precedes,  the  turn-table  will  be 
readily  recognised  in  Fig.  4,  which  shows,  in  connexion  with  the  tum^ 
table,  the  arrangement  of  the  machinery  which  operates  it,  together 
with  a  portion  of  the  upper  frame-work  and  gearing,  the  receiving  hop- 
per, and  weigh-scales  room.   The  revolving  of  the  table  is  effected  by 
means  of  the  hand-brake,  a',  attached  to  the  compound  lever  a;  b'b' 
are  friction-wheels  of  hard  wood.  The  large  wheel  has  a  movable  centre, 
supported  on  the  lever  0^  which  lever  is  raised  from  the  floor  by  a  block 
of  oak  spiked  to  one  of  the  foundation  posts.  To  operate  the  turn-table, 
the  man  in  attendance  to  the  scales  room  turns  the  hand-brake,  which 
presses  the  larger  friction-wheel  against  the  smaller  one.   The  small 
vheel  is  attached  to  the  shaft  I,  (which  is  the  prolongation  of  I,  Fig.  1,) 
and  is  constantly  revolving.  Thus  the  shaft  of  the  larger  friction- wheel 
receives  motion,  and,  by  means  of  a  pinion  on  its  upper  extremity, 
works  on  the  rack  along  the  top  edge  of  the  turn-table,  which  rack 
18  a  semi-circumference  of  the  whole  table.   Upon  the  same  shaft  with 
the  smaller  friction-wheel,  and  above  it,  is  a  spur-wheel,  c',  operating 
upon  its  follower,  D^  at  the  centre  of  the  table,  shown  by  their  pitch 
circles  merely  in  plan.     Upon  the  centre  shaft  is  a  large  spur-wheel, 
%\  with  its  follower,  f',  which  follower  carries  the  shaft  that  operates 
the  elevating  machinery  above  the  turn-table.   Above  the  level  of  the 
top  of  the  turn-table  the  elevation  shows  a  portion  of  the  frape-work 
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for  supporting  the  shafting  and  gearings  and  also  the  room  appropri- 
ated to  the  weighing  and  receiving  hoppers ;  97  are  quadrants  of  a 
spur-wheel  attached  to  the  shaft  M  N  and  operated  by  the  pinions  b^h^; 
w,  windlass  for  coiling  up  the  rope  that  raises  the  leg ;  H,  spur-wheel 
which  operates  the  pinions;  R,  receiying  hopper;  B^,  weighing  hopper; 
8,  movable  discharge  spout. 

In  Fig.  5  the  turn-table  has  revolved,  by  means  of  the  hand-brake, 
90^  from  its  position  in  the  last  figure,  with  the  leg  thrown  over  the 
side  of  the  propeller.  This  figure  also  shows  the  leg  with  its  system 
of  gearing  and  attachment  to  the  frame-work,  and  the  arrangement 
for  discharging  the  grain  after  being  elevated.  The  leg  is  made  from 
boiler-plate  iron  riveted  together,  being  connected  at  the  corners  by 
angle  irons.  It  might  be  remarked,  at  this  place,  that  the  only  iron 
leg  ever  as  yet  made  is  the  one  belonging  to  the  Dictator^  and  it  is 
one-third  lighter  than  a  wooden  one,  and  immensely  stronger.  Square 
bars  are  secured  to  the  sides,  and  slide  in  corresponding  grooves  in 
powerfully  braced  jaws  swung  at  their  centre  on  an  axis,  which  is  sup- 
ported by  a  pair  of  strongly  framed  oak  arms.  The  centre  of  move- 
ment of  these  arms  lies  immediately  back  of  the  posts,  and  is  on,  and 
firmly  secured  to,  the  shaft  that  carries  the  quadrants.  (See  Fi^.  4.) 
These  quadrants  are  operated  by  the  spur  gearing  before  described, 
and  give  a  vertical  motion  to  the  arms,  by  means  of  which  the  jaws 
are  raised,  carrying  the  leg  with  them.  Below  the  arms  and  quadrants 
is  a  grooved  casting  firmly  secured  to  the  posts,  in  which  a  rack  slides, 
operated  by  a  smaller  pinion.  (See  p,  Fig.  6.)  At  the  outside  end 
of  the  rack,  a  wrought  iron  fork  is  connected  by  a  movable  joint ; 
this  fork  embraces  the  leg  and  regulates  the  amount  of  throw  in  a  hori- 
zontal direction.  At  the  foot  of  the  leg  is  a  set  of  sheaves,  the  ropes 
from  which  pass  around  another  set  at  the  end  of  the  oak  arms,  and 
are  wound  up  on  the  windlass  before  mentioned.  In  order  that  these 
ropes  may  be  wound  up  regularly,  they  are  directed  by  means  of  a 
pulley.  (See  j^,  in  plan.)  Themodeof  operating  windlass  will  be  shown 
further  on.  The  belt  carrying  the  buckets  is  driven  by  a  head-pulley, 
the  belting  for  which  is  shown  in  the  figure  passing  over  two  sets  of  ten- 
sion-pulleys, n^  n^.  In  order  to  keep  the  axes  of  the  tension-pulleys  per- 
fectly level,  the  journals  are  swelled  at  their  ends,  having  corresponding 
cavities  in  the  journal-boxes — a  kind  of  ball  and  socket  arrangement. 
A  pair  of  set  screws  at  each  end,  one  above  and  one  below,  regulate 
the  alignment  of  the  axes.  The  tension-pulleys,  sliding  in  grooves, 
have  for  rise  and  fall  the  distance  0  0'.  At  the  foot  of  the  elevator-Jeg 
are  a  pair  of  set  screws,  which  are  used  either  for  tightening  or  for 
slackening  the  bucket-belt.  The  grain,  when  elevated,  falls  into  a  spout, 
K,  the  mouth  of  which  slides  in  a  vertical  one,  which  directs  the  grain 
into  a  discharge-spout,  y.  This  discharge-spout  in  turn  directs  the 
grain  into  the  receiving  hopper  shown  in  the  last  figure.  Immediately 
under  the  receiving  hopper  is  the  weighing  hopper,  from  which  the 
grain  falls  into  a  small  hopper,  u,  just  below  the  level  of  the  top  of 
the  turn-table.  The  movable  spout,  s,  either  directs  the  grain  through 
a  port  in  the  side  of  the  propeller  into  a  vessel  adjoining,  or  into  its 
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own  hold  by  means  of  the  receiving  hatch  T.  z  is  the  tarn-table ;  z\ 
turn-table  bed  ;  v,  v,y  iron  dogs  for  clamping  turn-table  when  in  posi- 
tion ;  r,  spur-wheel  with  drum  operating  windlass. 

Fig.  6  shows  the  side  elevation  of  the  machinery  to  the  left  of  the 
centre  line  in  the  last  figure ;  q  q  are  the  quadrants ;  w,  windlass ;  n, 
driving-pulley  for  hoisting  apparatus,  the  belt  running  to  D  in  Fig.  7» 
This  driving-pulley  is  thrown  in  and  out  of  gear  by  means  of  a  clutch 
and  lever,   b  h  are  the  pinions  working  quadrant.   On  the  pinion-shaft 
is  a  spur-wheel  {yide  Figa.  4  and  5)  operated  by  a  pinion  on  a  shaft, 
having  attached  to  it,  by  a  clutch  coupling,  a  pulley,  B,  which  receives 
the  band  from  b'  in  Fig.  7,  and  is  used  to  raise  or  lower  the  leg;  e  is 
a  small  ratchet  for  working  by  hand  the  rack  which  has  the  iron  fork 
attached  to  it  previously  described ;  /  is  a  friction  strap  and  wheel  for 
lowering  quadrants.  Fig.  7  presents  the  side  elevation  of  the  machinery 
to  the  right  of  the  centre  line  in  Fig.  5.   P  is  the  spur-wheel  shown  by 
pitch  circle  f'  in  plan  of  Fig.  4,  and  receives  all  the  power  for  the  ma^ 
chinery  above  the  top  of  the  turn-table,  which  power  it  transmits  by 
means  of  the  vertical  shaft  J  K.  By  ineans  of  beveled  spur-gearing,  the 
power  is  transferred  to  a  horizontal  shaft.  A  is  the  main  driving-pulley 
for  working  bucket-belt  of  the  leg,  shown  at  A,  Fig.  5 ;  it  is  thrown  in 
and  out  of  gear  by  the  lever  2;  D  and  e'  are  driving-pulleys  before 
described  in  connexion  with  Fig.  6 ;  n  are  tension-pulleys,  sliding  up 
and  down  between  guides,  shown  in  plan  of  Fig.  5.    Having  traced  in 
detail  the  various  parts  and  mode  of  operating  the  machinery,  let  us 
group  them  together  and  follow  the  whole  connectedly,  and  take  a 
glance  at  the  practical  working  of  this  elevator.    The  average  amount 
of  grain  earried  by  lake  vessels  is  16,000  bushels;  some  few  carrying 
2d,(/00,  and  one  or  two  as  much  as  30,000  bushels.    Suppose  a  vessel 
desires  to  unload  a  cargo  of  10,000  bushels.   For  that  purpose  the  pro- 
peller carrying  the  elevator  comes  alongside  of  her,  and  they  are  lashed 
securely  together.   The  elevator-leg  is  raised,  pushed  out  horiEontally, 
and  is  lowered  into  her  hold.  The  grain  is  then  elevated  and  discharged 
by  means  of  the  spouts  previously  described,  weighed,  and  either  trans- 
ferred to  a  canal-boat  on  the  other  side,  or  stored  in  her  own  hold, 
Should  there  be,  in  addition  to  the  grain,  rolling  freight  to  be  unloaded, 
it  may  be  stored  between  decks.   All  rolling  freight  is  raised  by  means 
of  a  shaft  running  the  whole  length  of  the  propeller,  aitaehed  to  the 
uider  side  of  the  upper  deck.   This  shaft  carries  friction-rollers  and 
windlasees  at  every  natch way^  By  this  means  flour  in  barrels,  boxes, 
castings,  &c.,  are  handled  very  rapidly  at  the  save  time  that  the  grain 
is  being  elevated.   The  propeller  has  a  full  load  now,  and  moves  off  to 
her  pier.   She  first  discharges  her  rolling  freight,  which  is  done  by  the 
same  machinery  with  which  she  receives  it,  and  is  then  ready  to  dis- 
charge her  grain;  or  both  operations  may  be  conducted  at  the  same 
time.  The  grain  is  spouted  into  bins  placed  along  the  edge  of  the  pier. 
The  conatruction  and  arrangement  of  the  bins  is  restrleted  to  no  par- 
ticular plan,  other  than  their  being  placed  along  the  edge  of  the  pier 
or  dock.  The  plan  of  bins  adopted  by  the  inventor  of  this  floating  ele- 
vator is  a  aimple  f^amin^,  bo  as  to  make  the  bins  12  feet  in  jail  dunoA- 
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sions,  and  to  hold  1800  bushels  of  grain,  which  is  equal  to  a  weight 
of  about  41  tons.  The  bottoms  of  the  bins  are  raised  high  enough  to 
allow  freight  cars  to  run  under  them,  and  also  to  give  room  to  a  small 
movable  weighing  hopper  running  above  the  cars.  To  store  200,000 
bushels  of  grain  would  require  154  bins,  stretching  over  a  distance  of 
about  1800  feet.  There  might  be  two  rows  of  bins  instead  of  one,  re- 
ducing the  lineal  distance  one-half.  Two  trains  of  cars  could  be  loaded 
in  a  very  short  time,  especially  if  time  is  not  lost  by  weighing  before 
loading.  The  height  to  which  these  bins  may  be  carried  is,  of  course, 
limitea  by  the  position  of  the  discharge-spout  of  the  elevator.  All  that 
it  is  necessary  to  bear  in  mind  is,  that  the  bins  must  be  no  higher  than 
the  angle  of  discharge  for  grain,  the  minimum  for  which  being  22^. 

A  considerable  amount  of  room  could  therefore  be  gained  by  using 
up  the  space  required  by  the  weighing  hopper  for  bin  space,  and  per- 
form all  the  necessary  weighing  on  platform  scales  after  the  cars  are 
loaded.  Before  closing  this  brief  sketch  of  permanent  and  floating  ele- 
vators, it  may  be  interesting  to  know  their  usual  cost.  A  few  figures 
in  regard  to  cost  were  mentioned  in  the  first  paper,  but  they  repre- 
sented the  price  of  material  and  labor  before  the  present  inflation  of 
our  currency.  A  modern  built  permanent  elevator  to  store  250,000 
bushels  of  grain,  with  a  transfer  capacity  of  5000  bushels  per  hour, 
would,  at  the  present  time,  cost  about  $125,000,  and  this  is  exclusive 
of  engines  and  boilers,  and,  of  coarse,  of  drying  or  cleaning  arrange- 
ments. The  engines  and  boilers  would  be  worth  about  $20,000  addi- 
tional ;  making  a  total  cost  of  a  permanent  elevator  at  least  $145,000 
before  a  bushel  of  grain  could  be  stored. 

The  Dictator  floating  elevator  cost  $80,000,  made  up  as  follows : 
Elevating  machine,  $15,000;  propeller  engine,  wheel,  and  shafting, 
$10,000 ;  two  boilers,  $10,000 ;  hull,  complete,  $45,000.  In  consider- 
ing  the  cost  of  a  floating  elevator,  there  ought  properly  be  added  the 
cost  of  bins,  and  these  two  items  would  approach  pretty  nearly  to  the 
cost  of  a  permanent  elevator. 


An  Unarmaue  Bridge. 

Ittom.  the  London  Xthonmun,  Nofonber. 

A  contemporary  gives  the  following  striking  details  of  an  enormous 
bridge  now  being  constructed  for  the  London  and  North-western  Rail- 
way Company  across  the  Mersey,  between  Runcorn  and  LiverpooL 
It  approaches  the  north-east  bank  of  the  river  at  Runcorn  Ferry, 
which  it  crosses  at  Runcorn  by  an  enormous  bridge,  consisting  of  three 
wrought  iron  trellis  girder  openings,  805  feet  in  width  each,  and  75 
feet  in  height,  on  the  under  side  of  the  girders,  above  the  level  of  the 
river  at  high  water,  thus  permitting  any  vessel  of  ordinary  sise  to  pass 
nnder  it.  On  the  Lancashire,  as  well  as  on  the  Cheshire  side  of  the 
river,  these  girders  are  supported  by  huge  abutments  crowned  with 
castellated  turrets,  rising  nearly  40  feet  above  the  railway  level,  whilst 
in  the  river  the  girders  are  supported  by  immense  stone  piers.  Having 
pasEcd  the  Mersey,  the  railway  is  carried  through  the  town  of  Runcorn 
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by  a  Tiadact  of  82  arclies,  passing  over  the  Doke  of  Bridgewater's 
eanal,  a  short  distance  from  the  west  side  of  Runcorn  church.  By  this 
addition  to  the  railway  eight  miles  are  saved  in  the  distance  between 
LiTerpool  and  London. 


On  Inernstati&n  of  Marine  Boilere.    By  Mr.  P.  j£56BK« 

Jnm  the  London  HMhanloB'  MAguina,  May,  1806. 

At  a  meeting  of  the  Society  of  Engineers,  held  on  May  7,  Zerah 
Oolburn,  Esq.,  President,  in  the  chair,  the  following  paper  was  read : 
The  question  of  keeping  marine  boilers  free  from  depositor  incrustations 
has,  for  many  years,  been  one  of  the  most  prominent  before  the  pro* 
fession — ^in  fact,  ever  since  the  first  steamer  entered  sea-water-— and 
it  is  still  well  worthy  of  our  closest  attention.  It  presents  itself  to  us 
principally  in  three  distinct  forms,  viz:  safety  against  explosions, 
economy  of  fuel,  and  durability  of  the  boiler  itself.  Now,  we  all  know 
that  sea-water  causes  incrustation  and  corrosion  when  boiled  in  a  close 
vessel  like  a  steam  boiler.  It  is  not,  however,  intended  to  enter  into 
the  question  of  internal  corrosion  of  marine  boilers,  though  closely 
connected  with  the  subject  before  us,  for  fear  of  extending  the  length 
of  this  paper ;  but  we  may,  in  passing,  note  the  fact  that  internal 
corrosion,  below  the  level  of  the  water  in  a  marine  boiler,  does  take 
place  to  some  extent,  where  the  scale  has  been  removed,  but  that 
otherwise  this  scale,  so  injurious  when  allowed  to  accumulate  to  any 
thickness,  acts  the  part  of  a  shield  or  protector  to  the  plates  of 
the  boiler,  against  the  action  of  certain  salts  contained  in  sea-water, 
of  which  the  muriate  of  magnesia  is  by  far  the  most  destructivoi 
though  happily  small  in  quantity.  And  here  the  author  may  be 
allowed  to  call  the  attention  of  the  meeting  to  an  excellent  paper, 
*^0n  the  Wear  and  Tear  of  Boilers,"  read  before  the  Society  of 
Arts,  April  26,  f865,  by  Mr.  F.  A.  Paget,'*'  who  treats  the  subject  of 
corrosion  of  boilers  very  fully.  In  the  ordinary  practice  of  sea-going 
steamers  with  common  condensers,  the  feed-water  is  drawn  from  the 
hot-well  of  the  condenser,  and  thence  forced  into  the  boiler  at  soma 

?)int  or  points  near  the  bottom,  and  at  a  temperature  of  about  110^ 
ahr.  The  evaporation  of  steam  leayes  all,  or  sensibly  all,  saline  or 
other  extraneous  matters  contained  in  the  water  behind  in  the  boiler, 
and,  unless  some  means  were  adopted  against  it,  we  should,  of  course, 
soon  get  the  boiler  choked  with  incrustation  or  deposit.  The  means 
proposed  or  adopted  for  this  purpose  are  many  and  varied,  as  will  be 
seen  in  the  sequel ;  but  this  much  is  certain,  that  any  considerable 
thickness  of  scale  allowed  to  accumulate  renders  the  plates  imper- 
vious to  heat  to  a  great  extent,  as  this  scale  is  a  bad  conductor.  The 
heat  generated  in  the  furnace,  and  heating  the  plate  next  to  it,  can* 
not  readily  enough  penetrate  as  far  as  the  water,  which,  if  in  constant 
cureulation,  continually  exposes  fresh  particles  to  the  action  of  heat* 
The  consequence  is  the  overheating  of  the  plates,  and  this  to  such  an 
extoit  that  holes  may  be  burnt  nearly  through,  leaving  a  sheet  of  iron 
*  See  Jour.  Frank,  IruHtuU,  vol.  1.,  1S66,  page  18.  • 
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the  thickness  of  writing  paper.  That  explosions  do  and  most  occur  bj 
thas  weakening  the  plates,  or  by  rents  thas  formed,  is  an  established 
fact,  and  has,  for  many  years,  formed  the  subject  of  many  investiga^ 
tions  and  different  theories,  among  which  that  called  the  percussive, 
first  started  and  since  completed  by  Mr.  Zerah  Golburn,  seems  the 
most  natural,  and  has  now  probably  become  more  generally  adopted 
than  any  other.  But  even  only  partial  explosions,  caused  by  rents 
or  collapse  of  internal  parts  of  the  boiler,  have  proved  dangerous  by 
scalding  those  that  happened  to  be  near  at  the  time.  The  conducting 
power  of  wrought  iron  decreases  with  the  temperature,  so  that  at  400^ 
rahr.  it  has  little  more  than  half  that  at  32^  Fahr. ;  how  it  stands  with 
still  higher  temperatures  we  do  not  know  as  yet.  If  from  some  reason 
or  other,  such  as  the  coating  of  the  plate  with  incrustation,  which  has 
sixteen  times  less  conducting  power  than  iron,  the  plate,  with  its 
covering  of  crust,  should  become  heated  to  above  840^  Fahr.,  then  the 
water  would  exist  on  its  surface  in  a  speroidal  state,  and  thus  only 
slowly  and  by  the  forcible  ejection  of  it  by  colder  water  enable  the  heat 
contained  in  the  plate  to  diffuse  itself  into  the  water;  thus  the  plate 
would  get  hotter  and  hotter,  and  at  last  burn  or  oxidize  where  next 
to  the  fire.  It  is  thus  that  plates  are  burned  nearly  through  on  account 
of  incrustation.  Important  as  is  the  question  of  the  safety  of  the 
marine  boiler  against  explosions,  it  cannot  be  denied  that  the  econo* 
my  of  fuel,  as  regards  marine  boilers,  has  at  all  times,  being  a  mere 
question  of  pounds,  shillings,  and  pence,  commanded,  it  is  believed,  as 
taiuch  attention  as  the  consideration  of  human  lives :  witness  the  no* 
merous  patents,  amounting  to  about  one  hundred  and  fifty,  that  have 
been  taken  out  in  this  country  for  the  prevention  of  incrustations  and 
consequent  loss  in  evaporative  duty  in  marine  boilers.  Now,  this  is  not 
an  occasion  for  speaking  about  the  patent  laws,  or  entering  into  the 
desirability  of  maintaining,  altering,  or  abolishing  the  same ;  but  as 
one  argument  in  favor  of  maintaining  them  struck  \he  author  while 
preparing  this  paper,  which  has  a  direct  bearing  on  this  and  most  other 
engmeering  questions,  it  would  be  worth  while  to  hear  what  the  oppo* 
nents  of  the  patent  laws  have  to  say  against  it.  The  question  is  simply 
this:  How  and  where  should  we  find  such  a  complete  record  of  the  pro- 
gress of  engineering,  inventive,  and  progressive  talent  but  for  the  re- 
cord of  the  Patent  Office  ?  In  spite  of  all  the  nonsense  that  is  patent- 
ed,  no  doubt  in  sober  earnest,  still  we  find  a  vast  amount  of  iuforma- 
tion  in  the  specifications  of  patents.  Would  those  that  speak  against 
patent  laws  like  to  do  without  the  patent  specifications  ?  To  return 
to  the  subject.  It  has  been  said  above,  that  the  scale  has  sixteen  times 
less  conducting  power  than  iron.  In  an  inquiry  on  incrustation  of  ma- 
rine boilers  by  a  Frenchman,  M.  Goust6,  (Annahe  dee  Minee^  1854,) 
a  paper  hardly  noticed  in  this  country  till  Mr.  Robert  Trefusis  Mal- 
let, in  the  Practical  Mechanice'  Journal^  September^  1862,*  gave 
an  extract  of  it,  the  following  is  stated :  That,  with  marine  boilers, 
starting  quite  clean  inside,  a  loss  of  8  per  cent,  or  10  per  oent.  of  the 
evaporative  duty  of  the  fuel  takes  place  after  the  first  few  days'  work, 
*  See  JwT,  Frank,  InatUute,  vol.  zlv.,  1868,  page  61. 
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(a  fact  every  marine  engineer  is  aware  of.)  At  Bordeaux,  he  foand 
15  per  cent.9  and  at  Havre,  after  some  days*  constant  work,  he 
observed  40  per  cent.  In  general  practice,  he  says,  it  has  been  esti- 
mated that  40  per  cent,  of  the  heat  of  the  fuel  is  lost  by  internal 
inerastation  or  deposit.*  He  gives  the  following  analysis  of  the  in- 
crustations of  French  ocean  steamers  : 


Stations. 


Hambarg,  (deposit  from  the 
sarface  of  boiler  partly  crys* 
talized) 

Mediterranean  tubular  boiler^ 
(amorphouB)  

Mediterranean,  (amorphous  de- 
posit)  


^2 


86-20 
84-94 
80-90 


Si 


2-25 
2-84 
8-19 


6-95 

7-66 

10-86 


•o  a 


•41 
6*60 


6-6 
4-66 
4-66 


The  water  contained  is  believed  to  be  mechanically  present  in  the 
pores  of  the  scale,  and  not  chemically  dissolved.  Of  course,  marine 
Doilers  are  scaled  as  often  as  it  can  be  done ;  but,  for  long  voyages, 
it  is  often  out  of  the  question.  Starting  with  20  fibs,  pressure  in  the 
boiler,  and  clean  fires,  it  is  generally  found  that,  on  the  second  or  third 
day,  in  spite  of  greater  exertions  of  the  stokers  and  harder  firing,  only 
19  9>s.  or  less,  can  be  kept  constantly,  and  this  loss  in  efficiency  goes 
on  at  an  increasing  rate.  In  eight  days'  constant  steaming  it  has  been 
found  (in  one  instance)  that,  starting  with  22  ibs.  pressure,  the  same 
was  reduced  to  15  fibs,  at  the  end  of  the  voyage ;  this,  it  is  supposed, 
without  at  all  forcing  the  firing.  Take  another  instance  at  random,  the 
Pwttalog,  from  the  year  1858,  September  30  to  October  9,  inclusive: 
Total  number  of  nautical  miles  traveled,  2886 ;  total  quantity  of  coals 
consumed,  1402  tons.  But  whereas  the  consumption  of  coals  per  hour 

?»•  indicated  horse  power  was  3*95  on  80th  September,  (she  left  New 
ork  on  the  29th,)  it  had  increased  to  4*314  on  the  8th  of  October, 
{Artizany  May,  1860.)  These  few  items  illustrate  sufficiently  the 
well-known  fact  that  incrustation,  even  only  as  thick  as  paper,  has  a 
very  great  and  perceptible  influence  tending  to  counteract  the  econo* 
my  of  fuel. 

As  to  durability,  marine  boilers,'with  all  care,  on  an  average,  only 
last  five  years ;  but  this  is  chiefly  owing  to  internal  and  external  cor- 
rosion, rendered  more  intense  by  the  salts  contained  in  sea-water, 
which,  besides,  promotes  galvanic  action  in  various  ways.  This  must 
be  understood  to  apply  to  boilers  properly  managed ;  that  is  to  say,  in 
such  a  way  that  only  a  very  thin  scale  is  allowed  to  be  formed ;  for, 
as  mentioned  above,  if  thick  scale  is  formed  anywhere  in  places  ex* 
posed  to  the  heat  of  the  furnace,  or  the  escaping  gases,  this  circum- 
stance contributes  directly  to  the  burning  away  or  oxidizing  of  the 
*  This  is,  however,  overrating  the  case  considerably. 
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plates.  This  fact,  that  marine  boilers  wear  out  so  qoioklj,  must,  as 
far  as  can  be  seen  at  present,  remain  unaltered  so  long  as  salt  water 
is  employed,  and,  in  spite  of  repeated  trials,  and  more  or  less  success 
of  surface  condensing,  in  some  instances,  still  we  are  far  from  the  gene- 
ral introduction  of  surface  condensing,  and,  considering  the  vast  num* 
ber  of  marine  engines  in  existence  worked  with  common  injection  con« 
densers  and  salt  water  in  the  boilers,  leares  the  importance  of  the 
subject  under  consideration  intact.  It  is  now  proposed  to  gire  a  gene- 
ral explanation  of  the  action  of  sea-water  as  it  obtains  in  the  marine 
boiler.  The  specific  gravity  of  sea- water  varies  .according  to  different 
localities ;  and  calling  that  of  pure  distilled  water  1000,  the  avernge 
specific  gravity  of  sea-water,  according  to  Farraday,  is  1027.  For 
sea- water  of  the  specific  gravity  of  1027*2,  such  as  he  used  in  his  ex- 
periments, one  cubic  foot  weighs  64*1416 fts.,  or  1026*265  ozs.  avoirdu- 
pois, and  contains  of 

Oanees. 

Chloride  of  sodium,  or  common  salt 26-762 

Muriate  of  magnesia 8-282 

Sulphate  of  magnesia 2-212 

Sulphate  of  lime 1-018 

Total 81  269 

besides  small  quantities  of  other  aalts,  but  too  minute  to  be  of  any 
consequence. 

Dr.  Ure  found  the  largest  proportion  of  salt  held  in  solution  in  the 
open  sea  to  be  88  parts  of  1000,  and  the  smallest  82.  The  Bed  Sea, 
however,  contains  48  parts  in  1000;  the  Baltic  contains  6*6 ;  the  Black 
Sea  21;  the  Arctic  Ocean  28*5;  the  British  Channel  85*5,  and  the 
Mediterranean  88. 

The  following  table  shows  the  boiling  point  and  specific  gravity  of 
water  of  different  densities  at  a  barometric  height  of  80  ins.  of  mercury : 


SaltnesB. 

Boiling 
point. 

Specific 
gravity. 

Pure  water  

0 

1.82d 

2.8l>d 

8.32d 

4.32d 

6.82d 

6.82d 

7.32d 

8-32d 

9.82d 

l0-82d 

ll-32d 

I232d 

2120 
218-2 
214  4 
216-6 
216-7 
2170 
219-1 
220-8 
221  6 
222-7 
228  8 
225-0 
226-1 

l-COO 
1029 
1068 
1-087 
1-116 
1146 
1-174 
1-208 
1-232 
1-261 
1-290 
1-819 
1-848 

Common  salt  water  , 

The  deposit  of  salt  begins  at  a  density  of  4-32d,  and  at  12-32d 
we  have  arrived  at  the  point  of  saturation,  or  the  point  at  which  water 
is  incapable  of  dissolving  any  more*   According  to  M,  Gousti,  an  im« 
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penal  sallon  of  water  is  capable  of  holding  in  solution  at  60^  Fahr. 
and  at  boiling  point,  vis :  in  the  open  air,  the  following  weights,  nearly : 


60<»  Fahr. 

Boiling  point. 

Gsrbonate  of  lime • 

Merely  traces. 
70  grains. 
170      " 
8-26  ounces. 
10       «* 
82       " 
266       « 
600       " 
640       *< 

Merely  traces. 

(4                 i( 
IC                 41 
«                 «l 

40  ounces. 

80  " 
680  " 
68(i  " 
unlimited. 

Silica 

Sulphate  of  lime 

Csroonate  of  magneeia • 

Sulphate  of  potassium 

Chloride  of  sodium 

Chloride  of  magnesium , 

titrate  of  lime 

The  order  of  deposition  in  the  boiler  as  the  water  becomes  concen-* 
trated  is :  1st,  carbonate  of  lime ;  2d,  sulphate  of  lime ;  8,  the  salts 
of  iron  and  oxides,  and  some  of  those  of  magnesia ;  4tb,  the  silica  or 
alumina  usually  with  more  or  less  organic  matter ;  and  5th,  chloride 
of  sodium  or  common  salt.  Now,  it  is  well  known  that  sulphate  of  lime 
is  the  worst  of  all  the  salts  in  a  marine  boiler.  We  have  seen  that 
12-32d,  or  37  in  100,  is  the  point  of  saturation  for  common  salt,  but 
in  the  case  of  sea- water,  which  contains  other  salts  besides,  86  parts  in 
100  saturate  at  226'',  and  80  in  100  at  228''.  Now,  taking  20  fi)s. 
pressure,  which  is  the  most  prevailing  now,  this,  with  a  saturation  of 
8-32d  to  a  rise  of  1*2®  per  l-32d,  according  to  Professor  Rankine, 
corresponds  to  a  temperature  of.  (say)  262-9^  Fahr.  How  much 
salt  can  be  held  in  solution  at  that  temperature  is  not  known  to  the 
uthor ;  but  it  is  well  known  that  the  quantity  decreases  with  increased 
temperature,  and  this  is  the  reason  of  our  not  having  yet  arrived  much 
beyond  20  fi>s.  pressure  in  marine  boilers  working  with  salt  water.  In 
marine  boilers  we  have  chiefly  to  do  with  sulphate  of  lime,  the  pro- 
portion of  the  same  so  largely  preponderating  in  the  incrustation  on 
analysis.  As  to  carbonate  of  lime,  this  enemy  to  boilers  is,  fortunately, 
not  a  constituent  of  salt  water,  except  in  the  Mediterranean,  which 
contains  a  trace  of  it,  (*001  in  100  parts.)  Sulphate  of  lime  forms  de- 
posits at  all  temperatures  and  at  all  densities.  Salt,  on  the  contrary, 
forms  deposits,  as  we  have  seen  in  the  foregoing,  not  to  any  extent  ex- 
cept when  in  the  quantity  of  3-82d  or  4-32d,  the  quantity  of  the  same 
required  for  saturation  decreasing  with  increased  temperature,  and 
the  amount  of  deposit  that  will  take  place  long  before  the  point  of 
saturation  having  been  arrived  at  increasing  with  increased  tempera- 
ture or  pressure.  Sulphate  of  lime  will  deposit  at  any  temperature ; 
but  it  60  happens  that  increase  of  temperature  also  increases  the 
amount  of  deposit  of  this  salt;  for,  according  to  M.  Coust6,  the  solu- 
bility of  sulphate  of  lime  at  different  temperatures  is  as  follows.  The 
table  indicates  the  solubility  for  different  temperatures  as  well  as 
degrees  of  concentration  at  which  the  saturation  of  sulphate  of  lime 
takes  place : 
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Degrees  of  bbfo- 
meter    correB- 

Tamperatore. 

Total  pre68ura 
in  atmosphe- 

Solubility,  or  propor- 
tion of  Bulpnate  of 

ponding  to  the 

limeinlOOpartaof 

saturation. 

Fahr. 

CelB. 

refl. 

water  at  saturation. 

12J 

2174 

108-00 

•600 

12 

218-84 

108-80 

•477 

11 

221-27 

106  15 

•482 

10 

227-48 

108-60 

)i 

.895 

9 

281-8 

111-00 

\i 

•865 

8 

235-76 

118-20 

I  . 

•810 

7 

240-44 

116-80 

1 

•277 

6 

246-8 

118-60 

1 

•226 

6 

260- 

121-20 

•188 

4 

2662 

124  00 

2 

•140 

8 

261-68 

127-60 

2 

•097 

2 

266- 

180  00 

^ 

•060 

1 

271-94 

188-80 

^ 

.028 

Now,  this  table,  and  that  of  the  amount  of  salt  which  can  be  held 
in  solution  at  high  pressures  (say  20  lbs.),  a  table,  the  author  belieTes, 
not  to  be  found  any where^  would  give  us  as  near  as  possible  the  quan- 
tity of  water  that  ought  to  be  blown  out  of  a  boiler  to  prevent,  first, 
accumulation  of  chloride  of  sodium,  and  second,  the  deposition  of  sul- 
phate of  lime  in  any  quantity  injurious  to  the  boiler  in  any  high  de- 
gree.  True,  there  is  one  way  of  getting  over  the  difficulty,  viz :  work- 
ing with  a  lower  pressure ;  but  this  is  out  of  the  question  for  several 
reasons,  and  we  must  hence  use  experience  and  experiments  as  our 
guide.    From  the  foregoing,  it  will  be  clear  that  every  pressure  re- 
quires a  different  treatment  and  a  different  amount  of  water  to  be 
blown  off.   If  you  blow  off  more  than  is  necessary  to  prevent  accumu- 
lation of  salt  in  the  boiler,  you  have  to  pump  a  greater  quantity  of 
feed-water  in,  and  consequently  a  greater  amount  of  sulphate  of  lime 
in  solution,  which  will  be  deposited  as  a  hard  tenacious  scale.    On  the 
other  hand,  if  you  blow  off  too  little,  you  will  certainly  get  less  sul- 
phate of  lime,  but  the  accumulation  of  common  salt  will  ultimately 
choke  the  passages  in  the  boiler.  This  maxim,  though  true  in  theory, 
is  modified  in  practice,  because  of  disturbing  elements,  viz :  the  more 
or  less  rapid  circulation  of  the  water.   To  strike  the  just  balance  it  is, 
as  before  said,  necessary  to  be  guided  by  experience.     It  seems  that 
ignorance  has  prevailed  in  high  quarters  till  very  late  years  because 
of  want  of  data.    Thus  we  find  that  Mr.  James  Napier  read  a  paper, 
in  1859,  before  the  Institution  of  Engineers  of  Scotland,  in  which  he 
recommended  the  use  of  a  much  larger  generator,  (a  sort  of  tubular 
feed- water  heater,  the  heat  of  the  brine  blown  off  being  made  use  offer 
that  purpose,}  and  blowing  off  to  a  greater  extent  than  generally  used. 
He  triea  the  experiment  himself,  and  gave  the  results  in  a  paper, 
read  February  17,  1854,  before  the  same  Institution.     For  the  screw 
steamer  LancefieJd^  trading  regularly  between  Glasgow  and  the  He- 
brides, he  made  a  regenerator  of  ten  times  the  usual  surface,  and 
blew  off  to  such  an  extent  as  to  keep  the  density  of  the  water  in  the 
boiler  at  very  nearly  the  same  point  as  the  water  in  the  sea.    After 
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four  weelcs^  ranning,  the  boiler  was  examined,  and  instead  of  its  being 
clean  and  free  from  scale,  he  fonnd,  to  his  surprise,  it  was  ooated  with 
a  much  thicker  scale  than  under  usual  cireomstances,  but  soft,  like 
newly  made  mortar,  but  it  dried  and  hardened  before  he  could  get  it 
all  out,  and  it  was  then  nearly  as  difficult  to  scrape  as  the  ordinary 
hard  scale.  On  one  voyage,  when  he  was  present  himself,  he  gave  the 
boiler  as  much  feed  as  the  pump  would  do,  and  he  observed  then  that 
the  water  in  the  gauge-glass  was  muddy.     He  continued  the  experi- 
ment for  six  months,  but  with  lesser  quantities  of  feed,  and  blew  off 
till  the  tubes  of  the  regenerator  gave  way,  and  then  he  discontinued. 
He  saw  then  M.  Coust^'s  paper,  and  the  table  contained  in  the  same, 
which  shows  that  at  two  atmospheres  pressure  sea-water  becomes  satu- 
rated with  sulphate  of  lime,  even  at  the  ordinary  density,  and  as  he 
loaded  to  40  Sbs.,  and  generally  worked  at  about  30  fi)8.,  he  saw  at  once 
the  explanation  of  the  phenomena.    Although  he  blew  off  constantly 
from  the  surface  by  a  conical  tube,  only  some  of  the  deposit  of  pre- 
cipitate matter  could  be  got  rid  of.    This  tallies  exactly  with  the  ex- 
perience of  some  others.    Some  steamers  in  the  American  navy  work 
with  about  or  nearly  80  &>s.  pressure  and  salt-water,  but  it  is  believed 
not  with  our  ordinary  tubular  boiler,  but  with  long  cylindrical  boilers, 
having  large  round  tubes  and  very  ample  water-way.     In  the  discus- 
sion following,  Mr.  Elder  said  he  had  worked  marine  boilers  with  80  fts. 
to  35  S>s.  and  salt-water.   One  naturally  expected  to  find  most  deposit 
in  that  section  of  the  boiler  which  contained  most  salt  and  lime,  he 
said,  but  in  a  boiler  divided  into  eighteen  parts  (supposed  to  refer  to 
his  spiral  flue  high-pressure  boiler)  he  found  that  though  in  the  last 
section  there  was  2^  times  more  salt  in  the  water  than  in  that  of  the 
first  section,  yet  the  deposit  of  lime  was  about  equal  in  all  parts.   He 
concluded  that  the  amount  of  deposit  of  lime  depended  on  tempera- 
ture, and  not  quantity  of  lime  in  it.   The  Americaos,  he  said,  ran  with 
40  9bs.  pressure,  and  did  not  appear  to  suffer  from  deposit,  but  they 
cleaned  the  boiler  whenever  they  came  into  port.    He  found  the  depo- 
sit to  be  greatest  where  there  was  no  current.  He  had  observed  boilers 
running  with  45  Sbs.  for  three  or  four  months,  and  there  was  not  much 
more  deposit  than  when  working  with  25  S>8.    He  believed  that  there 
was  a  greater  tendency  for  the  lime  to  separate  and  deposit,  but  it  did 
not  necessarily  settle  down  on  the  heating  surface  of  the  boiler. 

The  MechanicB*  Magazine^  in  an  article  on  **  Incrustation  in  Ma- 
rine Boilers,"  February  24,  1860, "i"  mentions  Mr.  James  R.  I^apier's 
paper,  and  assumes,  for  want  of  better  data,  28  parts  of  sulphate  of 
lime  to  1000  of  solution  as  the  limit  of  saturation  in  boilers  working 
at  a  pressure  not  exceeding  ^0  Bbs.,  and  finds  that,  with  this  assump- 
tion, half  the  water  must  be  discharged  to  keep  the  boiler  clean,  and 
this  is  affirmed  by  the  practice  of  the  British  and  North  American 
Mail  Company  and  others.  Mr.  Thomas  Rowan  found  that  when  he 
had  CTaporated  -f^  and  -^  of  the  water,  a  trace  of  sulphate  of  lime  de- 
posited ;  -f^  of  the  water,  sulphate  of  lime  deposited  in  larger  quanti- 
ties ;  -f^  of  the  water,  sulphate  of  lime  decided  in  larger  quantities ; 
*  See  Jour.  Frank,  ItutUmUj  voL  xl.,  1S60,  page  207. 
ToL.  LII.-*THna>  Sauss.— Ko.  2.-^Airevsv,  1866.  ft 
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j%  of  the  truter,  sulphate  of  lime  in  very  large  qnantities,  also  magne* 
aia,  and  salt  began  to  form.  It  is  probable,  therefore,  that  half  or 
more  of  the  water  would  haye  to  be  blown  off  in  order  to  prevent  for- 
mation of  crust.  This  means  that  the  density  of  the  water  should  be 
kept  at  -^^  for  as  sea-water  contains  ^^^  ^^  ^^  P^^^  state,  it  is  evident 
that  balf  the  water  must  be  blown  off  to  keep  it  at  double  its  natural 
density.  It  may  here  be  remarked  that  a  density  of  -^^  is  very  gene- 
rally kept  in  marine  boilers,  using  about  20  lbs.  pressure  of  steam,  and 
if  this  be  constantly  and  carefully  attended  to,  no  considerable  or  dc 
leterious  thickness  of  scale  accumulates,  at  least  in  places  where  the 
circulation  is  good. 

(To  be  continued.) 


Coit  per  Ton  per  Mile  of  Traction  JBnginee. 

From  the  London  Hecbanfct'  HtgiiiiM,  Ifarcb,  1866. 

Experiments  have  recently  been  made  with  one  of  Messrs.  Aveling 
k  Porter's  traction  engines,  to  determine  the  cost  per  ton  per  mile 
of  conveying  goods  by  this  means.  The  result  of  a  carefully  conducted 
trial  trip  of  26  miles  showed  that  the  total  cost  per  ton  per  mile  was 
2*93(2.  This  amount  comprises  1*592(2.  per  ton  per  mile  for  working 
expenses,  and  1*338(2.  for  turnpikes,  which  mu8t  be  taken  as  excep* 
tional.  The  engine  used  was  one  of  the  pair  recently  employed  to  take 
the  base  of  the  Wellington  Memorial  from  Reading  to  Strathfieldsaye, 
and  the  trial  proved  highly  satisfactory,  as  the  above  figures  indicate. 


Fabrication  of  a  Cement  mth  a  Basis  of  Plaster  of  Parts,  or  Crypsum. 

From  Uid  London  Ballder,  No.  1210. 

The  plaster  is  first  burned  or  roasted,  in  the  ordinary  way,  in  an 
appropriate  furnace,  so  as  to  drive  off  the  water.  After  this,  it  is 
broken  into  small  fragments,  which  are  immersed  in  a  solution  of  al- 
kaline silicate,  containing  an  alkaline  carbonate.  The  solution  which 
answers  best  is  composed  of  silicate  of  potash,  containiuji:  a  su£Scient 
number  of  equivalents  of  carbonate  of  potash,  to  avoid  the  precipita- 
tion of  the  silica,  in  the  following  proportions :  0-880  kilog.  (1*94  Sb.) 
of  silicate  of  potash  containing  0*255  kilog.  (-56  9).)  of  carbonate  of 
potash,  in  4*54  litres  (a  gallon)  of  water,  a  solution  having  a  specific 
gravity  of  1200,  but  which  may  vary  according  to  the  use  for  which 
the  cement  is  intended.  As,  for  example,  it  can  be  employed  of  the 
strength  above  indicated  in  a  great  many  cases  where  the  best  quality 
is  required ;  and,  if  an  ordinary  cement  is  only  necessary,  it  can  be 
diluted  with  two  parts  of  water  to  one  of  the  solution.  If  a  cement  be 
required  to  harden  slowly,  sulphate  of  potash  may  be  added  to  the 
carbonate,  so  that  the  endurating  action  of  the  silica  upon  the  plaster 
may  thus  be  varied  in  tone  at  pleasure.  After  having  left  the  plaster 
ateeped  in  the  solution  for  twenty-four  hours  or  so,  it  is  taken  out  and 
left  to  drain  in  a  compact  mass,  in  order  that  the  diffusion  of  the  so- 
hition  through  the  plaster  may  take  place  more  effectually ;  the  cement 
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18  then  taken  back  to  the  furnace,  and  reheated  to  160*  or  250**  0-, 
<802**  to  482^  Fahr.,)  to  drive  oflF  all  the  water,  after  which  it  is  ground 
to  powder,  and  can  be  colored  to  any  desired  hue  by  mixing  with  a 
pigment. 


On  the  Results  of  a  Smes  of  Observations  on  the  Flow  of  Water  off 
the  Ground^  in  the  Woodhum  District^  near  Oarriekfergus^  Ireland; 
with  accurately  recorded  rain-gauge  registries  in  the  same  loccUitff^ 
for  a  period  of  twelve  months,  ending  ZQth  June,  1865.  By  BOBBRT 
Manning,  M.  Inst.  C.E. 

Read  before  the  Institution  of  Civil  Engineers,  April  24,  1866. 
From  the  LoDdon  Cl-vil  Engineer  asd  Architect's  Jovrnel,  June,  I860. 

It  was  stated  that  the  surface  of  the  ground  was  chiefly  composed 
of  bare  mountain  pasture  and  grazing  land,  the  surface  rock  being 
almost  entirely  tabular  trap,  overlying  the  chalk,  with  here  and  there 
patches  of  green  sand.  Three  rain-gauges  were  placed  at  the  respec*  '' 
tive  elevations  of  800  feet,  750  feet,  and  900  feet  above  the  level  of 
the  sea ;  and  two  stream  gauges  were  erected,  one  on  the  southern 
branch  of  the  river,  which  received  the  drainage  of  2076  acres,  and 
the  other  on  the  northern  branch  1329  acres.  The  stream  gauges 
were  rectangular  notches  with  sharp  edges,  such  as  were  nsed  by  Mr* 
Francis,  at  Lowell,  and  tho  formula  for  calculating  the  discharge  was 
that  deduced  from  these  well  known  eKperiments.  The  observations 
were  nearly  eight  hundred  in  number,  and  were  recorded  in  an  ap- 
pendix. From  a  summary  of  the  results,  it  appeared  that  the  rain-fall 
for  the  year  was  35*867  inches,  or  nearly  18  per  cent,  above  that  of 
Belfast.  For  the  six  months,  from  November  to  May,  the  rain  was 
14-766  inches,  producing  a  flow  of  14'S51  inches,  while  from  May  to 
November  these  quantities  were  21*101  inches  and  7*357  inches.  The 
minimum  flow  ofi*  1000  acres  occurred  in  August,  and  amounted  to  11 
cubic  feet  per  minute;  the  maximum,  in  September,  to  3180  cubie 
feet  per  minute ;  and  the  mean  monthly  flow  was  at  its  minimum  in 
July,  and  was  29  cubie  feet  per  minute. 

The  particulars  of  one  year's  rain  having  been  thus  ascertained,  it 
was  assumed  that  the  rain-fall  on  the  Carrickfergus  Mountains  bore  a 
constant  ratio  to  that  at  Queen's  College,  Belfast,  where  a  daily  re- 
gister had  been  kept  for  fourteen  years,  and  that  it  was  the  greater 
by  16  per  cent.  The  results  then  arrived  at  were,  that  the  maximum 
rain-fall  in  1852  was  47*71  inches,  the  mean  for  the  fourteen ^ears, 
1851-64,  was  38*42  inches,  the  average  of  the  three  dry  years,  1855-^ 
56-57,  was  32*76  inches,  and  the  minimum  in  1855  was  28'8  inches. 

The  question  then  remained,  how  much  of  this  rain-fall  was  avail- 
able for  water  supply  ?  Twenty  or  thirty  years  ago,  the  evaporation 
was'taken  as  proportional  to  the  rain-fall,  and  was  variously  estimated 
at  one-sixth,  one-third,  and  two-thirds  of  the  mean  annual  rain,  accordr 
tng  to  circumstances.  Now,  the  balance  of  opinion  seemed  to  be  that 
the  amount  of  evaporation  was  not  proportional  to  the  rain-fall  \  that 
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it  was  either  constant  or  within  narrow  limits,  where  there  was  an 
identity  or  similarity  in  the  physical  features  of  the  districts  com- 
pared ;  that  it  varied  under  different  circumstances  in  this  kingdom 
from  9  inches  to  19  inches;  and  thnt  its  amount  in  any  particular 
case  must  be  left  to  the  experience  nnd  judgment  of  the  engineer. 

The  author  calculated  that  the  loss,  or  the  difference  between  the 
rain-fall  and  the  supply,  which  was  the  resultant  fact  of  greatest  im- 
portance to  the  engineer,  varied  in  the  Woodburn  District  from  11*79 
inches  to  15*16  inches,  the  mean  annual  loss  being  18*71  inches.  The 
supply  ranged  from  14*57  inches  to  85*37  inches,  the  mean  annual 
supply  being  24*71  inches.  The  years  of  maximum  and  minimum 
supply  were  also  the  years  of  maximum  and  minimum  winter  rain.  In 
the  years  of  1856  and  1857,  in  which  the  rain-fall  only  differed  by  0*41 
inch,  the  difference  in  the  loss  was  3  22  inches,  arising  from  the  fact 
of  there  being  a  winter  rain-fall  of  15*96  inches  in  the  former,  and  of 
22*08  inches  in  the  latter  year. 

The  particulars  were  then  given  of  the  storage  required  for  all  quanti- 
ties, from  the  mean  annual  supply  down  to  that  of  the  minimum  year, 
from  which  it  appeared  that  to  store  the  whole  rain  yielded  by  the 
Woodburn  District,  24*71  inches,  a  reservoir  capable  of  containing  431 
days  supply  would  be  necessary ;  for  the  average  of  the  three  dry 
years,  18*28  inches,  132  days  would  be  required ;  while  for  the  mini- 
mum, 14*57  inches,  119  days  would  be  sufficient.  Diagrams  were 
added,  showing  the  storage  worked  out  for  each  month  of  the  fourteen 
years,  and  for  quantities  of  24*72  inches,  20  inches,  and  18  inches, 
and  showing  the  state  of  the  reservoir  for  a  supply  of  24  inches  for 
eleven  years,  and  20  inches  for  the  three  dry  years.  It  was  remarked 
that,  although  the  water  in  store  attained  its  minimum  in  different 
years,  that  minimum  invariably  occurred  in  the  month  of  October, 
and  that,  as  regarded  the  economical  supply  of  water  from  the  dis- 
trict under  consideration,  it  would  not  be  prudent  to  attempt  to  store 
a  greater  quantity  of  rain  than  about  10  per  cent,  over  the  average 
supply  of  the  three  dry  years,  provided  the  extent  of  the  gathering 
grounds  could  be  increased.  . 

The  question  of  water  power  was  then  incidentally  alluded  to,  and 
It  was  remarked  that,  in  dealing  with  useless  and  injurious  floods,  and 
in  providing  a  town  supply,  care  should  be  taken  not  to  induce  the  de- 
struction, by  instalments,  of  the  whole  water  power  of  the  country, 
and  injuriously  to  interfere  with  the  natural  regime  of  rivers.  The 
proportion  of  the  mean  annual  flow  of  both  branches  of  the  Woodburn 
Biver,  from  a  rain  basin  of  4750  acres,  applicable  to  the  supply  of 
Woodlawn  Mills,  was  then  determined,  and  the  calculations  and  re- 
sults were  given  in  detail.  The  tables  showed,  that  of  the  total  flow 
off  the  ground,  21*71  inches,  there  was  lost  on  Sundays  and  by  floods 
12*22  inches,  leaving  9*49  inches,  or  nearly  44  per  cent.,  available  for 
the  supply  of  the  wheel,  which  was  equivalent  to  194  days  full  work 
during  the  year,  or  1*78  times  the  mean  flow  of  the  stream.  If  the 
capacity  of  the  wheel  were  reduced  to  1*5  of  the  flow,  it  would  work 
for  213  days,  if  to  1*25  of  the  flow  for  218  days,  and  if  just  equal  to 
the  flow  it  would  work  243  days. 
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From  th«  Loadoo  Builder,  Mo,  1211. 

In  France  a  few  experiments  were  made  some  time  ago  by  M.  6. 
H.  Love  apon  small  pillars  made  of  Turton's  steel,  and  having  rounded 
ends.  These  pillars  were  1  centimetre,  or  0*39  inch,  in  diameter,  the 
lengths  being  ten,  twenty,  and  thirty  times  the  diameter.  The  steel  of 
which  the  pillars  were  composed  was  found  by  experiment  to  have  a  ten- 
sile breaking  strength  of  108,500  B)s.  per  square  inch.  According  to 
Engineering^  the  results  show  that,  as  in  the  case  of  cast  and  wrought 
iron,  the  resisting  power  of  steel  to  compression  decreases  as  the  propor- 
tion which  the  length  of  the  column  bears  to  the  diameter  is  increased ; 
but  this  decrease  in  strength  does  not  seem  to  be  so  rapid  as  in  the  oaae 
of  the  two  first-mentioned  materials.  M.  Love's  own  deductions  are» 
that  steel  and  cast  iron  columns,  having  a  length  of  from  one  and  a 
half  to  five  diameters,  offer  about  the  same  resistance  to  compression ; 
wliilst  columns  of  wrought  iron  of  the  same  proportions  offer  only  about 
half  such  resistance.  When  the  length  of  the  column  is  increased  to 
ten  diameters,  however,  he  considers  that  steel  offers  a  greater  resist- 
ance than  cast  iron,  in  the  proportion  of  41  to  81,  the  proportionate 
resistance  of  wrought  iron  being  represented  by  17.  As  the  proportion 
of  length  to  diameter  increases,  the  resisting  power  of  cast  iron  di- 
minishes more  rapidly  than  that  of  wrought  iron,  and  that  of  wrought 
iron  more  quickly  than  that  of  steel,  so  that  when  the  length  reaches 
forty  diameters,  he  estimates  the  strength  of  similar  columns  of  the 
three  materials  to  be  in  the  proportion  of  the  numbers  375,  562,  and 
1500.  It  is  wrong  to  found  a  law  upon  so  few  experiments;  but,  if 
the  data  above  given  are  confirmed  by  future  trials,  steel  will  prove  a 
valuable  material  for  resisting  compressive  strains. 


Water-proofing  Walls.  By  Feedbeick  Rogees,  Captain  B.  If. 

Wnm  tb«  London  BiiUtor,  No.  ISU. 

Observing  in  the  Builder  a  notice  respecting  damp  walls  in  out- 
buildings, allow  me  to  suggest  a  probable  cure. 

While  in  Dorset,  I  was  applied  to  by  a  lady  for  a  remedy  for  the 
above,  and  as  I  had  for  many  years  been  in  the  habit  of  applying 
*'  bright  American  varnish  '*  with  great  success  to  very  exposed  wood* 
work,  I  recommended  the  lady  to  make  an  experiment  on  the  part  of 
her  house  where  not  much  seen.  On  passing  by  a  few  weeks  after- 
wards, I  observed  all  the  front  glowing  to  an  evening  sky. 

On  inquiry,  I  found  that  the  varnish  had  so  well  succeeded  in  a 
amall  way  that  the  lady  had  applied  the  same  to  the  whole  building, 
with  equal  success ;  and,  when  afterwarda  painted,  there  was  no  ap« 
pearance  of  wet  or  **  varnish." 

The  '*  bright  American  varnish "  is  very  inexpensive,  costing,  I 
think,  about  Ss.  per  gallon,  and  may  be  procured  from  most  sea^porta. 
I  should  recommend  one  coat  of  varnish  as  a  trial,  and  if  not  quite 
Baeeeasfol  then  another,  followed  by  three  good  coata  of  paint 
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On  Uniform  Rotation.   By  C.  W.  Siemens,  F.  R.  S. 

From  the  London  Artisan,  Jvno,  1806. 

The  paper  sets  out  with  an  inquirj  into  the  conditions  of  the  conical 
pendulum  as  a  meaDS  of  obtaining  uniform  rotation.  This  instrumeut, 
as  applied  by  Watt  to  regulate  the  velocity  of  his  steam  engines,  is 
shown  to  be  defectiTe,  first,  because  the  regulated  position  of  the  valve 
depends  upon  the  angular  position  of  the  pendulums,  and,  therefore, 
upon  the  velocity  of  rotation,  which  must  be  permanently  changed  in 
order  to  eifectan  adjustment  of  the  valve ;  and,  secondly,  because  when 
the  balance  between  force  and  resistance  of  the  engine  at  a  given  ve- 
locity is  disturbed,  the  angular  position  of  the  pendulums  will  not 
change  until  a  pow.er  has  been  created  in  them,  through  acceleration 
of  the  engine  sufficient  to  overcome  the  mechanical  resistance  of  the 
valve,  giving  rise  to  a  series  of  fluctuations  before  a  balance  between 
the  power  and  resistance  of  the  engine  is  re>established. 

These  defects  in  Watt's  centrifugal  governor  are  shown  to  be  obvi- 
ated in  the  chronometric  governor,  an  instrument  which  was  proposed 
by  the  author  of  the  paper  twenty-three  years  ago,  and  which  consists 
of  a  conical  pendulum  proceeding  at  a  uniform  angle  of  rotation,  and, 
therefore,  at  a  uniform  speed,  which  is  made  to  act  upon  the  regulat- 
ing valve  by  means  of  a  differential  motion  between  itself  and  the  en- 
gine to  be  regulated,  which  latter  has  to  accommodate  itself  to  the 
rotations  imposed  by  the  independent  pendulum.  The  differential  mo- 
tion wheels  are  taken  advantage  of  for  imparting  independent  driving 
or  sustaining  power  to  the  pendulum  ;  and  a  constancy  of  the  angle 
of  rotation,  notwithstanding  unavoidable  fluctuations  in  the  sustaining 
power,  18  secured  (within  certain  limits)  by  calling  into  play  a  brake, 
or  fluid  resistance,  at  the  moment  when  the  angle  of  rotation  reaches 
a  maximum,  which  maximum  position  is  perpetuated  by  increasing  the 
sustaining  power  beyond  what  is  strictly  necessary  to  overcome  the 
ordinary  resistance  of  the  pendulum. 

The  chronometric  governor  is  used  by  the  Astronomer  Royal  to 
regulate  the  motion  of  the  large  equatorial  telescope  and  recording 
apparatus  at  Greenwich,  in  which  application  a  very  high  degree  of 
regularity  is  attained  ;  but  the  instrument  proved  to  be  too  delicate 
in  its  adjustments  for  ordinary  steam  engine  use. 

After  a  short  allusion  to  M.  Foucoult's  governor,  the  paper  enters 
upon  the  description  of  a  new  apparatus  which  the  writer  has  imagined 
for  obtaining  uniform  rotation,  notwithstanding  great  variations  in 
the  driving  power,  and  which  consists  in  the  main  of  a  parabolic  cup, 
open  at  top  and  bottom  and  mounted  upon  a  vertical  axis,  which  cup 
dips,  with  its  smaller  opening,  into  a  liquid  contained  within  a  casing 
completely  enclosing  the  cup.  It  is  shown  that  a  certain  angular  ve- 
locity of  the  cup  will  raise  the  liquid  (entering  from  below)  in  a  para* 
bolic  curve  to  its  upper  edge  or  brim,  and  that  a  very  slight  increase 
of  the  velocity  will  cause  actual  overflow,  in  the  form  of  a  sheet  of 
liquid,  which,  being  raised  and  projected  against  the  sides  of  the  outer 
chamber,  descends  to  the  bath  below,  whence  fresh  liquid  continually 
enters  the  cup.    Without  the  overflow  scarcely  any  power  is  required 
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to  maintain  the  cnp,  with  the  liquid  it  contains,  in  motion ;  but  the 
moment  an  overflow  ensues,  a  considerable  amount  of  power  is  absorbed 
in  raising  and  projecting  a  continuous  stream  of  the  liquid  whereby 
further  acceleration  is  prevented,  and  nearly  uniform  velocity  is  the 
result.  When  absolute  uniformity  is  required,  the  cup  is  not  fixed 
upon  the  rotating  axis,  but  is  suspended  from  it  by  a  spiral  spring, 
which  not  only  supports  its  weight,  but  also  trunsmits  the  driving 
power  by  its  torsional  moment.  The  cup  is  guided  in  the  centre  upon 
a  helical  surface,  which  arrangement  has  for  its  result  that  an  increase 
of  resistance  or  of  driving  power  produces  an  increased  torsional  action 
of  the  spring,  and  with  it  an  automatic  descent  of  the  cup,  sufiBcient 
to  make  up  for  the  thickness  of  overflow  required  to  effect  the  re-ad* 
justment  between  power  and  resistance,  without  permanent  increase 
of  angular  velocity. 

It  is  shown  that  the  density  of  the  liquid  exercises  no  influence 
upon  the  velocity  of  the  cap,  which  velocity  is  expressed  by  the  fol- 
lowing formula : 


j2^A(l+^_43^,) 


n  = 

2r;r 

in  which 

n  signifies  the  number  of  revolutions  per  second, 

A  the  height  of  liquid  from  the  surface  to  the  brim  of  cup, 

r  the  radius  of  the  brim,  and 

p  the  radios  of  lower  orifice  of  cup, 
only  the  rigidity  of  the  spring  must  be  greater  when  a  comparatively 
dense  liquid  is  employed. 

In  order  to  test  the  principle  of  action  here  involved,  Mr.  Siemens 
has  constructed  a  clock  consisting  of  a  galvanic  battery,  an  electro- 
magnet, and  his  gyrometric  cup,  besides  the  necessary  reducing  wheels 
and  hands  upon  a  dial  face,  which  proceeds  at  a  uniform  rate,  although 
the  driving  power  may  be  varied  between  wide  limits,  by  the  intro- 
duction of  artificial  resistances  into  the  electrical  circuit.  The  instru- 
ment appears,  therefore,  well  calculated  for  regulating  the  speed  of 
all  kinds  of  philosophical  apparatus,  and  also  for  obtaining  synchron- 
ous rotations  at  different  places  for  telegraphic  purposes.  One  of  its 
most  interesting  applications  is  embodied  in  the  **  gyrometric  gov- 
ernor" for  steam  engines.  This  consists  of  a  cup  of  200  millimetres 
diameter  and  the  same  height,  which  is  fixed  upon  its  vertical  axis  of 
rotation,  and  is  enclosed  in  an  outer  chamber,  containing  water  in 
such  quantity  that  the  lower  extremity  of  the  cup  dips  below  its  sur- 
face. The  upper  edge  of  the  rotating  cup  is,  in  this  application,  sur- 
rounded by  a  stationary  ring  armed  with  vertical  vanes,  by  which 
the  overflowing  liquid  is  arrested  and  directed  downward,  causing  it  to 
fall  through  a  space  or  zone  which  is  traversed  by  a  number  of  radial 
and  vertical  blades  projecting  from  the  external  surface  of  the  rotating 
cup,  whichy  in  striking  the  falling  liquid,  project  it  with  oonsiderable 


Digiti 


zed  by  Google 


92  Civil  and  Meehamcal  Engineering. 

force  against  the  sides  of  the  onter  yessel,  at  the  expense  of  a  correfl- 
ponding  retarding  effect  on  the  cup,  increasing  its  regulating  power. 

The  cup-Fpindle  carries  at  its  lower  extremity  a  pinion,  which  gears 
into  two  planet-wheels  at  opposite  points,  which  on  their  part  gear 
into  an  inverted  wheel  surrounding  the  whole,  which  latter  is  fas- 
tened upon  a  Tertical  shaft  in  continuation  of  the  cup-spindle,  and  is 
driven  round  by  the  engine  in  the  opposite  direction  to  the  motion  of 
the  cup.  The  two  intermediate  or  planet-wheels  are  attached  to  a 
rocking  frame  supported,  but  not  fixed,  upon  the  central  axis,  which 
wheels,  in  rotating  upon  their  studs,  are  also  free  to  follow  the  impulse 
of  either  the  pinion  or  the  inverted  wheel  to  the  extent  of  the  differ- 
ential motion  arising  between  them.  The  rocking  frame  is  connected 
to  the  regulating  valve  of  the  engine,  and  also  to  the  weight  suspended 
from  a  horizontal  arm  upon  the  valve-spindle,  tending  to  open  the 
valve  and,  at  the  same  time,  to  accelerate  the  cup  to  the  extent  of 
the  pressure  produced  between  the  teeth  of  the  planetrwheels  and  the 
pinion,  while  the  engine  is  constantly  employed  to  raise  the  weight 
and  cut  off  the  supply  of  steam.  The  result  is  that  the  engine  has  to 
conform  absolutely  to  the  regular  motion  imposed  by  the  cup,  which 
will  be  precisely  the  same  when  the  engine  is  charged  with  its  maxi- 
mum or  its  minimum  of  resisting  load. 

The  paper  shows  that  the  action  upon  the  valve  must  take  place  at 
the  moment  when  the  balance  between  the  power  and  load  of  the  en- 
gine  is  disturbed,  and  that  the  readjustment  will  be  effected,  notwith- 
standing a  resistance  of  the  valve  exceeding  100  kilogrammes — a  re- 
sult tending  towards  the  attainment  of  several  important  objects. 


Messrs.  Phillips*  Patent  Girders. 

Vrom  the  London  Builder,  No.  1204. 

For  some  time  past  several  interesting  experiments  on  rolled  iron 
beams  of  peculiar  construction,  have  been  progressing  at  Mr.  Kirk- 
aldy's  works,  Southwark,  of  which  our  readers  may  desire  to  have 
aome  particulars.  Mr.  Kirkaldy's  machine  (a  patent,)  we  may  say  at 
starting,  is  4  beautiful  work,  from  the  foundry  of  Greenwood  &  Batley, 
of  Leeds. 

Several  years  have  elapsed  since  the  continental  architects  and 
builders  began  the  adoption  of  rolled  iron  beams  in  plaoe  of  the  ordi- 
nary wooden  girders  and  joists,  and  found  advantages  in  the  substitu* 
tion,  not  only  in  respect  of  cost,  but  also  in  the  facility  they  obtained 
for  working  out  conceptions  which  never  could  have  bad  an  actual  ex- 
istence under  the  old  mode  of  construction. 

Now,  why  have  we  not  more  generally  adopted  the  use  of  so  con* 
venient  a  material  as  rolled  iron  ?  Years  ago  we  suggested  to  the 
government  the  offering  of  a  large  premium  for  improvements  in  the 
mode  of  roUmg  iron.  The  fact  is,  that,  with  our  practical  habit  of  re* 
gwding  thingSi  the  builder  is  popularly  believed  to  be  the  best  judge 
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f)f  what  is  necessary.  He  is  supposed  to  be,  at  least,  practical ;  and 
the  opinions  of  snch  a  one  will  tell  with  people,  in  spite  of  the  repre- 
sentations of  architects, — men  specially  edacated  to  discriminate 
between  the  fitness  and  unfitness  of  things  for  the  purpose  intended. 
And  so  we  find  that,  although  every  architect  knows  cast  iron  girders 
are  really  dearer  than  wrought  iron  girders,  inasmuch  as  they  require 
more  than  double  the  weight  to  furnish  equal  strength,  and  even  then 
that  cast  iron  girders  cannot  be  relied  on  through  defects  inherent  in 
their  manufacture,  yet  at  this  very  moment  we  may  behold  them  placed 
in  more  than  one  costly  erection  progressing  in  the  metropolis,  intro- 
duced, we  suppose,  for  some  consideration  for  client's  whim  or  build- 
er's convenience.  But,  although  it  is  a  fair  subject  of  inquiry  why  the 
nae  of  rolled  iron  has  not  received  more  attention  at  our  hands,  it  may 
be  stated  at  the  outset  that  the  vast  improvement  of  riveted  plate 
joists  and  girders  over  any  of  the  preceding  kinds  of  cast  iron  or 
wooden  beams  in  use,  and  the  facilities  existing  for  their  constructiont 
justified  their  retention  till  it  could  be  demonstrated  that  a  better 
thing  was  at  hand  to  replace  them. 

Few  departments  of  engineering  have  had  the  benefit  of  actual  ex- 
periments to  the  same  extent  as  this  one  of  girder  construction.  Wit- 
ness the  labors  of  Professor  Hodgkinson,  Mr.  Fairbairn,  and  others ; 
yet,  till  recently,  we  were  without  any  definite  knowledge  of  the  pro- 
perties of  the  rolled  beams  and  their  combinations.  Mr.  Homan, 
while  engaged  in  making  a  series  of  tests  for  the  purpose  of  obtaining 
reliable  data  for  practice,  noticed  the  tendency  of  all  these  beams  to 
yield  laterally  before  their  full  resistance  was  developed,  and  sought 
to  obtain  the  required  lateral  resistance  by  riveting  a  plate  on  the  top 
flange.  Every  previous  experiment  showed  that,  by  supporting  the 
beam  back  and  front  in  such  a  manner  that  it  could  only  yield  verti- 
cally, the  load  might  be  increased  40  per  cent.  Thus  a  beam  8  ins. 
deep,  with  flanges  2j^  ins.  placed  on  supports  20  ft.  apart,  sustained 
about  4  tons  on  the  centre  before  yielding  sideways  and  becoming 
crippled;  while  the  same  beam  *^ cradled,"  or  supported  laterally, 
took  5}  tons  before  breaking.  After  the  plate  had  been  riveted  on  the 
top  flange,  the  same  kind  of  beam  took  7  tons  without  showing  the 
slightest  fracture,  and  merely  exhibiting  a  considerable  set  vertically. 
Other  results  were  obtained  equally  striking.  By  doubling  the  depth 
of  a  beam,  we  double  the  resistance,  other  things  being  equal;  and  so, 
when  increased  strength  beyond  that  furnished  by  one  beam  was  re- 
quired, it  was  usual  to  place  two  together,  either  alongside  or  on  each 
other ;  for  example,  if  one  beam  were  equal  to  4  tons,  two  beams  were 
equal  to  8  tons,  and  experiment  showed  that  such  was  actually  the 
case.  Two  of  these  beams,  8  and  2J,  were,  therefore,  riveted  together, 
one  upon  the  other,  and  the  lateral  deflexion  was  sought  to  be  remedied 
as  before  by  riveting  a  plate,  8  ins.  wide  by  f  thick,  on  the  top  flange. 
The  beam  now  formed  was  16  ins.  deep,  and  it  was  expected  to  be  equal 
to  10  tons  on  the  centre,  when  placed  as  before  on  supports  20  feet 
apart.  On  applying  the  strain  it  was  found  that  16  tons  produced  no 
sensible  set,  and  at  20  tons  the  beam  failed  only  by  lateral  twistingi 
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the  iron  being  sound  and  uninjured.  Here,  then,  was  a  novelty.  We 
have  examined  the  various  authorities  on  this  subject  of  beams,  and 
have  conversed  with  several  persons  who  have  had  great  experience 
in  designing  girders,  without  finding  any  notice  or  previous  knowledge 
of  this  singular  result;  indeed,  it  is  useless  to  attempt  to  understand 
the  properties  of  these  girders  on  any  ordinary  hypothesis.  The  real 
explanation  probably  lies  in  the  fact  that  the  web-plate,  usually  con- 
sidered as  not  contributing  to  the  strength  of  the  riveted  plate  girders 
by  reason  of  the  attachment  to  the  flanges  being  merely  mechanical, 
actually  enters  into  the  work  of  the  patent  girders,  united  as  it  is  to 
the  flanges  by  the  superior  attachment  of  the  natural  cohesion  of  the 
metal.  Taking,  then,  the  web  of  these  girders  as  forming  an  import- 
ant element  in  their  ultimate  resistance,  we  are  able  to  understand 
and  accept  as  probable  what  would  otherwise  appear  extraordinary. 
In  order  to  arrive  at  their  relative  value,  compared  with  the  ordinary 
riveted  beam,  we  will  apply  the  well-known  formula  of  Mr.  Fairbairn, 

W  =  -^,  where  w  =  weight,  a  =  area  of  lower  flange,  (2= depth  of 

girder,  I  =  length,  and  c  is  a  constant,  the  value  of  which  depends 
on  the  form  of  beam,  and  must  be  ascertained  by  experiment ;  whence 
it  follows  that  the  higher  the  value  of  (?,  the  greater  the  value  of  the 
beam  for  the  same  sectional  area.  A  simple  web-plate,  with  angle-iron 
on  top  and  bottom,  gives  a  constant  of  60 ;  an  additional  plate  on  the 
top  and  bottom  flanges  increases  it  to  75;  that  is,  the  strength  of  the 
girder  is  increased  in  that  ratio.  A  box-beam,  or  cellular  girder,  gives 
a  constant  of  80,  and  these  respective  values  are  singularly  correct 
when  applied  to  ordinary  iron  and  workmanship;  if  any  deviation  is 
found  the  cause  exists  in  altered  conditions,  whether  in  the  quality  of 
the  metal  or  workmanship.  We  use  this  formula  because  it  is  based 
on  actual  experiments,  and  for  years  has  stood  the  test  of  practice ; 
moreover,  we  understand  that  it  applies  with  great  consistency  to  the 
new  form  of  girder.  We  have  said  that  Mr.  Fairbairn's  experiments 
established  the  values  of  riveted  girders  at  60,  75,  and  80,  the  difi'er- 
ence  depending  on  their  form.  The  rolled  beams  made  by  the  Butterly 
Company  give  57  to  88  as  constants ;  the  tests  we  have  seen  applied 
to  the  Belgium  beams  give  higher  results ;  but  the  difference  probably 
depends  on  the  fact,  that  the  flanges  were  smaller,  and  the  distribu- 
tion of  the  metal  such  as  to  enable  a  larger  amount  of  work  to  be  done 
in  proportion  to  the  sectional  area. 

Among  the  experiments  recently  made  at  Mr.  Kirkaldy's  works,  we 
will  take  two,  as  best  illustrating  the  subject,  and  will  compare  them 
with  the  given  results  of  riveted  plate  girders  of  corresponding  sec- 
tional area,  and  consequently  of  a  like  weight  per  foot  run.  A  rolled 
beam,  8  ins.  deep,  with  lower  flange  of  2^  ins.,  and  with  a  plate  6  ins.  by 
J  in.,  riveted  on  top  flange,  the  whole  weighing  22  lbs.  per  foot  run,  was 
placed  on  the  machine  at  20  ft.  distance  between  the  supports.  Now, 
if  we  had  to  design  a  riveted  plate  beam  of  corresponding  weight,  and 
if  we  were  seeking  the  best  distribution  of  the  parts,  with  the  view  of 
obtaining  the  greatest  amount  of  strength,  we  should  make  the  web* 
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plate  9  Ins.  by  ^  in.  thick,  the  bottom  angles  2  ins.  by  2  ins.  and  ^<g  in. 
thick,  and  the  top  angles  heavier,  to  equalize  the  compressive  strain 
of  the  top  flange  with  the  tensile  strain  of  the  lower  flange,  say,  2  ins. 
by  2  ins.  and  ^%  in.  thick.  Such  a  beam,  weighing  22  £bs.  per  foot  run, 
would  break  with  about  3^  tons  applied  on  the  centre,  with  a  span  of 
20  ft.  A  strain  of  4  tons  was  at  once  applied  on  the  centre  of  the 
patent  beam,  and  after  a  short  time  withdrawn,  without  any  appreci- 
able set ;  5  tons  were  then  applied,  and  on  being  withdrawn  a  set  to 
the  extent  of  j'^  in.  was  found  to  have  taken  place.  The  load  was  then 
increased  to  6  tons  and  7  tons,  the  set  increasing  to  4  ins.,  but  with- 
out  the  least  fracture  or  injury  to  the  beam  beyond  the  set  in  the  cen- 
tre.   If  we  now  apply  the  formula  to  find  the  constant,  taking  area  of 

A  *i-  u  wZ     7X240      1680     ^-^       i  .i..   ^ 

flange  at  1  in.,  we  have  c  ==—7=    1  v  R   ~ — 8~~^       '  *  8" 

ure  indicates  the  value  of  the  constant  in  the  formula  w  ==—,-.     The 

second  illustration  presented  was  a  girder  formed  of  two  similar  beams, 
of  8  ins.  depth  by  2J  ins.  width  of  flange,  riveted  together,  with  a  plate 
on  the  top  flange  of  8  ins.  width  by  f  ins.  thickness,  the  whole  weighing 
40  lbs.  per  foot  run. 

For  a  corresponding  sectional  area  of  ordinary  riveted  girder,  we 
may  take  a  web  plate  of  12  ins.,  with  bottom  angle-irons  of  3  ins.  by  J 
in.  thick,  and  top  angles  of  3  ins.  by  i  in.  thick,  to  equalize  the  strains 
as  before.  Such  a  girder  would  weigh  40  Bbs.  per  foot  run.  and  would 
break  with  9  tons  applied  on  the  centre.  The  patent  girder  was  placed 
at  20  ft.  between  supports,  like  the  first,  and  10  tons  weight  applied 
on  the  centre,  without  even  a  perceptible  deflexion,  although  the  deli- 
cate register  of  the  testing  machine  showed  deflexion,  and  even  set, 
in  an  infinitely  small  degree,  when  the  weight  was  removed.  The 
weight  was  then  increased  successively  to  12, 14,  and  16  tons,  the  set 
registered  at  this  last  weight  being  ^  in.,  and  ultimately  increased  to 
20  tons,  when  signs  of  yielding  by  compression  were  apparent  near 
the  upper  part  of  the  web-plate.  On  attempting  to  increase  the  strain 
it  became  evident  that  the  girder  could  not  be  broken,  although  by 
twisting  a  severe  ctippling  might  result.   Again  applying  the  formula 

.  •    .1.  .     .  w?      20X240     4800      „^^         .     . 

to  ascertain  the  constant,  c==— -r=   -.^^1^   =    i^   =  oUO,  we  obtain 

ad        IXlb  lb 

a  constant  of  800,  against  the  riveted  beam  of  similar  sectional  area 
taken  at  75. 

The  profession  will  probably  desire  to  see  some  of  these  girders 
tried  against  girders  of  the  old  forms,  made  of  similar  iron,  and  under 
the  same  machine,  before  they  admit  a  great  superiority.  Enough, 
however,  has  certainly  been  shown  to  encourage  the  Messrs.  Phillips 
to  persevere  in  bringing  the  invention  prominently  before  the  public. 
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On  the  Performance,  Wear,  and  Cost  of  Maintenance  of  Rolling  Stock. 
By  T.  A.  R0CHU86KN,  Assoc.  Inst.  C.  E. 
Bead  li^bre  the  Institution  of  Civil  Engineers,  April  24, 1866. 
Vrom  Um  London  GItU  Snglneer  and  Arebiiectfg  Jonrnal,  Jum^  1866. 

This  commamcation  related  to  the  statistics  of  three  Prussian  rail- 
wajs — the  Cologne-Minden,  the  Bergish-Maerkish,  and  the  Rhenish 
-*the  general  circumstances  of  which  were  stated  to  be  somewhat  simi- 
lar. The  tables  embraced  the  particulars  of  the  engines,  and  of  the  car- 
riages and  wagons,  with  the  expense  of  repairs  and  renewals,  the 
work  done  by  the  engines  in  1864,  the  cost  of  motive  power,  the  re- 
pairs and  renewals  of  engine- tyres,  and  the  commercial  results.  Also 
the  experience  of  the  wear  of  tyre^s  on  the  Cologne-Minden  Railway 
for  the  twenty  years,  from  1845  to  1864,  inclusive,  embracing  the  re- 
sults of  observations  upon  about  twenty-five  thousand  tyres  of  differ- 
ent makes  and  of  different  materials. 

It  was  stated  that,  on  the  Prussian  railways,  the  iron-spoke  wheels 
were  gradually  replaced  by  disc  wheels,  which  at  first  were  of  wood, 
but  latterly  they  were  entirely  of  iron.  The  first  form  of  iron  disc, 
adopted  in  1848,  was  that  of  a  bulged  star;  a  wrought  iron  plate, 
flanged  to  form  the  periphery  of  the  wheel,  was  indented  wit^  five 
triangular  bugles  from  the  boss,  which  was  cast  on  the  plate  forming 
the  disc.  This  wheel  had  proved  to  be  very  durable,  but  it  was  noisy,  and, 
the  boss  being  11^  inches  in  diameter,  the  structure  was  heavy.  It, 
however,  supported  the  tyre  evenly  and  well,  and  reference  was  made 
Xo  a  pair  of  these  wheels  with  iron  tyres,  which  had  run  116,000  miles 
without  requiring  turning,  and,  being  still  1^  inch  thick,  it  was  thought 
they  would  last  up  to  250,000  miles.  In  1862,  a  dished  wrought  iron 
disc  wheel  was  introduced,  the  manufacture  of  which  was  both  cheap 
and  expeditious.  But  the  fine  grain  iron  necessary  to  insure  a  sound 
flanging  for  the  periphery  of  the  wheel  made  it  too  rigid.  Attention 
was  then  directed  to  the  means  of  obtaining  elasticity  both  in  the 
form  of  the  disc  and  in  the  material  used.  Accordingly,  fibrous  iron 
was  employed,  and  the  flat  or  dished  disc  was  corrugated,  the  peri- 
phery being  formed  by  a  rim  of  fine  grain  angle-iron,  riveted  to  the 
disc  plate.  Subsequently  the  disc  and  the  rim  were  welded  together, 
and  about  the  same  time  the  Bochum  Company  introduced  steel  cast- 
ings, in  the  corrugated  form,  of  combined  disc  and  tyre.  In  the  im- 
proved form  of  the  corrugated  wrought  iron  disc,  brought  out  in  1864, 
the  iron  used  was  highly  fibrous.  Several  slabs  were  forged  to  the 
shape  of  a  double  cardinars  hat.  This  bloom  was  reheated  twice, 
and,  by  frequent  and  quick  rolling,  was  enlarged  to  about  three  feet  in 
diameter.  The  rim  was  welded  on  under  the  steam  hammer,  which, 
«it  the  same  time,  punched  the  hole  in  the  boss  for  the  axle,  and  gave 
the  form  of  the  wave  to  the  disc  plate.  After  turning  up  the  rim,  the 
tyre  was  shrunk  on  and  bolted.  Since  1864,  the  tyre,  whether  of  steel 
or  of  iron,  had  been  welded  on  to  the  disc  wheel  by  hydraulic  pressnre. 
In  this  form,  it  was  believed,  the  disc  wheel  offered  the  greatest  amount 
«f  Bta'ength:  the  fibrous  iron  gave  elasticity,  the  tyre  was  supported 
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m  every  part,  there  were  no  joints,  bolts,  or  rivets  to  wear  loose,  and 
after  the  tyre  had  been  worn  out,  it  was  simply  necessary  to  turn  it 
down  to  the  thickness  of  an  ordinary  wheel  rim,  and  to  shrink  on  an- 
other tyre.  It  was  asserted  that,  with  steel  tyres,  these  wheels  would 
mn  from  800,000  to  600,000  miles  before  requiring  a  new  tyre,  and 
that  by  grinding  the  tyres  instead  of  turning  them  their  life  would 
be  prolonged  from  50,000  to  60,000  miles. 


The  Great  Forth  Bridge. 

From  tbe  London  Mecbanlos*  Kagarine,  Jnn«,  1M6. 

This  bridge  has  been  designed  for  the  purpose  of  enabling  the  North 
British  Railway  to  cross  the  Firth  of  Forth  between  Blackness  and 
Charleston,  about  fourteen  miles  west  of  Edinburgh.  On  account  of 
the  peculiar  nature  of  the  bottom,  however,  before  the  bridge-works 
are  commenced,  an  experimental  pier  will  be  constructed,  which  is  to  be 
built  on  a  raft  as  a  foundation.  This  raft,  which  was  launched  on  June 
14  inat.,  at  Burntisland,  consists  of  a  mass  of  parallel  loss  of  Memel 
timber,  bolted  together  on  a  series  of  cross-beams.  It  is  80  feet  by  60 
feet,  and  7  feet  thick,  and  its  superficial  area  is  4800  feet.  The  bot- 
tom on  which  this  raft  will  be  placed  is  of  silt,  which  has  been  bored  to 
the  depth  of  120  feet.  The  idea  is,  that  by  giving  this  broad  platform 
or  rest  to  the  structure,  a  secure  foundation  may  be  obtained  even  on 
that  slimy  bottom,  and  on  the  success  of  the  first  pier,  so  founded,  the 
hopes  of  the  bridge  may  be  said  to  rest.  The  raft  is  intended  to  be 
towed  to  the  site  of  the  proposed  pier  and  the  building  carried  on  within 
a  caisson,  of  which  the  bottom  line  is  already  laid  upon  the  raft.  Out- 
side the  caisson  are  eight  cylinders  to  be  loaded  with  iron  when  the 
raft  is  sunk.  The  caisson  is  trapped  with  apertures,  which  will  enable 
the  divers  to  get  below  the  raft  for  filling  up  or  otherwise  perfecting 
the  foundation.  The  building  will  be  carried  upwards  from  the  raft  to 
12  feet  above  high  water-level,  and,  the  depth  being  40  feet,  this  will 
give  52  feet  of  brick- work  from  the  surface  of  the  raft.  The  greatest 
diameter  of  the  masonry  will  be  50  feet,  declining  to  27  feet,  and  the 
thickness  7  feet,  the  outline  resembling  the  figure  8.  The  mooring 
of  the  raft  will  be  effected  by  two  barges  of  700  tons  burthen,  fitted 
inside  as  dwellings  for  the  workmen,  and  the  decks  being  a  platform 
for  materials.  After  the  raft  is  moored,  the  masonry  will  be  proceeded 
with,  and  as  the  work  goes  on  and  the  platform  settles  down,  the  walls 
of  the  caisson  will  be  carried  up,  so  as  to  keep  out  of  the  water.  When 
the  silt  is  reached  by  the  gradual  depression  of  the  raft,  the  cylinders 
will  be  loaded  with  10,000  tons  of  pig  iron,  about  2^  times  the  ulti- 
mate weight  of  the  bridge  upon  the  pier,  so  as  to  press  the  foundation 
into  the  silt,  and  also  to  secure  a  perfectly  horizontal  position.  When 
the  iron  load  has  effected  its  purpose,  the  cylinders  will  be  emptied 
and  removed.  The  Forth  bridge,  which  is  designed  by  Mr.  Thomas 
Bouch,  C.  E.,  Edinburgh,  and  is  estimated  to  cost  about  half  a  million, 
will,  should  it  be  carried  out,  be  2^  miles  long.  It  will  be  a  lattice 
girder  bridge,  resting  on  61  piers,  and  with  four  spans  of  500  feet 
each,  which  will  be  125  feet  above  high  water-level  in  the  centre. 
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Each  of  tbe  four  girders  will  weigh  1170  tons,  about  592  tons  lest 
than  the  tubes  of  the  Britannia  bridge,  though  the  span  is  40  feet 
greater.  The  depth  of  the  girders  will  be  64  feet  and  the  width  18 
feet.  The  height  of  the  bridge  from  foundation  to  top  of  girder  will 
be  212  feet.  It  is  not  intended  to  proceed  with  anj  further  prepara^ 
tion  for  the  bridge  until  the  success  of  the  experimental  pier  be  fully 
ascertained. 

MECHANICS,  PHYSICS,  AND  CHEMISTRY. 

Failure  of  Chronometers.  By  Mr.  William  Ellis,  F.R.A.S. 

Frum  the  London  MechAnlos'  Ifagaslao,  June,  1806. 

In  the  course  of  a  lecture  on  the  treatment  of  chronometers,  at  the 
Greenwich  Observatory,  which  was  delivered  in  March  last  before 
the  members  of  the  British  Horological  Institute,  by  Mr.  William 
Ellis,  F.R.A.S.,  the  lecturer  gave  the  following  as  the  conclunions  at 
which  the  Astronomer  Royal  had  arrived  with  regard  to  the  chronome- 
ters examined.  They  are  instructive  as  pointing  out  the  causes  of  fail- 
ure in  otherwise  unexceptionable  instruments.  The  Astronomer  Royal 
states  that  the  material  workmanship  of  all  the  chronometers  is  very 
good,  and  amongst  nearly  all  the  chronometers  there  is  very  little  differ 
ence  indeed  in  this  respect.   In  uniform  circumstances  of  temperature 
every  one  of  the  chronometers  would  go  almost  as  well  as  an  astronomi- 
cal clock.  The  great  cause  of  failure  is  the  want  of  compensation,  or  the 
too  great  compensation,  for  the  effects  of  temperature.  Another  very 
serious  cause  of  error  is  brought  out  clearly  in  the  trial,  namely,  a  fault 
in  the  oil,  which  is  injured  by  heat.  This  is  very  different  with  the  chro- 
nometers of  different  makers.   For  instance,  the  oil  used  by  one  chro- 
nometer-maker is  not  at  all  injured  by  heat;  while  some  of  that  used 
by  another  chronometer-maker  is  so  bad  that,  after  going  through  the 
eame  heating  as  those  of  the  first-mentioned  maker,  the  rates  of  the 
chronometers  are  changed  (on  returning  to  ordinary  temperature)  by 
eighty  seconds  per  week.    The  Astronomer  Royal  asserts  his  belief 
that  nearly  all  the  irregularities  from  week  to  week,  which  generally 
would  be  interpreted  as  proving  bad  workmanship,  are  in  reality  due 
to  the  two  foregoing  causes. 

When  it  is  considered  how  very  important  is  the  compensation  ad- 
justment, it  can  never  be  out  of  place  to  enforce  attention  in  this  par- 
ticular. Chronometers  in  which  it  has  not  been  well  attended  to  can- 
not come  out  well  in  the  Qreenwich  lists,  neither  will  navy  chronometers, 
after  repair,  pass  the  Observatory  test  unless  the  compensation  has 
been  adjusted  within  close  limits.  There  seems  to  be  a  want  in  Lon- 
don of  some  establishment  to  which  chronometers  might  be  sent  for 
the  purpose  of  being  tested  on  the  same  terms  as  at  Liverpool,  at  which 

5 lace  an  observatory  has  long  been  established  (under  the  direction  of 
Ir.  Hartnup)  principally  for  this  especial  work.  Any  person  can  send 
a  chronometer  to  the  Liverpool  Observatory  to  be  tested,  on  payment 
of  a  certain  fee ;  and  one  feature  of  the  test  is  a  rigorous  trial  of  the 
compensation.  Some  such  establishment  was  once  started  in  London, 
but  did  noty  from  some  cause,  succeed ;  possibly  its  existence  did  not 
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become  snflSciently  known.  We  commend  this  matter  to  the  earefal 
consideration  of  the  Horological  Institute. 


For  ttie  Jovrnal  of  the  FrankUn  lutftvUi 

Farce  and  Work.  By  Fred.  J.  Slam. 
The  inquiry  of  '*  W."  in  the  June  number  of  the  Journal^  respect- 
ing an  apparatus  for  illustrating  force,  appears  to  spring  from  a  mis- 
apprehension of  the  distinction  between  force  and  work,  which,  it  is 
believed,  is  common  to  many  minds,  and  on  that  account  deserving  of 
attention. 

A  force  may  be  resolved  into  components  of  any  magnitude,  either 
greater  or  less ;  a  given  quantity  oi  work,  however,  can  neither  be 
increased  nor  diminished.  Force  is  a  simple  element,  and  may  be  pro- 
daced  without  cost ;  work,  on  the  other  hand,  is  the  product  of  force 
and  space,  and  can  only  be  obtained  by  the  expenditure  of  some  equi- 
valent. 

Force  alone  produces  no  eifect  on  bodies ;  it  is  only  when  it  is  exerted 
through  space,  and  becomes  work,  that  it  effects  a  change  in  the  state 
of  objects.  ^ 

This  is  the  distinction  that  it  is  important  to  have  clearly  in  the 
mind.  If,  in  "  W.'s"  diagram,  we  suppose  the  point  0  to  be  acted  upon 
by  a  force  of  one  pound  in  the 
direction  0  (,  the  points  a  and  e 
will  each  be  acted  on  by  a  force 
of  5  fi>s.;  but  if,  now,  we  suppose 
0  to  begin  to  move  under  the  in- 
fluence of  the  force,  (the  force 
by  associating  with  itself,  the  element  space  becoming  work,)  we  see 
that  the  agent  that  is  capable  of  producing  this  effect  will  be  able  and 
only  able  to  move  the  points  a  and  e  each  through  one- tenth  the  dis- 
tance in  the  direction  a  o  and  e  0,  with  five  times  the  force,  the  product 
or  work  done  being  the  same. 

So  far  we  have  said  nothing  of  moving  a  weight,  because  here  again 
there  is  often  confusion  of  ideas.  Work  may  be  performed  in  a  body 
in  two  ways ;  first,  by  lifting  it  through  a  certain  space ;  or,  secondly, 
by  imparting  velocity  to  it.  We  cannot  speak  of  moving  a  body  from 
one  point  to  another  in  a  horizontal  direetion  as  a  measure  of  work, 
since  work  can  only  be  expended  in  that  case  in  the  production  of 
velocity,  and  the  work  performed  will,  therefore,  not  be  measured  by 
the  distance  moved  through,  but  by  the  velocity  imparted  to  the  body. 
If  the  body  already  have  a  certain  velocity,  and  that  be  not  increased, 
it  will  move  through  the  distance  without  the  consumption  of  any  work. 
From  what  has  been  said,  it  will  be  seen  that  it  is  impossible  for  an 
amount  of  work  that  is  only  capable  of  lifting  a  body  through  one  foot 
to  lift  two  bodies,  each  of  half  the  weight,  through  five  times  the  height; 
nor,  again,  if  capable  of  imparting  only  a  certain  velocity  to  a  body 
«an  it,  by  any  transformation,  impart  five  times  that  velocity  to  two 
bodies  of  half  the  weight. 

^^  W.'*  is  not  the  first  who  has  failed  to  observe  the  distinction  bd- 
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tween  force  and  work.  We  have  known  of  a  whole  life-time  being  ex- 
pended in  the  persistent  effort  to  develop  an  invention  baaed  on  this 
error,  the  inventor,  though  apparently  a  man  of  considerable  studj, 
being  unable,  from  long  habit  of  thought,  to  perceive  his  mistake  when 
pointed  out  to  him. 


Mr.  Hich%'  UxperimenU  an  the  Friction  of  Leather   Collare  ih 
Hydraulic  Cylinders* 

For  Ui«  JoniTkAl  of  th«  Fraoklfn  lutltnU. 

An  interesting  paper  in  the  June  number  of  the  London  Engineer^ 
details  the  experiments  of  Mr.  John  Hicks,  C.  E.,  and  of  Mr.  LOthy, 
an  assistant  engineer  in  his  employ,  to  determine  the  friction  of  the 
leather  collars  or  cup  packing  used  in  hydraulic  presses.  Very  little 
has  ever  been  published  on  this  subject,  and  some  gauges  for  high 
pressure  have  been  made  in  which  a  plunger,  packed  in  the  usual 
manner,  is  used,  in  connexion  with  certain  spring  balances,  to  indicate 
the  amount  of  pressure ;  and  in  these  gauges  the  friction  of  the  col- 
lars has  been  ignored.  The  instrument  used  by  Mr.  Hicks  in  prose- 
cuting his  investigation  was  one  made  witlf  great  care,  and  was  capable 
of  experimenting  with  plungers  of  various  diameter,  say  from  half  an 
inch  diameter  up  to  8  inches  diameter.  The  testing  plunger  was  made 
to  pass  through  two  packing  rings  of  the  same  size,  the  pressure  occur- 
ring between  the  rings.  The  plunger  was  thus  balanced  and  could  be 
moved  back  and  forth  with  more  or  less  ease,  in  proportion  to  the  de- 
crease or  increase  of  the  frictional  resistance  for  the  pressure  of  the 
fluid  upon  the  packing  rings.  The  experiments  have  been  published 
in  full,  but  we  will  only  detail  the 

Itesultfrom  the  Experiments. — "  The  friction  increases  as  the  pres- 
sure increases.  The  frictions  of  the  leathers  for  rams  of  different 
diameters,  if  the  pressure  per  unit  of  area  be  the  same,  increases  in 
direct  proportion  with  the  diameter,  or  with  the  square  roots  of  the 
respective  bolts. 

"  The  depth  of  the  leather  does  not  affect  the  frictions  on  the  ram." 
This  latter  assertion  seems  to  have  been  made  after  quite  a  series  of 
experiments  had  been  tried  with  leathers  of  different  depths,  and  the 
conclusion  arrived  at  that  "the  whole  friction  is  produced  just  where 
the  leather  emerges  from  the  hollowed  part  of  the  groove  and  begins 
to  lean  against  the  ram." 

From  the  experiments  they  have  deduced  the  following  formula : 

P  =  DXPXcin  which  P  =  pressure  per  square  inch ;  c  =  a  co-effi- 
cient =  00471  if  leathers  are  new  or  badly  lubricated,  or  =  00314  if 
leathers  are  in  good  condition  and  well  lubricated,  and  D  =  diameter 
of  ram. 

Where  pressure  per  circular  unit  is  given,  the  formula  remains  the 
same  as  the  co-efficient  C  =  '06  for  bad  lubrication  and  '04  for  good. 

The  annexed  table  gives,  in  a  compact  form,  the  frictional  resistance 
in  per  centage  of  the  total  hydraulic  pressure  for  rams  from  2  inches 
up  to  20  inches  diameter. 
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D  incbea. 

F  per  cent. 

D  inches. 

F  per  cent. 

2 

200 

n 

0-38 

1-38 

12 

0-83 

100 

13 

080 

1 

0-8) 

0-28 

066 

0-26 

0-67 

0-26 

050 

0'2« 

0-44 

0-22 

10 

0-40 

W 

0-21 

••• 

fid 

0-20 

1.  ,_ 

In  the  abore,  the  friction  on  a  ram  4  inches  Miameter  is  given  as 
one  per  cent,  of  the  gross  load.  ^ 

In  forty-eight  experiments  the  friction  varied  from  one  per  cent,  to 
0-5  per  cent.,  variation  being  J  per  cent. 

In  some  experiments  made  in  this  city  by  Messrs.  Wm.  Sellers  & 
Co.,  in  hydraulic  testing  machines,  they  used  as  a  gauge  a  steel  plug, 
half  an  inch  diameter,  fitting  into  a  steel  collar  of  the  same  size.  The 
eollar  in  whieh  the  plunger  moved  freely  was  8|  inches  long,  and  this 
length  of  bearing  was  found  sufficient  to  prevent  the  escape  of  oil  under 
the  pressure  «f  5000  lbs.  to  the  square  inch.  They  adopted  this  ex- 
pedient for  dispensing  with  packing  from  their  knowledge  of  the  vari- 
able frictional  resistance  of  the  leather  coUars. 

They  found,  however,  that  althoagh  all  packing  was  dispensed  with, 
yet  as  1^  pressure  increased  a  frictional  resistance  became  manifest- 
ed. It  is  now  a  matter  of  interest  to  determine.,  in  a  manoer  jsimiiar  to 
the  plan  of  Mr.  Hicks,  what  is  the  rate  of  increase  in  frietional  resist- 
ance, ^th  plungers  depending  for  their  tight^ess^  not  upon  packing, 
but  opon  long  closely-fitted  joints. 


The  Smitheonian  InsiUute  an  the  lee  on  the  Strainer, 

In  reference  to  aA  Article  published  in  the  May  number  of  this 
Journal^  we  publish  the  following  as  embodying  the  opinion  of  a  com- 
petent authority^  We  think,  however,  that  the  views  of  Mr.  Douglass 
are  undoubtedly  correct,  and  the  hypothesis  given  by  Prof.  Henry, 
as  of  Arago^  is  insuifioient  to  account  for  the  facts : 

UiuvsBsrrT  of  JfioHMAir, 

(Department  of  Clieniiitnr,) 

Ank  Abbob,  June  13. 
^  the  Editor  of  Hie  Detroit  Free  Pre$9: 

The  ducuaaion  of  the  subject  of  the  accumulation  of  ice  on  the  strainer  at  tb*  water- 
works will  be  recollected  bv  many  of  vour  readers  A  few  days  since  I  received  th«» 
following  letter  firom  Prof.  Henry,  the  4istuiguished  physicist  at  the  head  of  the 
fimlthsonian  Institution : 

Smithsonian  Institution,  Majf  17|  1866. 
My  Dear  Mr:  In  looking  over  the  Journal  of  the  Franklin  Institute  tor  Che  pre- 
sent month,  I  find  your  letter  relating  to  the  freezing  of  water  around  the  month  of 
aa  iroa  pipe  at  the  depth  of  twenty*Aye  feet  below  the  surfhoe.  The  ftiot  is  iaterest- 
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ing  as  a  striking  example  of  the  production  of  "ground-ice/'  the  explanation  of  which 
hfis  heen  a  puzzle  to  the  physicist.  The  expluiation  which  tou  nave  given  is  that 
which  most  readily  suggests  itself  to  those  familiar  with  the  experiments  of  Br. 
Wells,  and,  indeed,  is  that  which  was  most  generally  adopted  previous  to  the  re- 
soarches  of  Melloni.  He  has  shown  that  terrestrial  radiation  or  heat  of  low  inten- 
sity, is  interrupted  hy  the  thinnest  sheet  of  water.  It  is  true,  that  the  more  intense 
rays  of  beak  from  the  sun  penetrate  to  a  considerable  distance  below  the  surface  of 
still  water,  but  the  less  intense  rays  do  not  enter  the  water  to  any  depth,  and  it  is 
probable  that  by  far  the  greater  ]>ortion  of  a  beam  of  solar  radiation  is  stopped  at 
the  surface  of  water.  Ground-ice  is  formed  at  the  bottom  of  streams  of  running 
water,  adhering  to  stones,  grass,  or  other  solid  bodies.  The  explanation  given,  I 
think  by  Arago,  is  as  follows :  The  water  at  the  surface  is  cooled  down  below  the 
point  of  congellation,  when,  by  the  motion  of  the  water  in  the  stream,  it  is  brought 
into  contect  with  a  solid  body  at  the  bottom,  which,  acting  as  a  nucleus  of  crystal- 
lization, immediately  determines  its  solidification.  This  explanation  will  apply 
equally  to  the  case  referl^  to  you,  in  which  the  water  from  the  surface  is  drawn 
down  by  the  discharge  fW>m  the  pipe.  I  think  it  probable  that  the  whole  subject 
requires  further  elucidation,  and  it  is  on  this  acoount  I  have  taken  the  liberty  to 
direct  your  attention  to  the  facts  I  have  stated. 

JoBXPH  Hkkbt. 
Fbot.  Douglass,  Univenity  of  Michigan. 

The  experiments  of  Melloni,  as  well  as  the  explanations  of  Arago,  of  the  forma- 
tion of  "ground-ice,"  I  was  familiar  with  at  the  time  I  gave  my  views  last  winter, 
but  deemed  them  inadequate  to  the  explanation  of  the  singular  phenomena,  for  the 
following  reasons : 

First.  At  89-2^  of  temperature  water  has  its  maximum  density.  This  is  about 
7®  above  the  freezing  point.  The  cooling  takes  place  at  the  surface,  and  as  the  tem^ 
perature  arrives  at  89*2^  the  cooled  water  would,  by  virtue  of  its  diminished  specific 

gravity,  remain  at  the  surface.    I  can  scarcely  conceive  that  the  current  of  I/etroit 
iver,  or  the  discharge  from  the  pipe,,  would  be  sufilcient  to  cause  the  water  to  de- 
scend twenty- five  feet  against  the  force  of  gravity. 

Second.  Why  is  it  the  ice  ceases  to  form  on  the  strainer  as  soon  as  the  river  is 
covered  with  ice,  unless  it  is  because  the  ice  intercepts  the  radiation  ? 

Prof.  Henr^  is  probably  not  aware  of  the  moderate  current  of  the  river,  or  the 
fact  last  m'*ntioned. 

I  send  you  the  above  letter  from  the  distinguished  Professor,  that  the  public  may 
know  the  intense  interest  that  scientific  men  feel  in  the  solution  of  this  mysterious 
problem.  I  cannot  but  express  the  hope  that  the  Water  Commissioners  will  take 
measures  to  test  the  truth  of  these  theories  the  coming  winter. 

S.  H.  Douglass. 

On  Magnetieal  Hrr&riy  Oontpentationi,  and  Correetioniy  tvith  $peeial 
reference  to  iron  ihipe  and  tfieir  compaeees.  By  Professor  Airt. 

VroBi  the  London  AOieiHraiB,  April,  1866. 

Prof.  Airy  has  giren  three  lectures  **0d  Magnetical  Errors,"  Jcc,  at 
the  old  lectare  theatre  of  the  South  KensiDgton  Museum.  These  lec- 
toree  were  of  so  much  iroportaoce  as  to  deserve  the  utmost  publicitj. 

The  subject  was  treated  under  the  following  heads :  I.  Terrestrial 
magnetism  and  the  magnetiam  of  permanent  magnets,  II.  Transient 
induced  magnetism  of  iron.  III.  Sub-permanent  magnetism  of  iron. 
IV.  Correction  of  magnetic  disturbing  forces.  Y.  Magnetism  of  ships, 
eape^llj  of  iron  ships,  and  correction  of  their  magnetic  disturbing 
forces  on  the  ship's  compass. 

From  the  Professor's  notes  we  give  the  following  synopsis : 

I.  Terreetrial  MagnetUm  and  the  MagnetUm  of  Permanent  Mag^ 
nete.-^l.  Every  magnet  has  two  opposite  poles,  possessing  different 
propertiee. 

^  SL  Every  bar-magnet,  when  freely  suspended,  takes  a  definite  posi- 
tioui  one  ead  pointing  to  the  magnetic  north.    (The  end  which  points 
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to  the  north  is  tiBaally  called  the  "  marked  end ;"  in  the  magnets 
used  in  the  illnstration  of  the  lectures,  it  will  be  distinguished  as  the 
end  painted  red,  the  opposite  end  being  painted  blue.)  In  the  follow- 
ing articles  the  words  ^* north"  and  ** south"  are  always  understood 
as  meaning  *^  magnetic  north  "  and  "  magnetic  south." 

8.  The  force  which  directs  a  magnet  is  not  simply  a  force  attracting 
the  marked  end  towards  the  north  horizon,  or  a  force  attracting  the 
unmarked  end  towards  the  south  horizon ;  but,  if  it  consist  entirely^f 
attraction,  is  composed  of  equal  attractions  of  those  two  kinds.  It 
may  consist,  wholly  or  in  part,  of  repulsion  of  the  marked  end  from 
the  south  and  repulsion  of  the  unmarked  end  from  the  north ;  but  if 
80,  those  repulsions  are  equal.  Or,  the  north  part  of  the  earth  may 
attract  the  red  end  and  repel  the  blue  with  equal  forces ;  or  the  south 
part  of  the  earth  may  attract  the  blue  and  repel  the  red,  but  the  forces 
mast  be  equal.  This  is  proved  by  the  fact  that  the  mngnet,  as  a  whole, 
is  not  drawn  north  or  south. 

4.  The  direction  of  one  end  of  a  freely  suspended  magnet  towards 
the  north  will  be  used  as  the  practical  definition  of  the  marked  end  of 
a  magnet. 

5.  The  marked  end  of  one  magnet  repels  the  marked  end  of  another 
magnet,  whether  it  be  presented  sideways  or  endways.  In  like  man- 
ner, the  unmarked  end  of  one  magnet  repels  the  unmarked  end  of 
another.  But  the  marked  end  of  one  attracts  the  unmarked  end  of 
another,  and  vice  versa.  When  a  magnet  cannot  be  conveniently  sus- 
pended, this  property  may  be  used,  with  the  assistance  of  another  sus- 
pended magnet  or  compass,  for  distinguishing  the  blue  and  red  ends. 
The  points  in  which  the  attractive  and  repulsive  powers  appear  to  be 
concentrated  are  called  the  '^  poles  of  the  magnet."  It  may  be  under- 
stood, without  great  inaccuracy,  that  the  distance  of  each  pole  from 
the  end  of  the  magnet  is  about  one-twelfth  of  the  whole  length. 

6.  A  horse-shoe  magnet  is  merely  a  bent  bar-magnet,  with  poles  pos- 
sessing the  same  properties  as  those  of  a  straight  bar-magnet. 

7.  If  above  a  large  freely  suspended  bar-magnet  a  small  magnet  be 
freely  suspended,  when  it  is  raised  high  it  takes  the  same  position. 
as  the  large  magnet;  when  it  is  lowered  near  to  it  it  takes  the  oppo- 
site position,  and  at  a  certain  intermediate  height  it  is  indifferent  as 
to  position,  no  force  (apparently)  acting  on  it  at  all. 

8.  These  observations  show  that  the  magnetic  attraction  of  the  earth 
18  similar  in  character  to  that  of  a  bar-magnet,  but  that  the  part  of  the 
earth  which  resembles  in  its  magnetism  the  marked  or  red  end  of  a 
magnet  is  on  the  south  side  of  the  place  of  observation. 

9.  General  principle  of  ascertaining  the  relative  magnitudes  of  forces 
by  vibrations  of  a  suitable  apparatus.  The  relative  magnitudes  of  the 
terrestrial  horizontal  magnetic  forces  at  different  parts  of  the  earth 
may  be  ascertained  by  observing  the  vibrations  of  the  same  magnet 
at  different  places.  The  forces  thus  found  vary  very  greatly,  being 
large  near  the  irregular  line  called  the  earth's  magnetic  equator,  and 
becoming  insensibly  small  near  the  places  called  the  magnetic  poles 
of  the  earth. 

10.  In  the  preceding  articles  it  has  been  supposed  that  the  magnet 
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is  constrained,  either  bj  the  nature  of  its  mounting  or  by  the  appli- 
cation of  weights,  to  preserve  a  horizontal  position,  as  it  ought  to  do, 
in  compass-cards,  (the  idea  of  allowing  their  needles  to  dip  being  to- 
tally erroneous.) 

11.  If  the  magnet  is  perfectly  free,  as  in  the  instance  of  a  dipping- 
needle,  it  takes  a  position  inclined  to  the  horizon ;  the  marked  end  of 
the  magnet  is  greatly  depressed,  pointing,  at  Greenwich,  68°  below 
tlje  north  horizon,  or  much  nearer  to  the  vertical  than  to  the  horizontal 
direction.  The  direction  thus  taken  by  the  free  magnet  is  called  ''the 
direction  of  dip,'*  and  the  plane  perpendicular  to  it  is  called  ''the  equa- 
torial  plane."  (This  '^  equatorial  plane  "  is  carefully  to  be  distinguished 
from  "  the  earth's  magnetic  equator,"  Article  9.) 

12.  Anticipation  of  the  section  on  induction.  Magnetization  of  a 
bar,  or  a  reversion  of  its  poles,  by  "double  touch." 

13.  It  is  made  certain,  by  reversing  the  poles  of  the  dipping-needle, 
that  the  dipping  is  not  produced  by  wnnt  of  balance  of  the  needle,  but 
is  a  real  result  of  the  inclined  direction  of  terrestrial  magnetism. 

14.  At  Greenwich,  it  is  inferred  from  the  direction  of  the  dipping- 
needle,  that  the  horizontal  part  of  terrestrial  magnetic  force  is  less 
than  the  vertical  part  in  the  proportion  of  40  to  99,  that  it  is  less  than 
the  whole  inclined  force  in  the  proportion  of  S  to  8,  and  that  the  ver- 
tical force  is  less  than  the  whole  inclined  force  in  the  proportion  of 
61  to  55 ;  all  very  nearly. 

15.  Exhibition  of  the  dips  in  different  parts  of  a  meridian  of  the 
earth.  At  the  magnetic  poles  the  dip  is  vertical,  and  there  is  no  hori- 
zontal force.  At  the  magnetic  equator  there  is  no  dip.  South  of  the 
magnetic  equator  the  unmarked  end  of  the  needle  dips.  The  magni- 
tude of  the  total  inclined  force  is  rather  less  near  the  equator  than  in 
other  parts  of  the  earth,  (it  may  be  stated  roughly  as  one-half  of  that 
near  the  magnetic  poles,)  but  it  is  entirely  effective  in  the  horizontal 
direction. 

16.  Distarbacce  of  a  suspended  magnet  by  a  magnet  placed  below 
it.  When  the  lower  magnet  has  its  marked  end  to  the  north,  the*di- 
rective  force  on  the  upper  magnet  is  diminished ;  and  when  the  lower 
magnet  has  its  marked  end  to  the  south,  the  directive  force  on  the 
upper  magnet  is  increased,  as  is  shown  by  its  times  of  vibration. 

17.  If  the  lower  magnet  is  made  to  rotate  in  a  horizontal  plane  the 
position  of  the  upper  magnet  is  disturbed.  During  half  the  rotation 
the  marked  end  of  the  upper  magnet  is  turned  somewhat  to  the  east, 
and  during  the  other  half  it  is  equally  turned  towards  the  west.  The 
deviation  vanishes  when  the  lower  magnet  lies  north  and  south,  either 
way.  The  direction  of  disturbance  is  that  given  by  the  repulsion  of 
similar  poles  or  the  attraction  of  different  poles.  This  disturbance  is 
sometimes  called  "  semicircular  deviation." 

18.  It  is  important  to  ascertain  how  this  semicircular  deviation 
will  vary  in  different  parts  of  the  earth,  (where,  as  stated  in  Article 
9,  the  magnitudes  of  the  terrestrial  horizontal  force  vary  greatly,)  sup- 
posing the  same  lower  magnet  to  be  used,  and  at  the  same  distance 
from  the  upper  magnet. 

19.  Recourse  must  be  bad  to  the  mechanical  theory  of  ^*  the  com* 
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position  of  forceB/'  the  most  important  theory  in  the  whole  circle  of 
sciences,  and  with*;which  ever;  student  of  any  philosophical  subject 
ought  to  be  perfectly  acquainted.  Theorem  of  the  ^^  parallelogram  of 
forces." 

20.  If  with  a  primary  force  (as  the  terrestrial  horizontal  magnetic 
force  acting  on  either  pole  of  a  magnet)  there  be  combined  a  new  force 
in  a  different  direction,  (as  the  force  of  the  lower  magnet  acting  on  the 
same  pole,)  the  direction  of  the  resultant  force  will  deviate  from  the 
direction  of  the  primary  (or  terrestrial)  force.  But  the  greater  is  the 
primary  force  the  smaller  is  the  deviation.  Thus,  if  a  ship  carries  a 
magnet  under  or  near  her  compass,  this  maguet  will  produce  but  a 
small  deviation  when  the  ship  is  near  the  terrestrial  magnetic  equator, 
(where  the  terrestrial  horizontal  magnetic  force  is  large,)  but  will  pro- 
duce a  great  deviation  in  high  magnetic  latitudes,  (where  the  horizon- 
tal magnetic  force  is  small.) 

21.  If  the  lower  or  second  magnet  be  not  immediately  below  the 
upper  or  first  magnet,  but  be  on  one  side,  whether  at  the  same  level 
or  not,  being,  however,  in  the  position  '^  broadside  on,"  and  if  its  sup- 
porting frame  rotate  round  the  vertical  axis  of  the  first  magnet,  the 
deviation  which  it  produces  is  semicircular,  (see  Article  17,)  and  van- 

,  ishes  when  the  second  magnet  lies  north  and  south.  The  same  holds 
when  the  second  magnet  is  '*  end  on."  But  if  the  second  magnet  is  in 
an  intermediate  or  inclined  position,  the  deviation  is  semicircular,  but 
the  vanishing  of  the  deviation  occurs  when  the  second  magnet  lies  in 
a  position  varying  from  north  or  south. 

22.  But,  supposing  the  second  magnet  to  be  lower,  there  is  one  im- 
portant difference  of  these  actions.  If  the  first  magnet  is  free  to  dip, 
then  a  second  magnet  broadside  on  will  not  cause  the  first  magnet  to 
dip,  but  a  magnet  end  on,  or  nearly  end  on,  will  cause  the  first  magnet 
to  dip. 

22*.  The  proportion  of  the  actions  of  one  magnet' on  another  may 
be  calculated  with  great  accuracy  by  considering  each  magnet  to  con- 
sist of  two  centres  of  force  (attractive  or  repulsive)  near  its  extremities, 
acting  on  the  similar  centres  of  force  of  the  other  magnet,  with  equal 
force  in  all  directions,  varying  inversely  as  the  square  of  the  distance. 
It  results  from  this  that,  in  any  given  direction  of  the  line  joining  their 
centres,  the  directive  force  of  one  needle  upon  another  varies  nearly 
as  the  inverse  cube  of  their  distance. 

23.  The  ^'Ustatic  needle"  is  made  by  fixing  two  magnets  of  equal 
power  on  different  parts  of  the  same  frame,  with  marked  ends  in  op- 
posite positions.    The  united  frame  is  then  insensible  to  terrestrial^ 
magnetism,  but  either  magnet  separately  will  be  affected  by  the  local 
action  of  a  magnet  near  it. 

23*.  The  astatic  needle  may  be  used  to  exhibit  strikingly  the  effects 
of  one  magnet  on  another.  Thus,  if  the  external  magnet  be  below  or 
at  the  side  of  the  lower  needle  of  the  astatic  pair,  the  latter  takes  an 
opposite  position  as  regards  red  and  blue  ends;  but  if  the  external 
magnet  be  moved,  without  change  of  direction,  so  as  to  present  an  end 
to  the  lower  needle  of  the  astatic  pair,  the  latter  immediately  turns  so 
as  to  take  a  similar  position  as  regards  red  and  blue  ends. 
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II.  Transient  Induced  Mngneiinm  of  Iron. — 24.  If  a  soft  iron  bar, 
i;rhich  has  not  been  subject  to  any  special  violence*'  be  presented  end- 
ways to  the  centre  of  a  freely  suspended  magnet,  the  direction  of  the 
iron  bar  being  either  east  or  west  in  the  horizontal  plane,  or  any  di- 
rection included  in  the  equatorial  plane,  (see  Article  11,)  then  no  de- 
viation whatever  is  produced  in  the  mngnet.  If  it  be  presented  end- 
ways to  either  pole  of  the  magnet,  it  slightly  attracts  that  pole,  (a  fact 
to  be  explained  below,  Article  26.)  It  is  indifferent  which  end  of  the 
iron  bar  be  presented. 

25.  If  a  second  magnet,  with  an  iron  bar  in  front,  but  separated  by 
a  small  interval,  be  presented  to  the  first  magnet,  and  deviation  be 
thus  caused,  then,  upon  causing  the  iron  bar  to  touch  the  second  mag- 
net, the  deviation  of  the  first  magnet  is  immediately  increased,  decreas- 
ing again  when  the  iron  is  separated  from  the  magnet.  This  shows 
that  the  contact  of  the  second  magnet  has  converted  the  soft  iron,  for 
the  time  of  contact  only,  into  a  magnet  whose  poles  are  in  the  same 
relative  position  as  those  of  the  second  magnet ;  and  therefore  a  red 
pole  of  the  second  magnet  produces  a  blue  pole  in  that  part  of  the  iron 
which  is  next  it,  or  vice  versa.  This  production  of  magnetic  power  in 
iron  by  the  action  of  an  external  magnet  is  called  ''induction." 

26.  This  explains  the  attraction  of  soft  iron  by  either  pole  of  a  mag- 
net. For  the  magnet-pole,  by  induction,  produces  a  pole  of  the  oppo- 
site character  in  the  nearest  part  of  the  iron  ;  and  between  poles  of 
opposite  character  there  is  attraction,  (Article  5.) 

27.  If  a  bar  of  soft  iron  be  held  in  a  vertical  position,  then,  upon 
raising  and  depressing  it,  it  is  found  that  the  end  which  is  lower  repels 
the  red  end  of  the  magnet  and  attracts  the  blue  end,  and  the  end  which 
is  higher  attracts  the  red  end  of  the  magnet  and  repels  the  blue  end. 
The  bar  has  become  a  genuine  magnet  with  red  end  downwards.  But 
this  magnetism  is  only  transient ;  for  upon  inverting  the  iron  bar  the 
properties  of  its  ends  are  inverted,  and  if  it  is  placed  in  the  equatorial 
plane  (Article  11)  they  vanish  entirely. 

28.  This  is  explained  by  induction  produced  by  the  powerful  terres- 
trial magnetic  force  in  the  vertical  direction,   (Article  14.) 

29.  The  amount  of  action  depends,  in  some  degree,  upon  the  con- 
nexion of  the  parts  of  the  mass  of  iron.  The  same  mass  in  the  same 
general  form,  but  divided  into  several  parts,  produces  a  smaller  effect. 

SO.  If  a  mass,  as  a  cannon-ball,  be  made  to  rotate  round  the  sus- 
pended magnet  in  the  same  horizontal  plane,  it  produces  no  disturb- 
ance when  it  is  north,  or  south,  or  east,  or  west  of  the  magnet's  centre; 
but  in  the  intermediate  quadrants  it  produces  deviation,  changing  its 
character  in  every  successive  quadrant,  which  may  be  represented  (in 
memory)  by  saying  that  '^  the  mass  attracts  that  pole  of  the  magnet 
which  is  nearest  to  it."    This  is  called  "quadrantal  deviation." 

81.  The  explanation  is,  that  the  induction  produced  by  the  horizon- 
tal part  of  terrestrial  magnetic  force  converts  the  mass  of  iron  into  a 
horizontal  magnet  with  red  pole  always  towards  the  north.  (A  small 
magnet  carried  round  always  in  that  position  produces  a  similar  effect.) 
It  is  to  be  remarked,  that  the  induction  produced  by  the  vertical  part 
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of  terreetrial  force  does  not  appear  hero,  for  a  small  yertioal  magnet 
carried  round  in  the  same  manner  produces  no  effect. 

82.  It  may  here  be  noticed  that  the  qaadrantal  deviation  thus  pro- 
duced in  the  compass  by  a  mass  of  iron  in  the  same  horizontal  plane 
is  the  same  in  all  parts  of  the  earth.  For,  referring  to  the  parallelo- 
gram of  forces,  (Article  19,)  if  the  ^^ primary  force"  (which  is  here 
the  terrestrial  horiaontal  force)  and  the  ^^  new  force  "  (which  is  here 
the  force  of  the  magnetism  induced  in  the  mass  of  iron)  be  always  in 
the  same  proportion,  the  deviation  for  any  definite  inclination  of  the 
two  forces  is  unaltered.  Here  they  always  are  in  the  same  proportion ; 
because  the  magnetism  in  the  iron,  which  is  induced  by  the  earth's 
horiaontal  force,  is  proportioned  to  it. 

33.  If  the  cannon*ball  is  higher  or  lower  than  the  magnet,  the  de- 
viation vanishes  when  it  is  north  or  south,  but  not  when  it  is  east  or 
west,  exhibiting  a  mixture  of  semicircular  deviation  (Article  17)  with 
qaadrantal  deviation,  (Article  80.)  The  former  is  produced  by  induc- 
tion from  the  vertical  part  of  the  terrestrial  force ;  it  is  exactly  simi- 
lar to  the  effect  of  a  small  vertical  magnet  (with  red  pole  downwards, 
and  with  centre  higher  or  lower  than  the  deviated  magnet)  carried 
round  the  deviated  magnet.  The  latter  has  been  explained  above, 
(Article  81.) 

84.  On  further  examination,  it  is  seen  that  all  effects  are  explained 
by  induction  in  the  cannon-ball,  produced  by  the  total  terrestrial 
action  in  the  direction  of  dip,  converting  the  cannon-ball  for  the  time 
into  a  magnet  whose  red  end  points  down  in  the  direction  of  dip. 

34*.  Tne  law  of  disturbance  may  thus  be  represented  (from  memory). 
Through  the  centre  of  the  magnet  conceive  an  equatorial  plane  (Arti- 
cle 11)  to  pass.  The  mass  of  iron  attracts  that  end  of  the  magnet 
which  is  on  the  same  side  of  the  equatorial  plane  as  itself. 

85.  Since  the  induced  horizontal  magnet  (Article  81)  has  its  red 
end  in  a  position  opposite  to  that  of  the  earth,  (Article  8,)  it  follows 
that  one  effect  of  the  proximity  of  such  a  mass  of  iron  at  a  lower  level 
than  the  deviated  magnet  is,  on  the  whole,  to  somewhat  diminish  the 
directive  power  of  terrestrial  magnetism. 

36.  The  ordinary  process  of  magnetizing  a  steel  bar  by  double  touch 
of  two  permanent  steel  magnets  is  a  process  of  induction,  differing 
from  those  of  soft  iron  only  in  this  respect,  that  the  steel  bar,  when  it 
has  received  the  magnetism,  retains  it  permanently. 

III.  Hub-permanent  Magnetism  of  Iron. — 87.  When  a  bar  or  plate 
of  soft  iron,  in  a  state  of  tremor  from  mechanical  violence,  is  exposed 
to  external  magnetic  action,  it  receives  induced  magnetism  in  the  same 
manner  as  iron  in  a  quiet  state,  (Articles  27  and  84 ;)  but  the  indu- 
ced magnetism  is  much  more  powerful,  and  is  for  a  long  time  sensibly 
permanent.  It  does  not  change  its  direction  on  changing  the  position 
of  the  bar,  (as  in  Article  27,)  and  it  does  not  vanish  in  any  position 
of  the  bar.  The  iron  bar  has  become  a  true  magnet,  exactly  similar  in 
its  action  to  a  magnetized  steel  magnet.  Its  magnetism,  however,  di- 
minishes sensibly  in  a  few  days  or  a  feif  weeks,  but  a  portion  remains 
for  many  months  or  years.  This  has  been  called  <^  sub-permanent 
magnetism." 
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88.  The  Bnb-permaDent  magDetism  is  moBt  easily  produced  by  strik- 
ing an  iron  bar  or  plate  under  the  action  of  terrestrial  magnetism. 
The  '^  magnetic  anvil/'  consisting  of  two  planes,  one  containing  the 
direction  of  local  dip,  the  other  being  the  equatorial  plane,  (Article  11.) 

39.  If  a  bar  or  plate  be  placed  on  the  dip-slope  of  the  magnetic 
anvil,  with  its  white  end  downwards,  and  be  struck  with  a  hammer,  it 
becomes  a  powerful  magnet,  the  white  end  having  the  properties  of 
a  magnet's  red  end,  and  the  black  end  having  the  properties  of  a  mag- 
net's blue  end. 

40.  If,  now,  it  be  reversed  on  the  dip-slope  with  black  end  down- 
wards, and  be  struck  in  the  same  manner,  the  black  end  has  the  pro- 
perties of  a  magnet's  red  end,  and  the  white  end  has  the  properties  of 
a  magnet's  blue  end,  the  power  of  the  magnet  being  sensibly  equal  to 
what  it  was  before. 

41.  If  the  bar,  thus  charged  with  sub-permanent  magnetism,  be 
placed  on  the  equatorial  slope  of  the  magnetic  anvil,  and  be  struck  in 
the  same  manner,  all  magnetism  will  sensibly  disappear. 

IV.  Oorreetion  of  Magnetic  Duturbing  Forces. — 42.  It  is  impos- 
sible to  intercept  the  action  of  magnetic  disturbing  forces  upon  a  mag- 
net or  compass  by  surrounding  the  compass,  &c.,  with  any  substance 
whatever.  Nothing  is  known  which  interrupts  magnetic  action,  and 
if  such  a  substance  could  be  found,  it  would  also  interrupt  terrestrial 
magnetic  action,  (which  is  of  the  same  nature  as  the  action  of  a  mag- 
net, see  Article  8,)  and  the  compass,  &c.,  would  be  useless. 

48.  The  only  way  of  destroying  the  effect  of  one  magnetic  disturb- 
ing force  is,  to  introduce  another  magnetic  disturbing  agent,  whose 
force  follows  the  same  laws  and  has  the  same  magnitude,  but  always 
acts  in  the  opposite  direction. 

44.  The  disturbing  effect  of  one  magnet,  or  of  several  magnets,  sup- 
posed to  rotate  round  the  compass,  &c.,  in  a  horizontal  plane,  may  be 
corrected  by  one  magnet,  or  sometimes,  more  conveniently,  by  two 
magnets. 

45.  The  disturbing  effect  of  a  mass  of  iron  at  the  same  level  as  the 
compass,  which  is  quadrantal,  (Article  80,)  cannot  be  corrected  by  an 
equal  mass  on  the  opposite  side ;  such  an  application  would  double  the 
disturbance. 

46.  But  it  may  be  corrected  by  an  equal  mass  at  the  position  90^ 
distant,  or  by  two  smaller  masses  90^  distant  each  way,  (and  there> 
fore  opposite  each  other.) 

47.  It  may  also  be  corrected  by  placing  another  compass  near  to 
the  disturbed  compass. 

48.  The  disturbance  produced  by  an  elevated  or  depressed  mass  of 
iron  can  be  corrected  by  applying  an  equally  elevated  or  depressed 
mass  on  the  opposite  side,  which  corrects  the  semicircular  deviation, 
(Article  88,)  but  doubles  the  quadrantal  deviation,  (^ticles  80  and  45,) 
together  wiui  a  large  mass  90^  distant,  or  two  masses  90^  distant  on 
each  side,  (either  of  which  arrangements  may  be  made  to  correct  that 
doubled  quadrantal  deviation,  see  Article  46.) 

49.  Or  it  may  be  corrected  by  using  a  small  magnet  to  correct  the 
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semicircular  part,  (the  small  magnet  being  adjusted  by  trial  to  nake 
the  disturbance  disappear  when  the  mass  is  east  or  west,)  and  then 
applying  a  small  mass  or  two  masses  90°  distant  to  correct  the  qoad- 
rantal  part* 

50.  There  is  inconvenience  in  effecting,  by  a  magnet,  the  whole  or 
a  part  of  the  correction  of  a  disturbance  produced  by  terrestrial  in^ 
dttction  in  masses  of  iron,  (as  is  proposed  in  Articles  47  and  49,)  be- 
cause the  action  of  the  magnet  is  the  same  in  all  parts  of  the  earth ; 
whereas  the  disturbing  force  produced  by  induced  magnetism  in  iron 
is  proportional  to  the  terrestrial  force,  which  varies  in  different  parts 
of  the  earth,  (Article  9,)  and  whose  direction  relative  to  the  horizon 
is  in  some  places  nearly  inverted,  (Article  15,)  and  thus  the  correc- 
tion cannot  be  made  universally  effective. 

51.  The  correction  of  the  disturbing  force  of  induced  magnetism  in 
one  mass  by  the  force  of  induced  magnetism,  in  another  mass,  (as  is 
proposed  in  Articles  46  and  48,)  is  theoretically  perfect  in  all  parts 
of  the  earth,  because  both  the  disturbing  force  and  the  correcting 
force  are  proportional  to  the  terrestrial  force,  and  therefore  they  neu- 
tralize each  other  whatever  be  the  magnitude  and  direction  of  that 
terrestrial  force.  This  applies  accurately  to  action  on  points  near  the 
centre  of  a  compass,  or  applies  very  nearly  to  action  on  all  points 
when  the  compass  is  small. 

52.  When  the  compass  is  large  and  has  only  one  needle,  the  cor- 
rection produced  by  a  small  mass  of  iron  is  not  perfect,  because  it  roust 
be  brought  so  close  te  one  pole  of  the  needle  that  the  action  on  that 
pole  is  unduly  large.  But  this  inconvenience  is  almost  entirely  re- 
moved by  use  of  the  Admiralty  compass  with  four  parallel  needles. 

53.  When  the  only  correction  to  be  effected  is  that  of  a  quadrantal 
deviation,  (Articles  80  and  45,)  it  may  be  abandoned  entirely,  provi- 
ded that  a  compass-card  with  modified  graduations  be  used ;  because 
the  quadrantal  deviation  is  the  same  in  all  parts  of  the  earth,  (Arti- 
cle  82,)  and  therefore  the  same  modification  of  the  compass-card  which 
correctly  alters  the  apparent  card-reading  in  one  part  of  the  earth 
will  correctly  alter  it  in  every  other  part. 

(To  be  contdnued.) 


Explosion  of  Steam  Boilers. 

From  the  London  MaduuUcs*  Maga«ino,  April,  1866. 

No.  7  explosion,  by  which  one  man  was  killed  and  five  others  in- 
jured, is  an  illustration  of  the  unsatisfactory  and  dangerous  character 
of  plain  cylindrical  externally-fired  boilers.  This  subject  has  fre- 
quently been  called  attention  to  in  previous  reports,  but  it  is  felt  to  be 
a  duty  to  continue  to  do  so  as  frequently  as  fatal  explosions  recur  from 
the  continued  use  of  this  class  of  boiler.  The  explosion  in  question 
took  place  at  about  quarter  past  ten  o'clock  on  the  morning  of  Mon- 
day, January  29,  at  a  colliery  which  was  not  under  the  inspeetioii 
of  the  Association.  The  boiler  was  about  30  ft.  lon^,  6  ft.  \p  ^^mi- 
ter,  and  made  of  plates  laid  longitudinally,  and  f  in.  ip  t^\ol(aeM, 
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while  the  safety-yalves  were  loaded  to  a  pressure  of  a  little  more  than 
40  9>8.  on  the  sqnare  inch.  The  boiler  gave  way,  in  the  first  instance, 
for  a  length  of  5  ft.  in  a  longitudinal  direction,  at  a  seam  of  rivets 
over  the  fire,  the  rent  then  developing  transrerselj  on  each  side  of 
this  primary  longitudinal  one,  stripping  from  the  shell  an  entire  belt 
of  an  average  width  of  about  6  ft.,  and  thus  separating  the  boiler  into 
three  pieces,  one  of  which,  aboat  21  ft.  long,  was  thrown  to  a  distance 
of  210  yards  from  its  original  seat.  The  cause  of  this  explosion  was 
not  shortness  of  water.  The  boiler  was  twenty-five  years  old,  though 
it  had  not  worked  the  whole  of  that  time,  being  idle  from  1844  to  1852. 
It  was  fed  with  sedimentary  water  drawn  from  the  pit,  but  had  no 
sludging  or  blow-out  apparatus,  either  at  the  bottom  of  the  boiler  or 
the  surface  of  the  water,  for  removing  the  deposit.  The  plates  over  the 
fire  had  suffered  and  been  repaired,  while  the  primary  rent  had  occur- 
red in  this  instance  at  one  of  the  old  plates,  and  through  a  seam  of 
rivets  uniting  it  to  the  new  work.  There  is,  therefore,  no  difficulty  in 
determining  the  cause  of  this  explosion,  and  all  boilers  working  under 
similar  conditions  are  highly  dangerous.  In  putting  new  plates  into 
these  boilers,  the  work  is  frequently  so  strained  that  they  are  weak- 
ened instead  of  being  strengthened  by  repairs,  and  in  most  cases,  at  all 
events,  it  is  impossible  to  detect  this  simply  by  examination,  however 
careful,  after  the  work  is  completed.  This  is  just  one  of  the  reasons 
that  makes  this  class  of  boilers  so  dangerous,  and  which  is  illustrated 
by  the  fact  that  the  boiler  in  question  is  reported  to  have  been  ex- 
amined on  the  Friday  and  Saturday  before  the  explosion,  when  it  is 
to  be  presumed  it  was  passed  as  sate,  or  steam  would  not  have  been 
got  up  in  it.  On  these  grounds  it  is  trusted  that  it  will  be  seen  that 
the  recommendation  is  not  given  without  good  reason,  that  boilers  of 
this  treacherous,  plain  cylindrical  externally-fired  construction  should 
be  discarded  for  those  fired  internally,  which  are  much  more  reliable. 


SUam  Bailer  HxploHone. 

h»  London  M«di«iiot*  XagaiiiM,  Norwber,  IMft. 

Notwithstanding  the  horrible  list  of  deaths  and  mutilations  from 
steam  boiler  explosions  which  every  year,  nay,  every  month,  pro- 
duces, there  appears  to  be  little  or  no  increase  in  care  and  circum- 
spection in  these  matters,  and,  as  a  consequence,  no  diminution  of 
catastrophe.  If  accidents  from  this  cause  are  not  on  the  increase  they 
certainly  are  not  on  the  decrease,  nor  can  they  be  expected  to  decrease 
while  carelessness,  indifference,  and  parsimony  prevail.  The  two  chief 
evils  accompanying  the  use  of  boilers  are  recklessness  and  incompe- 
tency, and  these  are  at  the  bottom  of  most  accidents.  If  we  take  up 
the  monthly  reports  of  the  Boiler  Insurance  Engineers,  we  rarely  find 
explosions  accounted  for  by  any  other  than  circumstances  of  the  most 
culpable  neglect  or  the  grossest  ignorance  and  inefficiency  on  the  part 
of  those  in  charge.  Often,  too,  does  the  parsimonious  spirit  of  the 
proprietor  lead  to  disaster,  when  he  higgles  and  bargains  about  a  new 
Doiier.  He  cuts  down  the  price  below  the  figure  at  which  a  respectable 
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house  will  take  the  job ;  he,  however,  gets  it  done — ^by  whom  and  how 
only  oceur  to  him  when  a  coroner's  inquest  is  sitting.  Bat  parsimony 
does  not  stop  at  the  boiler ;  the  attendant  is  bargained  with  and  beat- 
en down  for  a  few  shillings  a  week,  and  sheer  ignorance  often  goes  to 
take  charge  of  an  explosive  machine  which  the  greatest  care  and  know«* 
ledge  alone  shoald  control.  But  it  is  the  old  story,  and  some  men 
never  seem  to  know  that  if  they  want  a  good  article  they  must  pay 
a  fair  price  for  it,  and  that  a  respectable  maker's  name,  whether  on 
a  boiler  or  a  coat,  is  the  best  guarantee  for  its  wear.  Of  coarse,  this 
assumes  proper  use;  a  coat  will  soon  be  shabby  by  careless  usage, 
and  a  boiler  will  as  soon  deteriorate  if  badly  tended.  Two  cases  in  point 
occar  in  Mr.  Fletcher's  last  report  to  the  Committee  of  the  Manches* 
ter  Boiler  Association,  one  having  reference  to  neglect,  the  other  to 
incapacity,  and  both  involving  parsimony.  The  first  case  was  the  explo- 
sion of  an  ordinary  Lancashire  mill  boiler,  having  two  furnace  tubes  and 
being  internally  fired.  Its  length  was  80  ft.  6  ins.,  its  diameter  in  the 
shell  8  ft.  2  ins.,  and  in  the  furnace  tubes  8  ft.  1  in.,  while  the  thick- 
ness of  the  plates  varied  from  f  in.  to  ^^  in.  in  the  shell,  and  was  -f^ 
in.  in  the  furnace  tubes.  The  ordinary  working  pressure  was  about 
40  Sbs*  on  the  square  inch,  which  is  not  too  high  &r  this  class  of  boiler, 
if  well  made  and  well  kept. 

The  boiler  was  a  mere  wreck,  and  the  premises  were  seriously  dam- 
aged. We  need  hardly  add  that  there  was  loss  of  life  and  injury.  There 
could  be  no  question  as  to  the  cause  of  the  explosion :  the  flues  were 
not  faulty,  and  there  were  no  signs  of  overheating  of  the  plates  through 
shortness  of  water.  The  explosion  simply  arose  from  the  rupture  of 
the  shell  in  consequence  of  the  plates  beins  reduced  in  many  places 
by  external  corrosion  to  the  thickness  of  a  sheet  of  paper.  The  boiler 
was  a  cheap  one  in  the  first  place,  and  had  been  at  work  about  eight 
years ;  there  was  constant  leakage,  constant  repairing,  and  constant 
administration  of  a  dosre  of  horse-dung.  Of  course,  the  story  was  that 
this  medicine  was  for  the  water  and  not  for  the  boiler — to  soften  the 
former,  not  to  stop  the  leaks  in  the  latter*  But  considering  the 
coodition  of  the  shell,  and  the  general  purpose  for  which  horse-dang 
is  put  into  boilers,  it  is  not  hard  to  assign  the  true  function  to  the 
dose  which  was  given  after  every  cleaning.  What  makes  this  ease 
worse  is  the  fact  that  the  boiler  was  well  known  to  be  in  an  unsatis- 
factory condition,  so  much  so  that  a  boiler-maker  had  been  in  nego- 
tiation to  replace  it  by  a  new  one  last  Whitsuntide^  But  probably 
the  proprietor,  mindful  only  of  pelf,  could  not  bring  the  boiler-maker 
to  his  terms,  and  so  resolved  to  use  the  old  kettle  a  little  longer  to  bal- 
ance matters.  However  this  may  be,  and  whatever  may  have  been  th^ 
qualifications  of  the  attendant,  this  certainly  was  a  case  of  the  most 
flagrant  neglect,  and  one  which  could  not  have  occurred  under  com- 
petent inspection. 

The  second  case  occurred  with  a  converted  marine  boiler,  of  the 
eteam-tug  class  of  construction.  It  was  a  second-hand  affair,  and  had 
Been  some  service  afloat  before  it  was  set  to  do  duty  on  land.  The 
shell  was  cylindrical  and  internally  fired,  but  the  flue,  instead  of  go* 
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ing  straiffht  through  from  the  front  to  the  back|  as  in  the  ordinary 
Cornish  boiler,  returned  in  a  horse-shoe  shape  to  the  front  end,  and 
passed  out  through  the  bottom  of  the  shell  into  an  underneath  brick- 
work flue  leading  to  the  ohimney.  In  steam  vessels  the  return  flue  of 
these  boilers  passes  out  through  the  top  of  the  shell  by  means  of  an 
uptake,  on  which  the  funnel  is  planted.  In  adapting  this  boiler  for 
its  new  work,  however,  this  uptake  had  been  removed  and  exchanged 
for  the  downtake  leading  to  the  brick- work  flue  above  referred  to.  The 
boiler  was  about  13  ft.  long,  5  ft.  6  ins.  in  diameter,  and  the  plates 
generally  about  |  in.  thick.  Here  was  a  boiler  badly  constructed, 
badly  used,  and  badly  tended,  a  boy  only  fourteen  years  of  age  having 
been  appointed  engineer  a  few  hours  before  the  explosion  occurred 
by  which  he  was  killed.     Comment  is  surely  superfluous  here.     The 

{^oor  little  fellow,  in  his  ignorant  anxiety  to  get  up  steam,  had  only 
ashed  three  hrieke  on  to  the  lever  of  the  safety-valve,  in  addition  to 
the  ordinary  ball  weight !  The  actual  load  amounted  to  100  &s.  per 
square  inch  on  the  crazy  old  concern.  The  pressure  does  not  appear 
to  have  reached  this  point,  however,  for  it  is  stated  that  the  gauge 
only  registered  50  9)8.  a  minute  or  so  before  the  explosion.  But  the 
boiler  was  so  badly  constructed  that  even  this  pressure  was  quite  suffi- 
cient to  account  for  the  explosion,  as  may  be  inferred  from  the  fact 
that  the  return  flue  tube  was  oval  in  shape,  measuring  2  ft.  6  ins.  verti- 
cally, and  1  ft.  4  ins.  horizontally.  This  form  is  weak,  and  in  fact  any 
departure  from  the  cylindrical  in  furnace  and  flue  tubes  materially 
impairs  their  strength,  if  the  difference  is  only  2  ins.  In  the  present 
instance,  the  flue  departed  as  much  as  14  ins.  from  the  circular  shape, 
and,  besides  this,  was  not  of  a  true  oval,  but  was  flat  or  wall-sided 
for  a  height  of  18  ins.  from  end  to  end.  The  form  of  the  downtake 
also  was  weak,  one  side  presenting  a  flat  surface  of  2  ft.  6  ins.  square, 
the  plate  at  that  part  being  only  /^  in.  thick.  In  short,  the  boiler 
was  utterly  unfit  to  drive  a  non-condeiising  engine  at  a  pressure  of 
40  J9bs.  or  50  &)s.  per  square  inch,  althouj^h  it  might  have  jogged  on  for 
a  time,  with  a  condensing  engine,  at  20  fts.  pressure.  What  with  the 
weak  construction  of  the  boiler  and  the  way  in  which  the  safty  valve 
was  overloaded,  there  is  no  difficulty  in  accounting  for  the  explosion. 
The  question  which  naturally  arises  is,  How  many  of  these  rickety, 
badly-tended  machines  are  there  about  us,  and  where  will  the  next  mine 
be  sprung?  That  there  are  such  there  can  be  no  doubt;  their  where- 
abouts may  only  be  developed  by  the  coroner's  inquest,  when  it  again 
sits  on  a  few  more  atoms  of  parboiled  humanity.  It  is  an  outrage  upon 
society  that  men  should  not  only  be  allowed  to  place  these  engines  of 
destruction  in  our  midst,  but  that  they  should  be  under  no  responsi- 
bility as  to  the  tending  of  them.  If  no  sense  of  moral  obligation  exist, 
it  is  time  for  authority  to  interfere  and  enforce  those  conditions  which 
the  well-being  of  the  country  demands.  We  cannot  conclude  without 
referring  to  the  ignorance  manifested  by  some  boiler-makers.  This 
is  especially  observable  in  the  case  of  the  explosion  last  alluded  to, 
where  the  maker,  who  converted  the  boiler  from  a  marine  to  a  station- 
ary, could  not  account  for  the  explosion,  neither  could  a  second  maker, 
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by  whom  it  had  heen  repaired,  and  considered  perfectly  safe.  The 
hydraulic  teat^-the  general  adoption  of  which  is  so  much  to  be  desired 
— was  not  applied  at  the  time  of  the  alterations,  or  the  weakness  of 
the  flat-sided  flue  would  have  been  apparent  and  the  explosion  avert- 
ed. Bat  the  best  constructed  boiler  could  never  stand  such  a  reckless 
overloading  of  the  safety-valve  as  that  above  recorded.  If  owners  will 
not  learn  the  lesson  of  responsibility  of  themselves,  they  will  have  to 
be  taught  it  in  a  way  the  least  palatable  to  liberty-loving  Englishmen. 


Ifeieription  of  an  Equatorial  Oloek.    By  Lord  Oxmaktowk. 

Monthly  Notices  Bojal  AitroDomkal  Socletj,  May,  1866. 

The  following  description  of  an  apparatus  for  giving  an  equable 
motiiHi  to  a  heavy  equatorial  of  18  inches  apperture  may,  perhaps^ 
be  interesting  to  some  of  the  Fellows.   . 

It  was  constructed  last  autumn,  and  its  merit,  if  it  has  any,  is  that 
it  can  be  very  easily  made.  No  nice  workmanship  is  required ;  a  joiner 
and  plumber  can  execute  the  work  with  sufficient  accuracy. 

Tho  motive  power  is  a  piece  of  wood,  closely  fitting  a  wooden  box 
containing  water,  on  the  surface  of  which  this  piece  of  wood  floats. 
This  float  is  covered  with  canvass,  saturated  with  pitch,  to  prevent  it 
from  imbibing  water,  and  so  expanding  and  sticking  fast  in  the  box. 

It  has,  also,  pieces  of  sheet-brass  fastened  on  the  edges  over  the 
pitched  canvass,  to  prevent  the  pitch  adhering  to  the  sheet-lead  with 
which  the  box  is  lined.  A  tube  from  the  bottom  of  the  box,  tei- 
minacing  in  a  piece  of  flexible  pipe,  the  extremity  of  which  is  kept  at 
a  uniform  depth  below  the  surface  of  the  water  in  the  box  by  being 
sttj^pended  from  the  float,  allows  the  water  to  escape  at  a  constant  rate, 
which  is  regulated  by  a  valve  in  this  pipe.  A  A  is  the  box;  tithe 
flout,  which  is  attached  to  a  brass  tube  ddy  which  acts  as  a  guide  by 
passing  through  a  hole  in  the  cross-piece  of  wood  ff  supported  by 
two  upright  pieces  ^^;  nn  is  the  India-rubber  tube,  through  which 
the  water  escapes;  o  the  valve  to  regulate  the  flow;  m  is  acock, 
which  is  closed  when  the  clock  movement  is  not  required;  jg^  a  se- 
cond box  to  receive  the  water  as  it  flows  out  of  the  first.  When 
we  wish  to  employ  the  clock,  we  first  pump  up  water  from  q  to  h 
through  p  and  I;  secondly,  we  get  the  object  to  be  observed  into 
the  centre  of  the  field ;  thirdly,  open  the  cock  m  and  clamp  the  sec- 
tor <  to  the  polar  axis  z  by  means  of  the  screw  u  ;  and  if  the  object 
is  not  now  sufficiently  in  the  centre  of  the  field,  it  may  be  brought  there 
accurately  by  turning  the  nut  e,  which  draws  the  sector  t  further 
or  near  to  the  float,  by  bending  the  spring  tv. 

The  accuracy  of  this  clock  depends,  to  a  great  extent,  upon  the 
care  which  is  taken  to  make  the  sides  of  the  box  parallel  and  flat,  so 
that  the  horizontal  section  may  be  the  same  at  all  levels,  and  to  fit 
the  float  to  it  carefully,  so  that  tho  interval  between  the  float  and  the 
sides  of  the  box  may  be  as  small  as  is  consistent  with  absence  of  fric- 
tion. Let  A  be  equal  to  the  area  in  square  inches  of  horizontal  surface 
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of  float,  and  —  area  of  interval  between  the  float  and  sides  of  the  box ; 

then,  if  the  float  be  displaced  — ^th  of  an  inch  from  the  position  of 

equilibrinniy  the  surface  of  the  water  round  the  float  will  be  displaced 

through  —  inches  ;  therefore,  i{  w  =  weight  in  Sbs.  of  1  cubic  inch  of 

water,  the  force  tending  to  bring  the  float  back  to  its  former  position 

=  ttr.A( h^i;  whereas,  if  the  float  had  rested  on  a  surface  of 

water  of  infinite  extent,  the  corresponding  force  would  have  been  w .  a 

X  — ;  .••  the  ratio  of  the  forces  in  the  two  cases  =  n  +  1 :  1.   In  the 
m 

case  of  the  instrument  to  which  this  apparatus  has  been  applied,  A  = 

1296,  and  if,  for  example,  the  interval  between  the  float  and  sides  of 

the  box  =  ^e  o^  ^^  i°<^^  ^^^  ^^  ^he  variation  of  friction  of  the  polar 

axis  be  taken  at  3  9>s.,  (the  average  friction  being  about  7  &>s.,)  the 

displacement  of  the  float,  which  would  have  been  equal  to  '064  of  an 

inch  on  a  surface  of  water  of  infinite  extent,  will  become  equal  to 

•064  X ^-g^ ==^=  '®^^*  '''^^*^®' 

^+Tx8ffx7; 

As  the  float  is  attached  to  a  wire  rope,  the  other  extremity  of  which 
wraps  round  the  sector  ^,  of  28  inches  radius,  this  deviation  corres- 
ponds to  T  51''  of  space  in  the  first  case,  but  only  8'*2  in  the  second 
case. 

Assuming  that  the  flow  of  the  water  from  the  box  will  be  uniform 
if  the  head  be  uniio^m,  the  only  remaining  cause  of  irregularity  lies  in 
this,  that  the  overflow  is  kept  at  a  constant  depth  below  any  fixed 
point  in  the  float,  that  point,  through  variation  of  the  resistance,  not 
being  at  an  absolutely  invariable  distance  below  the  surface  of  the 
water  in  the  box ;  consequently,  the  head  will  vary  if  the  immersion 
of  the  float  varies. 

We  have  seen  above  that,  with  a  variation  of  friction  of  8  fiw.,  the 
variation  of  immersion  =  -064  of  an  inch ;  therefore,  (47  inches  being 
the  distance  of  overflow  below  the  surface  of  water,)  the  ratio  of  maxi- 

,    .,    ^  \WOiA     1-00067      ^.[ 

mum  velocity  to  mean=    I— ^y— =  — - — ,  which  corresponds  to 

an  angular  deviation  in  rieht  ascension  of  86''  of  space  per  hour. 

In  practice,  however,  when  the  instrument  is  accurately  counter- 
poised and  carefully  oiled,  the  variation  of  the  force  required  to  turn 
it  round  in  right  ascension  is  probably  very  much  less  than  this ;  and 
if  between  one  night  and  the  next  the  friction  increases  through  vis* 
cosity  of  the  oil,  the  rate  is  easily  corrected  by  means  of  the  valve  o. 
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This  clock  has  been  used  for  micrometrical  observations,  and  answers 
perfectly ;  but  how  far  for  spectroscope  purposes  it  will  bear  compari- 
son with  other  contrivances  has  not  jet  been  ascertained. 

The  accompanying  figure  has  been  drawn  on  a  scale  of  ^  inch  to  1 
foot,  with  the  exception  of  the  sector  t  and  the  weight  8,  which  keeps 
the  rope  z  extended,  these  two  parts  having  been  drawn  on  a  reduced 
scale  and  in  a  different  position  to  save  space. 


Depolarizing  Iron  Ships. 

From  Newton's  Lotidon  Jounud  of  Arts,  May,  1866. 

In  the  March  number  of  this  Journal  we  took  occasion  to  notice 
an  invention  which  Mr.  Evan  Hopkins,  G.E.,  had  brought  before  the 
Royal  United  Service  Institution,  in  the  form  of  a  paper  entitled  "Iron 
Ships'  Compasses :  their  deviation  and  remedies,"  his  object  being  to 
call  the  attention  of  naval  men  to  a  means  which  he  had  arrived  at, 
by  induction,  of  depolarizing  iron  ships,  and  of  giving  greater  vital- 
ity and  steadiness  to  compass  needles.  We  then  said  we  should  look 
with  interest  to  the  experiments  about  to  be  made  to  test  the  practical 
value  of  the  theory  of  depolarizing  iron  ships  by  passing  currents  of 
electricity  through  the  hull.  The  polarity  of  hron  ships  is,  as  is  well 
known,  coatracted  during  buildings  and  the  character  of  the  polarity 


Digiti 


zed  by  Google 


.    116  Meehaniet^  PhyncM^  and  ChemUtry. 

'depends^  principal] J,  on  the  direction  given  to  the  ship'^  head  while 
.building;  and  it  ia  to  the  action  of  this  attractive  power  that  the 
deviations  in  the  compass,  which  perplex  and  sometimes  baffle  the  skill 
of  the  most  experienced  navigators,  are  due.  We  are  now  enabled  to 
atate  that  Mr.  Hopkins  has  successfully  introduced  his  n4w  system 
on  board  an  iron  ship  called  the  St,  Leonard^  now  loading  for  Ade* 
laide,  in  the  London  docks.  This  iron  vessel  is  220  feet  long  and  34 
feet  wide.  When  placed  in  his  hands,  the  stern  had  a  strong  south 
polarity,  which  caused  the  steering  compass  to  deviate  nearly  40°  to- 
ward the  stern-post,  when  the  head  of  the  vessel  was  S.E.  by  E.  Even 
the  standard  compass,  placed  in  a  pillur  about  50  feet  from  the  stern, 
had  a  deviation  of  20°  toward  the  stern-post.  The  ship  had  been  care- 
fully "  swung,"  and  three  magnets  were  fixed  as  correctors  near  the 
steering  compass,  and  a  deviation  card  duly  prepared  before  she  sailed 
on  her  last  voyage  to  Australia.  On  leaving  the  channel,  it  appears 
that  the  captain  found  both  compasses  were  wrong  and  couhl  not  be 
depended  upon.  Under  these  circumstances,  for  the  safety  of  the  ship, 
he  rigged  a  compass  about  18  feet  high  in  the  mast,  with  a  transpa^ 
rent  "tell-tale"  card,  so  as  to  be  able  to  read  it  from  deck,  and  he 
navigated  the  ship  by  this  compass  alone,  and  disregarded  the  other 
compasses  and  the  table  of  deviations. 

Mr.  Hopkins,  when  invited  to  examine  the  state  of  the  magnetism 
of  this  ship,  found  that  she  was  in  a  most  dangerous  condition,  and 
considered  that,  had  not  Capt.  Franklin  detected  in  time  the  errors  of 
the  compasses  and  rigged  a  compass  on  the  mast,  above  the  influence 
of  the  masses  of  iron  and  magnets  below,  the  consequence  might  have 
been  very  serious.   Mr.  Hopkins  applied  his  depolarizing  apparatus 
to  the  top  of  the  stern-post,  and  in  a  very  short  time  destroyed  its 
south  polarity,  giving  it  at  the  same  time  a  temporary  weak  north 
pole.   The  moment  this  was  done  the  deviation  of  the  steering  com- 
pass was  reduced  about  18°,  and  the  other  compass  about  4°.   The 
plates  of  the  vessel  have  not  yet  been  operated  on  from  stem  to  stern 
to  destroy  the  whole  polarity  of  the  hull,  but  when  this  is  done  it  is 
expected  that  nearly  all  the  deviation  will  be  corrected  in  compasses 
placed  about  6  feet  above  deck  and  12  feet  from  the  rudder-head  and 
the  steering-gear.   Mr.  Hopkins'  standard  compass  was  temporarily 
rigged  up  the  mast,  about  15  feet  above  deck  and  35  feet  from  the 
steering-wheel,  for  the  experiment.    In  this  position  it  was  found  to 
be  beyond  the  reach  of  the  disturbing  influence  of  the  masses  of  iron 
in  the  ship,  and  therefore  would  be  found  always  correct  in  whatever 
direction  the  ship  might  sail.    Besides  being  a  standard  compass,  in 
which  every  dependence  can  be  placed,  it  serves  also  as  a  steering  com- 
pass to  the  man  at  the  wheel. 

The  temporary  experimental  compass,  although  only  about  7  inches 
diameter,  can  be  plainly  read  from  the  wheel,  like  the  dial  of  a  clock, 
by  means  of  a  reflector.  Its  use,  therefore,  coupled  with  the  correc- 
tions of  deviation,  will  dispense  with  the  swinging  business,  (which  is 
now  acknowledged  by  careful  captains  to  be  delusive  and  often  utterlj 
uatroBtwortby.)  Whatever  may  he  the  changes  in  the  magnetism  of 
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the  ship  in  high  latitudes,  the  steersman  will  hoye  the  inestimable  ad- 
vantage of  seeing  from  the  wheel  at  all  times  a  correct  standard  com- 
pass, as  well  as  the  one  placed  on  deck  near  the  wheel.  This  steering 
standard  compass  is  to  have  a  card  of  12  inches  diameter,  with  two 
needles  of  the  strongest  directive  power  in  all  "dips"  between  Eng- 
land an  Australia. 

We  believe  that,  at  the  suggestion  of  Sir  John  Hay,  Mr.  Hopkins 
has  been  requested  to  prove  the  efficiency  of  his  plans  for  removing 
the  cause  of  the  deviation  of  the  compass  needle  in  iron  ships  by  ope- 
rating on  the  armor-plated  ship  the  Northumberland. 


Property  of  SulpTio-cyanide  of  Ammonium.   By  Mr.  F.  Clowbs. 

From  the  London  JonnMU  of  Science,  April,  1866. 

A  notice  of  an  interesting  property  of  sulpho-cyanide  of  ammonium 
has  been  published  by  Mr.  F.  Clowes.  He  finds  that  when  dissolved 
in  water  this  salt  produces  intense  cold ;  in  a  short  time  the  atmo- 
spheric moisture  being  deposited  like  hoar-frost  on  the  sides  of  the 
vessel. 

This  led  him  to  try  a  few  experiments  with  weighed  quantities  of 
water  and  of  the  salt.  From  a  few  trials  with  different  proportions,  it 
appeared  that  the  mixture  of  equal  parts  by  weight  gave  the  most  in- 
tense cold.  By  mixing  1368  grains  of  the  salt  with  its  weight  of  water 
at  17°  C,  a  cold  of  12°  C.  was  obtained.  The  temperature  of  the 
atmosphere  at  the  time  of  the  experiment  was  the  same  as  that  of  the 
water  employed. 

On  National  Standards  for  Q-as  Measurement  and  Q-as-meters: 
By  Gbobgb  Glovbr,  Esq., 

Formerly  Lectarer  on  Natural  Philosophy,  Royal  College  of  Surgeons,  Edinburgh, 
And  Vice-President  Royal  Scottish  Society  of  Arts  and  Superintending  Medical 
Inspector  General  Board  of  Health,  Whitehall. 

From  the  London  Journal  of  the  Society  of  Arts,  No.  424. 

The  subject  of  gas  measurement,  which  I  am  about  to  have  the  honor 
of  bringing  under  the  notice  of  the  Society,  involves  the  consideration 
of  two  kinds  of  instruments — gasometers  and  gas-meters.  The  gaso- 
meters are  of  two  kinds — the  *' national  standard  gas-holders"  de- 
posited at  the  Exchequer,  and  those  in  ordinary  use,  generally  called 
**  testing  gas-holders."  The  gas-meters  are  also  of  two  kinds — the  wet 
and  the  dry. 

When,  more  than  half  a  century  ago,  coal-gas  came  into  use,  the 
want  of  a  measure  for  its  sale  was  soon  felt.  Such  a  measure  was  per- 
ceived to  be  indispensable  in  the  event  of  gas  becoming  a  staple  article 
of  commerce.  To  meet  this  want,  Mr.  Samuel  Clegg  invented  the  in- 
strament  which,  from  its  revolving  drum  or  measuring  part  being  par- 
tially submerged  in  water,  has  been  denominated  '^  the  wet  meter." 
Ingenious  in  principle,  it  was  soon  found  defective  in  practice.  Its 
principal  defect  arises  from  the  evaporation  of  the  water,  causing  con- 
itant  variation  in  its  measuring  capacity.  The  bottom  of  the  measuring 
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chambers  is  defined  by  the  plane  of  water  ia  the  meter,  and  the  mea* 
suring  chambers  are  diminished  or  enlarged  bj  the  accidental  quantity  * 
of  water  which  may  be  present  at  any  given  instant.  The  water  is  con- 
tinually undergoing  change  of  level  from  evaporation,  which  is  more 
or  less  rapid  according  to  the  quantity  of  gas  which  passes  through 
the  meter,  and  the  change  of  temperature.  The  wet  meter  likewise 
varies  in  its  measurement  with  every  departure  from  the  true  horizontal 
plane.  Inclined  forwards,  it  measures  too  slow ;  if  backwards,  it  mea- 
sures too  fast,  it  also  varies  with  the  varying  pressure  of  the  gas  as 
it  enters  the  meter.  To  render  a  wet  meter  a  fixed  measure  four  things 
are  essential : 

1.  That  the  plane  of  the  water  remain  fixed. 

2.  That  the  bottom  of  the  meter  be  parallel  with  the  plane  of  the 
water. 

3.  That  the  meter  be  placed  and  maintained  on  a  horizontal  plane. 

4.  That  the  pressure  of  the  gas  as  it  enters  the  meter  be  uniform. 
Oompliance  with  these  conditions  is  impracticable,  and  it  is  much  to 

be  regretted  that  the  baffled  ingenuity  and  futile  devices  of  half  a  cen- 
tury have  not  made  this  conviction  general,  and  that,  at  the  present 
hour,  there  should  be  large  towns,  such  as  Liverpool,  Birmingham, 
Sheffield,  and  several  in  Scotland,  in  which  gas  companies,  to  their 
own  injury  and  that  of  the  public,  still  adhere  to  the  wet  meter,  not- 
withstanding its  acknowledged  defects. 

It  has  been  customary,  in  cases  of  doubt  as  to  the  accuracy  of  the 
measurement  of  gas  by  wet  meters,  to  lift  them  from  their  place,  to 
put  them  on  a  horizontal  plane,  and  to  adjust  the  level  of  the  water 
to  a  plane  of  correct  measurement.  Such  a  test  is  no  more  a  proof  of 
a  meter *8  correct  performance  than  a  watch-maker's  setting  a  watch 
to  Greenwich  time  would  be  an  evidence  of  the  watch  having  gone 
correctly  for  the  twelve  months  past,  or  a  guarantee  of  its  accuracy 
for  the  twelve  months  to  come.  The  only  correct  method  of  testing 
the  wet  meter's  performance  during  any  given  time  it  may  have  been 
in  use,  is  to  examine  the  internal  surfaces  of  the  back  and  front  plates 
where  the  water  at  its  various  levels  has  traced  or  oxidized  distinct 
lines.  In  a  three-light  meter,  the  distance  between  the  two  extremes 
(viz :  the  highest  and  lowest  water-line)  ought  not  to  exceed  j^ths 
of  an  inch,  so  as  to  give  the  variation  of  5  per  cent,  allowed  by  the 
*'  Sales  of  Gas  Act;'  whereas,  in  practice,  that  distance  is  found  to 
reach  an  inch,  or  even  more,  thus  showing,  of  course,  a  proportionate 
amount  of  variation  in  the  measuring  capacity  of  the  meter.  The  dia- 
grams (Fig.  1)  will  illustrate  this. 

Fig.  1. 
Diagrams  of  wet  metera^  ghowing  the  precise  anunmt  of  variation. 


Hlgheitwater-Hne.     ff      ^JJ^^       _^     Corroet  water-level. 
Lowett  wmter-llne. 


Two-light  Jkfefcr.— Scale  1  inch  =  1  foot. 
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Begistering  88  per  cent,  against  oonflumer. 
"  7        "  "        company. 

Sqoare  InehflS. 
Arfa  of  segment  down  to  correct  water-loTeli  16*94 +8*46 =26*40 
"         ««  »*         highest         *•  16-94 

Against  consumer — ^variation 8-46 

Then  as  26*40  :  8*46  : :  100  :  88*8  per  cent.  

Area  of  segment  down  to  lowest  water-level 27-22 

«*  "  •»  correct        **  26-40 

Against  company— variation 1-82 

Then  as  25*40  :  1*82  : :  100  :  7  16  per  cent. 


Highett  mter-lliM. 

Lowest  wmter-Uno.      It  iV'^'WI  11    Correct  leyel  of  water. 


Five-light  lf«<er.— Scale  1  inch  =  1  foot. 

Registering  9  per  cent,  against  consumer. 
"  29      **  ♦*       company. 

Area  of  segment  down  to  oorrect  water*level =  45-81 

•*  •«  "  highest        '*  41-81 

Against  consumers-variation 8-6 

Then  as  45-81  :  8  6  :  :  100  :  8  96  per  cent.  

Area  of  segment  down  to  lowest  water-level 68*71 

•«  «  "  correct         ••         45*81 

18*4 
Then  as  46*81  :  18*4  : :  100  :  29*49  per  cent 

There  baa  been  no  lack  of  effort  to  remove  tbis  defect  in  the  wet 
meter.  Ingenuity,  labor,  and  vast  sums  of  money  bave  been  lavisbed 
upon  it.  The  Patent  Office,  year  after  year,  bas  been  besieged  by  in- 
ventors who  imagined  they  had  discovered  a  remedy ;  but,  for  all  prac- 
tical purposes,  there  has  been  little,  if  any,  improvement  on  the  ori- 
ginal invention. 

The  inventions  which  bave  aimed  at  preserving  a  fixed  water-line 
may  be  reduced  to  three  classes :  Those  having  a  reservoir  or  small 
cistern  in  connexion  with  the  meter,  and  a  tube  communicating  with 
the  surface  of  the  water  in  the  meter,  on  the  principle  of  a  bird  foun- 
tam ;  those  in  which  a  spoon  or  bent  tube  on  the  axle  lifts  a  small 
quantity  of  water  in  each  revolution  by  dipping  into  a  cistern  or  water- 
box  ;  those  which  float  the  drum  itself,  or  have  a  float  nicely  balanced, 
of  semi-cylindrical  or  hemispherical  form,  turning  on  a  horizontal 
axle  mounted  near  the  level  of  the  water  in  the  meter.  Many  of  those 
inventions  have,  from  time  to  time,  obtained  partial  success.  Some 
of  them  have  been  revived  again  and  again  under  different  names 
and  with  slight  modifications,  but  all  of  them  have  ended  in  failure  and 
disappointment.   The  method  of  floating  the  drum  Mr.  Clegg  invented 
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sbortlj  before  his  death.  The  simplicity  and  theoretical  beaaty  of  the 
invention  are  apparent,  and,  could  the  sides  of  the  revolving  drnm  be 
kept  vertical  to  the  plane  of  water,  the  drum  itself  perfectly  balanced 
and  free  from  deposit ;  conld  the  water  be  kept  pare,  the  pressure  of 
the  gas  free  from  variation,  thd  moving  parts  from  corrosion,  it  might 
be  hoped  that  one  serious  practical  objection  to  the  wet  meter  had 
been  removed.  These  conditions,  however,  all  experience  has  shown 
cannot  be  realized. 

Vigorous  efforts  are  being  made  to  revive  the  use  of  a  meter,  con- 
structed on  the  same  principle  of  floatation,  whiqh  was  patented  by 
Messrs.  Sanders  &  Donovan  in  1855.  Theirs  is  the  simplest  and 
most  scientific  invention  yet  propounded  for  preserving  the  uniform 
level  in  the  water-line.  Its  ingenuity  reflects  high  credit  on  the  in- 
ventors. But,  without  unfairly  detracting  from  this,  it  may  be  stated 
that  their  invention  has  increased  both  the  size  and  complexity  of  the 
instrument,  that  its  extreme  delicacy  and  the  complication  of  its  parts, 
while  multiplying  the  chances  of  error  in  its  workmanship,  expose  it 
to  quicker  decay,  and  hence  repair  and  replacement  are  necessarily 
more  frequent.  Its  delicacy,  in  fact,  unfits  it  for  every-day  use,  and 
makes  it  very  liable  to  derangement.  The  water  in  the  meter  be- 
comes impure  and  even  tarry,  impurities,  from  time  to  time,  are  de- 
posited on  the  float,  its  balance  is  impaired,  its  axle  and  the  float 
corrode,  small  holes  are  formed  in  it  by  corrosion,  through  which  the 
water  enters,  when  it  ceases  to  be  a  float,  so  that  it  not  only  fails  to 
adjust  the  level  of  the  water,  but  becomes  more  defective  than  the  or- 
dinary wet  meter. 

It  is  open,  besides,  to  the  very  serious  objection  that,  by  unscrew- 
ing the  lower  plug,  as  much  gas  can  be  got  as  from  the  outlet  of  the 
meter  itself,  a  circumstance  which  offers  a  strong  temptation  to  fraud. 

The  variation  in  measurement  ii,  of  coarse,  the  grand  objection  to 
the  wet  meter.  It  is  not  the  only  one,  however.  Though  fatal  in 
itself,  there  are  others  I  may  just  mention.  There  is  the  annoyance 
from  the  unsteadiness  of  the  lights,  familiarly  called  '^jumping.** 
There  is  the  danger  of  sudden  extinction.  There  is  the  danger  of 
escapes  of  gas  through  the  meter  being  interfered  with,  as  when  the 
plugs  are  removed  that  the  water  may  be  replenished,  and,  through 
carelessness,  not  replaced.  There  is  the  facility  with  which  the 
measurement  in  the  same  wet  meter  can  be  made  to  vary,  either  from 
the  quantity  of  water  put  into  the  meter,  the  inclination  given  to  it, 
or  from  both,  and  the  consequent  temptation  to  fraud.  There  is  the  ne 
cessity  of  placing  it  in  the  basement  of  the  house,  and  the  consequent 
attempt  to  prevent  the  '*  jumping ''  of  the  lights  by  giving  all  the  pipes 
a  gradual  rise  from  the  meter  to  admit  of  the  water  trickliug  back  into 
it,  an  attempt  at  once  futile,  expensive,  and  injurious  to  house  pro- 
perty. Its  very  situation  in  obscure,  out-of-the-way  corners  is  apt  to 
create  a  suspicion  in  the  mind  of  the  consumer  that  he  is  wronged  in 
his  measurement,  while  the  gas  companies  are  made  dependent  on  the 
vigilance  of  their  inspectors  to  an  extent  undesirable  alike  for  the  em- 
ployer and  the  employed.    The  defects  of  the  wet  meter  too  often 
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expose  the  mansgere  and  directors  of  gas  companies  to  nnjnst  suspi- 
cions, while  really  the  companies  are  the  greatest  losers  by  it,  and 
the  parties  most  deeply  interested  in  the  just  measurement  of  gas. 
When  the  meter  is  found  not  to  have  registered  at  all,  or  to  hare  re- 
gistered only  a  small  portion  of  the  gas  passed  through  it,  it  is  not 
UDUsnal  to  ask  the  consumer  to  pay  for  bis  gas  without  any  reference  to 
the  meter,  but  to  his  payment  for  the  corresponding  quarter  of  the 
previous  year,  a  mode  of  adjustment  unsatisfactory  both  to  the  seller 
and  the  buyer. 

The  interests  of  the  public  and  the  gas  companies  alike  demanded 
that  the  evils  of  a  system  of  measurement,  which  involved  variations 
reaching  sometimes  as  high  as  20  and  80  per  cent.,  should  be  fairly  met, 
^*  Why,"  it  was  asked,  ^^  should  not  gas  be  justly  measured  as  other  sta- 
ple commodities  are  measured  7  Why  should  not  the  consumer  have  a 
guarantee  that  he  really  gets  the  quantity  he  pays  for,  and  the  producer 
that  he  really  gets  payment  for  the  quantity  he  delivers  ?  If  security 
be  given  for  the  just  measurement  oi  a  gallon  of  oil  and  a  pound  of 
candles,  it  is  not  less  necessary  for  a  cubic  foot  of  gas."  *  From  evi- 
dence given  before  Parliamentary  Committees,  it  appeared  that,  ow- 
ing to  the  want  of  a  legal  criterion  and  inspection,  what  was  called  a 
cubic  foot  differed,  when  measured  by  the  meters  of  one  manufacturer 
as  compared  with  those  of  another,  as  much  as  8  per  cent.,  and  that 
when  the  meters  were  in  the  most  perfect  working  condition.  The 
prevailing  dissatisfaction,  and  the  antagonism,  prejudicial  alike  to  the 
gas  companies  and  the  public,  to  which  this  state  of  things  gave  rise, 
at  length  drew  the  attention  of  the  Legislature  to  the  subject.  The 
result  was  the  bill  presented  by  Lord  Redesdale  to  the  House  of  Lords, 
in  the  first  session  of  1859,  for  the  purpose  of  establishing  a  standard 
cubic  foot  for  gas  measurement,  and  extending  the  general  law  of  in* 
spection  of  weights  and  measures  to  gas  meters,  with  such  other  pro« 
visions  as  the  special  nature  of  the  subject  seemed  to  require. 

The  ^^  Sales  of  Oas  Act,"  introduced  by  his  Lordship,  received  the 
sanction  of  the  Legislature  in  the  session  of  1859.  The  principal  pro- 
visions of  that  Act  are  sufficiently  well  known.  It  fixed,  for  the  first 
time,  as  the  ^^  only  legal  standard  or  unit  of  measure  for  the  sale  of 
gas  by  meter,  the  cubic  foot,  containing  62*821  pounds  avoirdupois 
weight  of  distilled  or  rain-water  weighed  in  air  at  the  temperature  of 
62^  of  Fahrenheit's  thermometer,  the  barometer  being  at  80  inches." 
And  had  the  Act  done  no  more  than  this  it  had  conferred  an  import- 
ant boon  on  the  gas  companies,  and  on  the  community  at  large.  A 
first  and  important  step  was  then  taken  in  the  right  direction. 

The  duty  of  providing  standard  measures  for  gas  was  devolved  by. 
the  Act  on  the  Lords  Commissioners  of  Her  Majesty's  Treasury.  The 
Astronomer  Royal's  familiarity  with  the  subjects  of  the  standards  of 
weights  and  measures  specially  qualified  him  for  such  a  duty,  and  his 
services  to  the  Exchequer  in  connection  with  this  subject  having  been 
acknowledged  as  of  high  value,  their  Lordships  applied  to  him  to  as-. 
sift  them  in  providing  the  requisite  instruments.   The  public  and  the 
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gas  companies  were  entitled  to  ezpeot  that  the  services  of  a  philowh 
pher  80  distinguished  in  the  application  of  the  exact  sciences,  should 
be  made  available  to  attain,  in  the  standard  measure  for  gas,  as  much 
accuracy  as  possible. 

Acting  under  the  authority  of  the  Lords  Commissioners,  and  aided 
by  Professor  Miller,  of  Cambridge,  the  Astronomer  Boyal  provided  a 
bottle  for  measuring  the  cubic  foot  defined  in  section  ii.  of  the  Act.  In 
his  report  to  their  Lordships  of  the  11th  of  February,  1860,  he  says, 
<^  Acting  under  the  authority  given  by  your  letters  of  October  14 
and  15,  1859,  and  having  secured  the  valuable  assistance  of  Pro- 
fessor W.  H.  Miller,  I  caused  to  be  prepared  a  weight  of  62  321  lbs., 
constructed  of  hard  gun-metal,  and  a  metallic  vessel  or  bottle,  intend- 
ed to  contain  1  cubic  foot,  constructed  of  thin  copper,  in  shape  a  cyl- 
inder with  a  cone  at  each  end,  the  upper  cone  having  a  small  cylin- 
drical neck  for  the  introduction  of  water,  and  the  lower  one  having  a 
tap  for  its  discharge."  Whether  the  bottle  so  described  was  the  best 
instrument  for  the  purpose  may,  I  think,  be  fairly  questioned.  Made 
of  copper  it  was  liable  to  corrode.  The  thin  sheet  of  copper  was  lia- 
ble to  change  of  form  when  filled  with  water,  as  well  as  from  external 
injury.  Once  filled  it  could  not  be  readily  dried.  I  submit  that  a 
geometrical  solid,  made  of  anti-corrosive  metal,  made  to  exclude,  not 
to  contain,  the  water,  and  losing  in  weight  the  precise  quantity  of 
distilled  water  defined  in  clause  ii.,  would  be  free  from  the  objections 
stated,  and  could  be  easily  dried  after  each  experiment.  It  could  be 
preserved,  if  laid  on  a  soft  cushion,  under  a  glass,  at  the  Exchequer, 
for  any  length  of  time,  without  change  or  diminution. 

Having  obtained  a  bottle  fitted  to  contain  the  *^  unit  of  measure  " 
required  by  section  ii.  of  the  Act,  the  Astronomer  Royal's  next  step 
was  to  apply  it  in  accordance  with  section  iii.,  which  requires  that, 
*^  within  three  months  next  after  the  passing  of  the  Act,  models  of 
gas-holders,  measuring  the  said  cubic  foot,  and  such  multiples  and  de- 
cimal parts  of  the  said  cubic  foot  as  the  Lord  High  Treasurer  or  the 
Commissioners  of  Her  Majesty's  Treasury  shall  judge  expedient,  shall 
be  carefully  made,  with  proper  balances,  indices,  and  apparatus  for 
testing  the  measurement  and  registration  of  meters,  and  such  models 
shall  be  verified  under  the  direction  of  the  Lord  High  Treasurer  or 
the  said  Commissioners,  and,  when  so  made  and  verified,  shall  be  de- 
posited in  the  oflSice  of  the  Comptroller-General  of  the  Exchequer  at 
Westminster." 

In  carrying  this  enactment  into  effect,  it  was  found  that  none  of 
the  gas-holders  hitherto  in  use  for  testing  meters  could  be  adopted  as  a 
standard  measure.   The  more  prominent  objections  to  them  were  these : 

1.  Their  measuring  part  was  not  truly  cylindrical. 

2.  No  two  gas-holders  agreed  in  measurement.  Not  only  did  they 
differ  from  each  other  to  the  extent  of  8  or  4  per  cent  in  their  mea* 
Buring  capacity,  but  the  various  divisions  into  feet,  and  the  sub-divi- 
sions of  the  feet,  differed  in  the  same  gas-holder. 

8.  The  material  of  which  they  were  made  was  very  liable  to  corr<^- 
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8ioii  wben  in  contact  with  gaa  and  water.  To  retard  this  eorrosiou 
paint  was  used.  The  paint  in  the  inner  surface  of  the  bell  diminishes 
its  measuring  capacity,  and  its  renewal  from  time  to  time  aggravates 
the  evil.  The  coating  of  paint  softens,  swells^.frequently  rises  in  blis- 
ters, falls  oiFin  flakes,  or  crambles  away/  In  its  ascent  from  the  cis* 
tern,  the  painted  surface  of  the  bell  brings  with  it  a  quantity  of  water, 
which  adheres  to  it  in  the  form  of  a  film,  and  numerous  drops,  which 
adhere  especially  to  the  inner  surfack  of  the  flat  cover.  These  occa- 
sion farther  diminution  of  capacity,  whilst  the  evaporation  of  the  water 
on  the  outer  surface  of  the  bell  lowers  the  temperature,  diminishes  the 
▼olnme  of  the  gas  contained,  and  causes  error  in  the  testing  of  meters, 

4.  The  scales  of  the  existing  gas-holders  were  found  liable  to  corro- 
fiion,  and,  not  being  attached  to  the  bell,  they  could  be  readily  tarn* 
pered  with.  These  reasons  were  8u£5cient  to  preclude  their  adoption 
as  standard  measures. 

The  construction  of  such  instruments  as  the  Act  required  becoming 
daily  more  pressing,  and  urgent  representations  beins  made  to  the 
Treasury  on  the  subject,  I  submitted  my  designs  to  the  Astronomer 
Rojal,  and  I  had  the  honor  to  be  employed  by  the  Lords  of  the  Trea* 
sory  to  superintend  the  construction  of  the  ^^  national  standard  gaa- 
holders,  with  proper  balances,  indices,  and  apparatus  for  testing  the 
measurement  and  registration  of  meters." 

The  idea  of  a  lesal  standard  measure,  I  need  scarcely  say,  involves 
die  highest  attainable  accuracy.  Neither  the  Legislature  nor  the  pub* 
lie  would  be  satisfied  with  anything  short  of  this.  The  subject  of 
weights  and  measures,  even  for  solids  and  liquids,  for  length  and  ca- 
pacity, is  one  of  much  practical  difliculty.  The  records  of  the  Royal  So- 
ciety abundantly  testify  how  much  time,  labor,  and  thought  have  been 
given  to  the  solution  of  these  apparently  simple  questions,  ^^  What  is  a 
pound  weight  ?"  <*  What  is  a  yard  ?'*  Not  to  travel  back  into  the  re- 
mote past,  I  need  only  remind  you  of  what  happened  when  the  Houses 
of  Parliament  were  destroyed  by  fire  in  18S5,  and  the  yard  measure  per^ 
ished  with  them.  A  Boyal  Commission  was  appointed  to  restore  it» 
After  deliberating  some  twelve  years  they  oould  find  nothing  fixed, 
either  in  time  or  space,  to  which  to  appeal  for  a  standard  measure. 
Neither  the  seconos  pendulum  nor  the  arc  of  the  meridian  of  the 
French  philosophers  could  be  appealed  to,  and  they  had  no  alterna* 
tire  but  arbitrarily  to  decide  that  the  rod  they  had  deposited  at  the 
Exchequer  was  a  yard.  But  in  constructing  a  standard  measure  for 
gas,  the  difficulties  are  much  more  complicated.  The  body  to  be  mea<r 
snred  is  an  aeriform  body,  invisible,  highly  elastic,  varying  in  volume 
with  every  barometric  change,  very  complex  in  its  chemical  constitu- 
tion, affected  by  ev^ry  change  of  temperature,  liable  to  condensatiou 
sad  to  be  absorbed  by  water,  of  which  it  is  also  an  absorbent. 

(To  be  continued,) 
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Tron  the  London  Chemical  Newt,  Mo.  307. 

The  curious  little  Japanese  fire-work,  or  one  closely  allied  to  it, 
has  been  long  known  to  me.  I  saw  it,  when  a  boy,  exhibited  by  an 
Italian  juggler  under  the  name  of  "garofanetti,"  or  "  pinks,"  alluding 
to  the  starry  flower-like  coruscations  produced  by  it.  The  sorcerer 
was,  of  course,  reticent  as  to  the  formula,  but  I  set  to  work  and  finally 
succeeded  in  finding  it  out.  It  is  a  form  of  the  beautiful  and  very 
curious  spur-fire  of  the  Chinese, — so  curious  as  to  be  worth  scientific 
investigation. 

I  enclose  specimens,  and  here  follows  formula:  Lamp-black  5,  sul- 
phur 11,  gunpowder  from  26  to  30  parts,  this  last  proportion  variable 
with  the  quality  of  the  powder.  Grind  very  fine,  and  make  the  mate- 
rial into  a  paste  with  alcohol.  Form  it  into  dice,  with  a  knife  or  spat- 
ula, about  a  quarter  of  an  inch  square.'  Let  them  dry  rather  graduaHy, 
as  on  a  warm  mantel-piece,  not  too  near  a  fire.  When  dry,  fix  one  of 
the  little  squares  in  a  small  cleft  made  at  the  end  of  a  lavender  stalk, 
or,  what  is  better,  the  solid,  straw-like  material  of  which  house-maids' 
carpet  brooms  are  made,  (panicular  stems  of  Arundo  danax.)  Light 
the  material  at  a  candle,  hold  the  stem  downwards,  and  await  the  re- 
sult. After  the  first  blazing  off  a  ball  of  molten  lava  will  form,  from 
which  the  curious  coruscations  will  soon  appear. 


Tor  the  Jooraal  of  the  Franklin  Inititnte. 

The  Working  Proeeesesfor  the  Reduction  of  the  Chay  Copper  {Tetra- 
kedrite)  Ores  at  Stefanehutte^  in  the  Comitat  (County)  of  Zips^  in 
Hungary,    By  J.  L.  Kleinbohmidt. 

The  proper  working  of  the  gray  copper  ores  is  one  of  the  most  diffi- 
cnlt  metallurgical  processes.  At  the  StefanshGtte  it  is  now  done  on 
a  larger  scale  than  any  where  else  in  the  world.  These  works,  which 
received  a  prize  medal  at  the  London  Exhibition  of  1862,  were  estab- 
lished 16  years  ago,  and  produce,  at  present,  about  8Q0  tons  of  copper, 
^000  lbs.  of  silver,  60,000  lbs.  of  quicksilver,  and  80,000  lbs.  of  erode 
metallic  antimony.  The  works  built  for  the  smelting  of  the  gray  copper, 
use  of  yellow  ores  only  poor  quartzose  ones,  which  are  necessary  for 
fluxing.  The  processes,  therefore,  have  a  character  quite  difi^erent  from 
that  in  other  places,  where  the  gray  copper  ores  form  only  a  small 
part  of  the  materials  to  be  melted.  One  of  the  main  progresses  in  the 
last  years  is  the  production  of  metallic  antimony  from  gray  copper 
ores,  since  more  than  one-half  of  the  regulas  antimonii,  which  comes 
in  the  market  from  Hungary,  is  now  produced  from  these  ores. 

The  pure  gray  copper  ores  contain,  according  to  the  analyses  of 
Von  Hauer,  (Jahrbuch  der  Geolog.  Reichsanstalt,  1852.  Heft  4, 
page  102:) 
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1-46 
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6-85 
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22-00 
89  04 
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062 
81*56 
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I.  mud  Appolonift. 

II.  AadnA. 
III.  QmiUvFrederioi. 
IT.  Heil^.  Qeist.  Tr. 

T.  BothDAUin. 

SpecG. 

99-87 
4-605 

99-97 
4-762 

98-58 
5107 

99-29 
4788 

100-50 
4-582 

The  aboTo  ores  oonUin  from  (  to  8  oimoes  of  sQTer  in  100  lbs.,  the 
aTertge  yield  of  the  ores  being  f  of  an  ounee.  Besides  these,  ores  are 
famished  to  the  smelting  works,  whieh  ooniain  no  qnicksilyer ;  the  ores 
are  therefore  separated  into  two  elasses — ^in  those  containing  qoiek- 
silrer  and  in  those  free  from  it.  The  veinstone  of  the  mercorial  ores 
consists  aloMSt  exelnsiToly  of  earbonate  of  iron*  The  other  minerals^ 
whieh  are  associated  and  intermijced,  sometimes  do  not  amount  to  1 
per  cent,  of  the  sparry  iron.  The  aTorage  yield  of  copper  is  10  per 
cent  Besides  gray  copper  ores,  the  ores  contain  about  8  per  cent,  ef 
yellow  copper  ores;  so  that  they  consist  of  gray  eopper  ores  2  per 
cent.,  yellow  copper  ores  8  per  cent.,  carbonate  of  iron  69-8  per  cent, 
other  minerals,  as  heary  spar,  date,  quarts,  and  calcareous  spar  0*7 
per  cent.  The  ores  therefore  contain  about  7  per  cent  of  sulphur 
and  8  per  cent  of  antimony.  The  annual  produetioa  is  about  8500 
ions  of  ores,  containing  about  400,000  lbs.  of  antimony. 

Separatwn  and  0$tteUion  of  the  Mereurp. — ^The  great  irolatility  of 
this  metal  requires  that  it  should  be  separated  first  The  process  js  a 
very  simple  one,  but  nowhere  else  in  use,  and  consists  in  the  roasting 
of  the  ores  in  large  round  furnaces,  and  collecting  the  quicksilyer  ia 
the  uiqper  layer  <^  the  ore.  On  the  bottom  of  the  fornace  is  placed  a 
layer  of  fine  ore  of  4  inches  in  thickness,  then  follows  a  layer  of  wood 
of  22  inches,  and  on  this  6  inches  of  eharcoaL  Now  follow  layers  of 
partly  roasted  ore,  but  not  yet  free  of  quicksilver.  The  fine  ore  is 
addeSl  ia  stripes  radiatin|^  from  the  centre,  whilst  between  these  the 
Imnps  are  placed,  otherwise  the  furnace  would  have  no  draft  Thwci. 
fore  the  ores,  which  have  been  once  roasted,  but  yet  contain  mercury, 
are  separated  by  sieves  into  fine  ore  and  lumps.  Uppermost  come  toe 
freth  unreasted  ores,  and  the  top  layer,  in  which  the  qnioksilrer  is 
emidensed,  consists  in  lumps  only  of  different  sises,  (StalMi  ft  (}nm- 
pen.)  The  whole  quantity  amounts  to  50  tons,  and  forms  o  layer  about 
2  feet  high.  A  wood-pile  is  in  the  centre  of  the  kiln,  from  which  it  is 
fired  and  bums  during  about  four  weeks.  In  cmisequence  of  the  heat 
produced  by  tjhe  burning  of  the  ores,  the  meroury  is  volatilised,  imd 
passes  through  ihe  vpper  layers  of  the  ore,  where  it  is  condensed  in 
the  form  of  gUbules.  it  is  only  necessary  that  these  rraiain  througk- 
4Hife  jmd  at  att  times  ooUly  and  that  the  places  whicb  perhaps  get  wwm 
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are  at  once  covered  with  cold  lumps  to  preyent  the  loss  of  mercury; 
therefore  watchmen  are  at  the  furnaces,  day  and  night,  during  the 
whole  process  of  operation. 

After  the  kiln  is  burnt  out,  the  upper  layer,  which  is  full  of  metal- 
lic quicksilver,  is  cautiously  taken  away,  and  washed  in  wooden  tanks 
by  the  help  of  sieves,  as  it  is  done  in  the  washing  of  ores.  The  quick- 
silver goes  through  the  sieve,  and  remains  with  the  ore  dust  on  the 
bottom  of  the  tank.  From  the  latter  it  is  separated  by  boys,  who  wash 
it  in  small  wooden  troughs.  For  this  purpose  in  a  building  are  three 
tubs  containing  water,  and  on  each  of  them  stand  three  or  four  boys, 
ten  to  sixteen  years  old.  Every  one  takes  some  of  the  mixture  of 
dust  and  quicksilver  in  his  trough,  (sichertrog,)  and,  keeping  it  below 
water  edge,  he  gives  it  a  great  many  small  shocks  against  the  wall  of 
the  tub,  whereby  the  quicksilver  settles  to  the  bottom  of  the  trough. 
The  water  of  the  tub  is  mixed  with  some  quicklime,  otherwise  the 
quicksilver  would  contain  copper.  That  part  of  the  roasted  ore  which 
yet  contains  quicksilver  is  worked  over  a  second  time,  as  described 
above ;  the  lower  portion,  however,  which  is  free  of  mercury,  goes  to 
the  furnace.  The  quicksilver  obtained  is  not  pure ;  it  contains  silver 
and  copper,  and  must  be  distilled  in  an  iron  retort.  The  distillation 
must  be  conducted  very  slowly,  otherwise  traces  of  copper  are  also 
volatilized.  If  carefully  done  the  distilled  mercury  contains  no  foreign 
substances,  except  some  sub-oxide  of  mercury.  Formerly,  when  the 
distillation  was  done  too  rspidly,  the  quicksilver  sometimes  contained 
traces  of  copper.  The  residuum  in  the  retort  consist  in  ore  dust  and 
'  metallic  silver,  the  latter  containing  copper  and  gold. 

After  the  roasting,  almost  the  entire  lower  part  is  melted  together, 
and  most  of  the  sulphur  has  combined  with  the  iron  of  the  sparry 
'  iron.  The  volatile  products  formed  by  the  roasting  have  a  strong  smell 
of  sulphurous  acid  and  bisulphuret  of  carbon.  Besides  the  smoke  of 
wood,  there  are  generally  no  other  vapors  emanating  from  the  roast- 
ing kiln.  Sometimes  arsenious  vapors  can  be  perceived.  In  this  roast- 
ing process  there  are  never  observed  the  dense  vapors,  which  arise  by 
the  roasting  of  the  matte,  (lech,)  but  the  atmosphere  contains  only  an 
invisible  gas,  which  acts  seriously  on  the  eyes  and  lungs. 

The  yield  of  the  ore  by  this  process  is  94  per  cent,  of  ttie  mercory, 
found  by  assay.  In  former  times  a  great  many  and  costly  experiments 
were  made  to  distill  the  quicksilver  in  retorts,  furnaces,  and  every  pos- 
sible apparatus,  and  to  condense  it  then  in  chambers  and  pipes  placed 
in  cold  water ;  but  the  above  simple  method,  by  which  fresh  cold  ore 
is  employed  for  the  condensation  of  the  quicksilver,  has  superseded 
all  others. 

In  relation  to  the  chemical  process,  the  protoxide  of  iron  of  the 
sparry  iron  may  have  a  prominent  part  in  driving  out  the  mercury, 
because  the  melted  mass  on  the  bottom  of  the  furnace  consists  partly 
of  sulphuretted  metals  and  partly  of  antimonial  metals,  (speiss.)  Moat 
of  gray  copper  ores  give  out  metallic  mercury  by  heating  them  in  a 
sealed  glass  pipe ;  in  others,  here  and  there  red  cinnabar  can  be  seen. 
The  latter  yield,  the  mercury  only  by  heating  them  in  an  open  pipe, 
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80  tbatwe  have  three  oauses  here,  bj  which  the  quicksilver  is  set  free: 
1.  The  heac  alone ;  2.  The  oxygen  of  the  air ;  and  8.  The  influence 
of  the  oxide  of  iron.  The  average  yield  of  the  ores  amounts  to  1*63 
per  cent  of  mercury. 

MatU  Smeltmgj  (Rohschmelzen.) — After  the  separation  of  the  mer- 
cury the  ore  is  smelted.  The  mixture  consists  of  roasted  ores  with 
about  40  per  cent,  of  the  crude  gray  copper  ores,  free  of  mercury,  and 
to  100  of  this  mixture  are  added  6  parts  of  iron  pyrites  of  SchmOUnita, 
20  parts  of  poor  quartzose  ores,  and  20  parts  of  slag  of  the  melting  of 
the  roasted  matte,  (lech.) 

Qualitieu  and  Composition  of  the  Materials. — It  was  above  men- 
tioned that  the  lower  part  of  the  roasted  heap,  which  is  free  of  quick- 
silver, consists  of  sulphurets  and  antimoniurets  of  metals.  Above  it  is 
a  layer,  also  free  of  quicksilver,  consisting  chiefly  of  peroxide  of  iron, 
and  very  little  protoxide.  The  carbonate  of  iron  is  in  this  layer  rery 
rare,  as  it  has  mostly  been  changed  into  peroxide. 

The  composition  of  the  raw  ores  can  be  stated  as  follows :  Gray  cop- 
per ores  26  per  cent.,  yellow  copper  ores  4  per  cent.,  sparry  iron  64 
per  cent.,  slate  and  quartz 4  per  cent.,  and  arsenical  iron  2  percent., 
and  about  2  ounces  of  silver  in  100  lbs.,  which  is  more  than  the  ave- 
rage yield  of  the  mercurial  gray  copper  ores. 

Pyrites  of  Scjim^llniiz.'-These  are  bought  from  several  companies, 
which  work,  besides  the  Austrian  government,  on  the  well*known  de- 
posits of  pyrites  called  the  Ktesstocfc.  These  pyrites  ores  give,  by  the 
crucible  assay,  70  per  cent,  of  matte,  (lech,)  contain  |  of  an  ounce  of 
silver  in  100  lbs.,  and  less  than  ^  per  cent,  of  copper,  ^to  4  percent, 
of  lead,  and  small  quantities  of  zinc,  antimony,  and  arsenic. 

Quartztf  Flvx  Ores. — These  are  yellow  copper  pyrites  ores  dis- 
persed in  quartz.  The  aTcrage  yield  of  these  ores  is  from  3  to  6  lbs.  of 
copper  in  100  lbs.  They  contain  only  small  quantities  of  iron  pyrites, 
arsenical  iron,  sparry  iron  and  gray  copper  ores.  These  ores  are  re- 
ceived at  the  melting  works  about  one-third  in  lumps  of  about  an  inch 
in  diameter,  and  two-thirds  as  ore  dust,  (scheidklein.) 

The  furnaces  employed  for  the  melting  are  so-called  half-high  fur- 
naces, of  the  following  dimensions  in  Austrian  measure :  From  bottom 
stone  to  the  mouth  24|  feet,  from  bottom  stone  to  the  tuyeres  6  feet, 
from  the  tuyeres  to  the  cinder  hole,  downwards,  measured  29  inches, 
height  of  the  boshes  \\  feet,  inclination  of  the  boshes  45^,  width  of 
the  bottom  of  the  hearth  3^  feet,  width  of  the  boshes  5  feet,  of  the 
mouth  18  inches.  The  furnaces  are  circular,  and  the  2  tuyeres  blow 
itt  the  centre  of  it.  They  have  a  diameter  of  1^  inch  on  the  mouth. 
The  pressure  of  the  air  is  seven-twelfths  to  ten-twelfths  inch  quick- 
olrer.  The  rough  masan-work  of  the  furnaces  is  of  slate— the  inte- 
rior shaft  of  fire-proof  talcose  slate.  They  stand  on  a  foundation  15 
feet  high, » which  lays  on  solid  rock.  The  melting  is  done  by  a  half- 
ligh tea  nose,  and  one  furnace  melts  in  24  hours  6  tons  of  ore. 

The  emdera  or  slags  are  tapped  every  15  minutes,  and  the  tapping 
hole  is  stopped  with  loam.  There  are  prepared  several  small  but  deep 
crucibles  (tiegel)  in  front  of  the  furnace,  united  by  a  kennel..    The 
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last  eonststo  in  a  flat  hollow  of  7  to  8  feet  in  diameter,  which  is  called 
%H,fnp^  (sQinpf.)  In  the  first  of  the  crncibles,  whilst  the  melted  metals 
take  their  way  through  them,  the  *^  speiss  "  is  deposited,  covered  by 
a  layer  of  matte,  (lech,)  but  the  most  of  the  latter  goes  to  the  sump,  in 
which  it  hardens  to  a  layer  of  one  to  two  inches  in  thickness,  and  while 
yet  warm  is  broken  to  pieces.  As  soon  as  the  tapped  metals  are  cold, 
the  smelter  takes  away  the  solid  matte  by  a  fork,  (forkel,)  and  when 
he  comes  to  the  speiss  he  puts  in  it  a  piece  of  iron,  which  has  a  ring 
above,  by  the  means  of  which  he  takes  it  out  after  cooling. 

I  have  found  the  composition  of  the  products  of  the  matte  melting 
(rohschmelzen)  to  be«- 

Matte,  (produced  Feb.,  1864.)  Speiu,  (prodaoed  June,  1864.) 

Cu 2210  Cu 26-S8 

8 26-80  8b 62-41 

Pe 47-62  Pe ^ 8-91 


8b 8-87  Co.  &  Ni 0-20 

Ag 008  8 1  87 

l»«g 1-40  Ag 0  20 

10087  100-08 

Slag,  (rohidilacke,)  (produced  Feb.,  1864.) 

SiO, ^.  46-60 

8 2  24 

8b 0-80 

Ott  ^ 0-40 

PeO ^ ^  42-21 

CrO 8-78 

MnO 2-60 

AljO, ^ 0^80 

09-48 

C(mditi€n%f^  the  Formatum  of  the  Speiee. — ^The  formation  of  ihe 
tpeiss  was  known  to  me  already  in  1847,  when  I  became  acquainted 
with  it  at  the  imperial  AltwasserhQtte,  where,  at  that  time,  the  same 

Eay  copper  ores  were  worked  np,  which  are  now  used  at  the  Stefana- 
tte.  In  1868  I  was  engaged  on  the  melting  works  of  Wissenbadi, 
near  Dillenburg,  in  the  Duchy  of  Nassau,  Germany,  in  findinff  a  me- 
thod  for  the  profitable  working  of  the  gray  copper  ores  of  that  distriet 
The  veinstone  of  these  ores,  renowned  for  the  beauty  of  the  cryatala 
and  the  scarcity  of  their  occurrence,  consists  of  quarts.  I  added  slag 
from  puddling  furnaces,  slag  from  the  melting  of  roasted  copper  matte, 
and  some  lime,  but  no  speiss  was  obtained,  i  soon  found  that  the  pro- 
duction of  speiss  depended  upon  the  presence  of  metallic  iron  in.  the 
melting  process.  I  obtained  speiss  without  difficultv  by  the  direct  ad- 
dition  of  wash  iron,  (from  the  stamping  oi  slag  of  an  iron  fomaoe,) 
-as  also  by  that  of  roasted  sparry  iron.  The  matte  meltbg  (rohschmdr 
sen)  of  the  StefanshQtte  does,  therefore,  not  produce  any  secretions 
of  metallic  iron,  (eisensanen,  salamander,)  as  it  is  the  case  at  the  PhS- 
nixhdtte  and  other  melting  establishments,  belonging  to  the  same  m- 
Bociation,  and  where  the  yellow  copper  ores  are  melted,  because,  instead 
of  the  iron^  and  by  the  aid  of  it,  the  easily  fusible  antimony  is  8q»* 
rated* 
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So  long  as  it  was  not  possible  to  extract  the  silver  from  the  speiss 
by  amalgamation,  its  appearance  was  not  liked.  The  desideratum  was 
to  make  as  small  a  quantity  as  possible,  and  several  times  experiments 
were  made  to  avoid  its  production  altogether.  Only  recently  a  method 
was  discovered  to  separate,  by  amalgamation,  the  silver  from  the 
speiss  with  the  same  facility  and  quite  as  perfectly,  as  from  the  black 
coppers.  Besides  this,  a  method  was  found  to  reduce  the  yield  of  cop- 
per in  the  speiss  to  such  an  extent  that  the  copper  in  the  crude  anti- 
mony is  more  than  paid,  so  that  it  is  now  perfectly  reasonable  to  re* 
dace  more  and  more  the  addition  of  the  pyrites,  which  prevented  the 
formation  of  too  large  a  quantity  of  speiss,  and  to  produce  more  speiss, 
and  to  work  it  up  by  itself.  Not  taking  into  consideration  the  con- 
siderable quantity  of  antimony,  which  thereby  is  gained,  the  main 
profit  is  in  the  diminution  of  the  by-products ;  further  on  we  will  see 
that  the  working  up  of  these  forms  a  great  part  of  the  operations  of 
the  StefanshQtte,  and  that  it  is  certainly  easier  to  separate  the  anti- 
mony at  once  than  to  volatilize  it  by  an  endless  series  of  processes. 
The  second  reason  is  that  thereby  a  much  better  copper  can  be  pro- 
duced. It  will  be  seen  from  the  analyses  below,  that  cobalt  and  nickel 
go  chiefly  into  the  speiss.  These  elements,  in  combination  with  the  an- 
timony, impart  bad  qualities  to  the  copper,  but  it  is  much  more  conve- 
nient, therefore,  to  separate  them  from  the  copper  by  precipitating  them 
in  combination  with  the  antimony,  than  bj  driving  them  into  thie  slags 
in  the  refining  process  of  the  copper. 

The  speiss  of  this  melting  has  a  gray  color,  almost  that  of  steely  the 
fracture  is  fine-grained,  sometimes  with  traces  of  crystallization.  It 
is  very  brittle,  and  can  easily  be  converted  to  the  finest  powder ;  red- 
hot  in  contact  with  the  air  it  gives  white  fumes.  The  specific  gravity 
differs  but  little  from  that  of  the  matte,  therefore  and  because  the 
mass  runs  with  great  rapidity  through  the  crucibles,  the  speiss  has 
no  time  to  separate  perfectly.  The  same  contains,  therefore,  some 
matte  mixed  with  it,  which  is  visible  in  small  particles.  From  it 
comes  the  sulphur,  which  is  shown  by  the  analysis.  On  the  other 
hand,  the  matte  contains  visible  particles  of  speiss.  From  the  above 
analysis  it  will  be  seen,  and  the  results  on  a  large  scale  prove  it,  that 
the  speiss  contains  three  times  as  much  silver  as  the  matte,  produced 
at  the  same  time.  Formerly,  before  it  was  understood,  how  to  amalga- 
mate the  speiss,  the  loss  of  silver  was  very  great;  now,  the  antimony 
has  proved  itself  a  conservator  of  the  silver,  the  latter  not  being  more 
subjected  to  the  losses,  which  are  inevitable  by  the  roasting  of  the 
matte,  for  the  purpose  of  melting  them  to  black  copper.  Besides  that, 
the  silver  is  gained  three  months  sooner  than  when  obtained  from  the 
black  copper. 

First  or  Crude  Matte^  {Rohlech.) — Bredberg  determined  the  amount 
of  sulphur  in  the  matte  (rohlechs)  to  26  per  cent.,  which  accords  with 
the  aboye.  (The  same  is  the  case  with  the  matte  of  the  Ph(5nixh(itte.) 
Results  quite  different  from  these  are  given  by  Le  Play  in  his  examina- 
tions of  the  Swansea  melting  processes.  The  amount  of  copper,  too, 
is  far  less  than  in  the  matte  of  the  English  melting  works.    In  Hun- 
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gary  tbey  fear  to  lose  copper,  if  the  first  matte  contains  more  than  25 
per  cent,  of  this  metal.  The  matte  of  the  StefanshCltte  forms  a  mass, 
with  a  great  many  blisters,  of  steel-gray  to  violet  color;  hecanse  it 
gets  solid  in  the  snmp.  In  a  pretty  thin  layer  it  is  easily  broken  to 
pieces.  I  made  a  great  many  trials  to  ascertain  the  amount  of  anti- 
mony in  the  matte.  By  the  roasting  of  these  mattes  an  immense  qoan- 
tity  of  white  smoke  emanates  from  the  heaps,  which  is  so  dense  that 
it  is  impossible  to  see  through  it.  In  the  night  this  smoke  is  seen  from 
a  distance  of  some  miles  as  a  fiery  cloud.  By  seeing  this  great  quan- 
tity of  smoke,  and  considering  that  the  produced  black  copper  con- 
tains yet  8  to  18  per  cent,  of  antimony,  the  quantity  of  3-68  per  cent, 
of  antimony  seems  too  small;  but  notwithstanding  there  are  not  less 
than  126,000  lbs.  of  antimony  in  the  8,500,000  lbs.  of  matte,  produced 
during  a  year.  Of  these  are  found  84,000  lbs.  in  the  black  copper, 
(400,000  lbs.  with  8-5  per  cent.  Sb,)  so  that  92,000  lbs.  of  antimony 
pass  into  the  air  by  the  roasting  of  the  matte  and  the  melting  m 
black  copper.  The  400,000  lbs.  of  antimony  contained  in  the  ores, 
which  are  smelted  during  a  year,  are  distributed  as  follows : 

Pounda.  ^  Pounds. 

Lost  by  the  flral  melting 60,000      Annual  production  of— 

Contained  in  the  crude  tpeiM...  190,000  8pei« ^  5S*nS 

«  u       u     matte..  126,000  Matte 8,600,000 

400,000 

Crude  Slag  (9lag)  from  the  Melting  far  Matte,  {Bohsehlacke.)'-^ 
The  crude  slag  of  the  Stefanshatte  was  in  former  times  of  a  pale» 
stony  aspect,  contained  visible  quartz  pieces  and  interspersed  grains  of 
matte.  It  was  very  imperfectly  decomposed  by  chlorhydric  acid. 
Since  the  addition  of  the  pyrites  was  diminished,  the  visible  quart! 
pieces  have  mostly  disappeared,  the  color  of  the  slag  became  darker, 
and  interspersed  grains  of  matte  are  very  rarely  visible.  The  amount 
of  SiOj  in  well  melted  pieces  is  fallen  from  60  per  cent,  to  46-60 

Eer  cent. ;  yet  this  is  more  than  that  of  the  crude  slag  of  the  PhSnix- 
fltte,  where  the  majority  of  the  ores  are  quartzose. 

This  result  is  astonishing.  The  ores  of  the  StefanshQtte  contam 
only  oxides  as  veinstone,  and  the  quartzy  ores  are  only  added  to  re- 
move these  oxides  in  the  form  of  slags.  Now,  where  the  acidity  of 
the  slaffs  is  known,  the  tendency  is  to  diminish  the  quartzy  additions, 
otherwise  the  diminution  of  the  pyrites  from  14  per  cent,  to  6  per 
cent  has  rendered  the  slags  more  fusible,  because  a  larger  quantity 
of  sparry  iron  can  thereby  be  turned  into  slags.  The  same  process 
could  be  observed  here  as  by  the  formation  of  the  Skumnas  at  Atvi- 
daberg,  in  Sweden ;  in  both  cases,  by  the  great  amount  of  sulphur  in 
the  mixture,  the  slag  was  deprived  of  iron. 

The  melters,  therefore,  add  much  more  kupferrostschlacke,  (slag, 
obtained  by  melting  roasted  matte  for  the  argentiferous  black  copper,) 
if  they  can  get  it,  than  the  above-mentioned  20  per  cent.  They  fur- 
ther add  limestone  to  increase  the  fusibility  of  the  slag,  wberefrom  the 
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preMBoe  of  lime,  shown  bj  the  analysis*  The  slag  of  the  Stefanshttlte 
coald  preyiously  never  be  nsed  for  making  slag  bricks,  which  were 
needed  in  great  quantities  for  building  parposes  and  paying,  and  were 
brought  from  tbePhdnixhCitte ;  but  now,  since  sl^s  are  pr^uced  con* 
taining  less  silica,  and  are  therefore  more  easily  fusible,  and  less 
stony,  they  can  be  used  for  alag  bricks.  The  small  amount  of  anti- 
mooy  in  the  crude  slag  is  very  remarkable,  whilst  it  rises  in  the  slag 
of  the  refining  process  to  20  per  cent.  By  the  crude  melting  a  great 
portion  of  the  antimony  is  volatilised,  partly  from  the  mouth,  partly 
from  the  so-called  ^*  lichtloch,"  (lighthole,)  an  aperture  of  about  one 
inch  diameter  opposite  the  tuyeres,  from  where  it  bursts  out  with  white 
flame,  which  at  night  is  employed  for  lighting  the  works.  According 
to  my  calculations,  by  the  first  melting  about  60,000  lbs.  of  antimony 
eseupe  to  the  atmosphere. 

Methods  of  Analif9i$*-^Th9  analysis  of  all  these  antimonial  products 
bas  great  difficulties,  because  the  decomposition  by  chlorine  or  the 
melting  with  sulphide  of  potassium  were  not  practicable  for  most  of 
these  products,  containing  small  quantities  of  antimony,  and  which 
are  often  difficult  to  reduce  to  powder.  I  adhered  to  the  method  of 
dissolving  them  in  fuming  nitric  acid ;  but  hereby  very  often  basic 
salts  are  formed,  which  cannot  be  decomposed  by  nitric  acid,  and 
which,  when  once  dry,  are  insoluble  in  hydrochloric  acid.  Reischauer, 
in  Munich,  analysed  such  a  substance  remaining  from  the  solution  of 
copper,  used  by  the  coppersmiths  of  Munich,  but  does  not  mention  the 
melting  works,  where  the  copper  was  produced^  (Die  Parasiten  des 
Werk-kupfers,  Oestr.  Zeitschrift,  f.  Berg,  and  Hiittenw,,  7  Nov., 
1864  )    He  found  in  it,  after  being  dried  over  oil  of  vitriol, — 

SbO. 66-61 

PbO 10-91 

OuO 7-97 

SbO 2-28 

NIO 2-17 

PeO 1-66 

HO 8-22 

99-82 

I  have  not  always  obtained  basic  salts;  from  crude  speiss  and 
fipeiss  resulting  from  the  melting  of  refining  slag  always,  but  never 
from  crude  metallic  antimony  free  of  iron,  (see  below.)  In  general  it 
seems  they  are  formed  when  the  solution  goes  on  slowly,  and  if  the 
substance,  to  be  dissolved,  is  in  excess  of  the  solvent.  This  residue, 
after  slight  glowing,  I  calculated  as  Sb04,  but  I  always  examined  it 
before  the  blow-pipe,  and  then  made  the  necessary  deductions.  For 
that  purpose  I  weighed  a  part  of  it,  mixed  it  with  cyanide  of  potassium, 
soda,  and  some  borax-glass,  and  melted  it,  enveloped  in  a  cylinder  of 
soda-paper,  before  the  blow-pipe,  whereby  iron,  cobalt,  and  nickel 
could  easily  be  recognised.  It  is  possible,  when  cobalt  and  nickel 
are  present  in  small  quantities  only,  to  estimate  their  quantity  accord* 
ing  to  the  intensity  the  borax  beads  obtained.  The  copper  remains  as  a 
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pure  grain,  and  can  be  weighed  exactly.   Here  the  figures  obtnined  by 
the  analysis  of  the  crade  speiss,  (rohspeise.) 

One  gramme  reduced  to  fine  powder  was  dissolved  in  pure  fnmiDg 
nitric  acid.  The  solution  was  diluted,  and  after  the  residue  was  per- 
fectly settled,  filtered,  and  then  washed,  ignited,  and  weighed  =  0*790 
gramme  =  68*667  per  cent,  of  antimony.  0*0200  gramme  of  this  resi- 
due gave  0*0025  grammes  of  copper  =  0*987  per  cent.  This  deducted 
from  above  remain  62*68  per  cent,  of  antimony;  of  iron  only  a  trace 
was  present ;  of  nickel  a  trace ;  cobalt  could  not  be  found  in  it,  bat 
in  several  samples  of  the  speiss  its  presence  was  indicated  to  the  extent 
of  about  0-2  per  cent.,  by  borax  beads  before  the  blow-pipe. 

(To  be  continued.) 


On  Scientifie  Experiments  in  BaUoons.  By  Jambs  Glaishbr,  F.R.S. 

ProoevdiDgfl  of  the  Rojal  Institution  of  Great  Britain,  No.  41.  , 

(Concluded  from  page  51.) 

The  speaker  stated  that,  at  the  end  of  the  year  1863,  the  results  for 
temperature  were  laid  down  on  a  diagram,  and  the  resulting  curve 
was  a  hyperbola.  Continuing  this  curve  upwards,  and  reading  out  the 
decrease  of  elevation,  the  following  were  the  results :  That  at  the  height 
of 

60,000  feet  the  decline  of  temperature  from  the  earth  would  be  8S  degrees. 

100,000"    or  ]9  miles  **  ••  •*  97        •* 

2C0,000   "  88    »»  "  "  «         106        «« 

638,000  «*        100    "  "  "  "         112}      «« 

1,066,000  "       200    "  "  "  "         116}      " 

Showing  that  large  changes  take  place  near  the  earth,  amounting  to 
24^  in  the  first  mile,  becoming  less  and  leps  the  further  removed,  till 
the  change  from  100  miles  to  200  miles  is  less  than  3^. 

The  speaker  then  said,  as  these  results  were  deduced  chiefly  from 
experiments  in  the  summer  and  during  the  hours  of  the  day,  it  became 
desirable  to  take  experiments  at  other  times  in  the  year,  to  ascertain 
whether  this  law  would  hold  at  all  times  of  the  year  and  at  all  times 
of  the  day. 

For  this  purpose  it  was  necessary  to  take  experiments  in  the  win- 
ter, spring,  and  autumn.  He  then  described  the  experiments  made  at 
these  seasons,  and  pointed  out  that  experiments  made  on  September 
29,  January  12,  and  April  6,  during  the  day,  differed  very  much  from 
the  general  laws,  and  those  on  June  13,  20,  and  27,  made  a  little  be- 
fore, at  the  time  of  sunset,  and  a  little  afterwards,  differed  materially 
from  those  made  when  the  sun  was  at  a  good  altitude ;  for  instance, 
on  June  13,  at  the  time  of  sunset,  no  difference  in  temperature  was 
experienced  for  2000  feet  from  the  earth. 

The  speaker  then  said,  it  is  very  clear  from  the  particulars  of  each 
ascent,  that  they  cannot  all  be  combined  or  all  used  in  deducing  general 
laws.  Those  ascents  which  have  been  made  during  the  past  year  under 
similar  circumstances  to  those  from  which  the  laws  of  decrease  of  tem- 
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]^Tatnre  were  found,  when  combined,  do  not  cbange  the  yalnes  pre- 
viously foand  to  any  great  amount ;  but  those  which  have  been  made 
under  other  circumstances,  such  as  in  the  winter,  and  at  times  of  the 
setting  sun,  differ  yery  ffreatly  indeed. 

The  deviation  from  this  law,  however,  in  winter  is  certainly  of  tho 
Mgbest  importance  to  us,  the  meeting  of  a  strong  current  of  air  from 
the  south-west  of  so  great  a  depth  as  nearly  one  mile,  over  our  coun- 
try on  January  12,  in  the  season  of  winter,  which  current  I  know  con- 
tihued  many  days,  must  have  exercised  great  influence.  This  was  the 
first  instance  of  meeting  with  a  stream  of  air  of  higher  temperature 
than  on  the  earth ;  above  this  the  air  was  dry,  and  higher  still  it  was 
very  dry:  fine  granular  snow  was  falling  thickly  above  this  warm 
stream  of  air. 

The  south-west  current  being  thus  observed  is  of  the  highest  import- 
ance as  bearing  upon  the  very  high  mean  temperature  we  experience 
during  winter,  so  much  higher  than  is  doe  to  our  position  on  the  earth's 
surface,  and  it  is  highly  probable  that  to  its  fluctuations  the  variations 
of  our  winters  are  due. 

Our  high  winter  temperature  has  hitherto  been  referred  for  the 
most  part  to  the  influence  of  the  heated  water  of  the  Gulf  Stream,  but 
if  this  were  the  case,  the  same  agency  being  at  work  around  the  coast 
of  France  should  exercise  the  same  influence,  yet  we  know  that  the 
winters  of  France  are  more  severe  than  our  own,  though  situated  so 
much  south  of  us. 

Dr.  Stark  of  Edinburgh,  some  years  since,  referred  the  mildness 
of  the  winters  in  Britain  for  the  most  part  to  prevalence  of  the  south- 
west or  anti-trade  wind,  which  is  the  prevailing  atrial  current  in  this 
latitude  during  winter. 

He  observes,  so  long  as  these  winds  blow,  we  hare  no  frosts  or  intense 
colds ;  but  the  moment  the  wind  changes  during  winter  to  an  easterly, 
north-easterly,  or  northerly  direction,  we  have  both  frost  and  snow, 
and  more  or  less  intense  cold. 

The  south-west  winds,  in  their  course,  meet  with  no  obstruction  in 
coming  to  us,  but  they  blow  directly  to  us  and  to  Norway  over  the 
Atlantic ;  and  hence  we  enjoy  a  much  milder  climate  during  winter 
than  any  other  lands  not  simUarly  situated  with  regard  to  such  winds. 

The  south-west  wiAds  cannot  reach  France  until  they  have  crossed 
the  whole  of  Spain  and  the  high  mountain  range  of  the  Pyrenees;  and 
by  the  time  they  have  crossed  that  mountainous  country  they  are  so 
jBUch  cooled  that  France  can  derive  comparatively  little  benefit  from 
them,  and  hence,  apparently,  her  more  severe  winters. 

Another  fact  may  be  inferred  from  this  winter  trip ;  it  has  always 
been  a  matter  of  great  difficulty  to  me  to  account  for  the  simultaneous 
appearance  of  dense  fog  over  the  whole  country  and  extending  far  out 
to  sea,  but  the  fact  of  a  warm  current  of  air,  situated  under  a  mass 
of  snow  falling,  would  fully  account  for  the  production  of  any  amount 
of  fog. 

Another  inference  may  be  drawn  from  the  facts  noticed.  One  only 
I  will  mention,  and  it  is  this :  If  during  the  prevalence  of  a  warm 
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current  of  air  passing  orer  these  islands  there  can  be  oorrents  of  air 
of  so  low  a  temperatare  as  I  experienced,  it  is  evident  that,  as  it  is  bat 
a  struggle  between  two  or  more  forces,  either  of  which  may  prepon- 
derate at  any  moment,  it  is  not  safe,  therefore,  in  the  winter  months, 
how  mild  soever  the  weather  may  be,  to  go  thinly  clothed  at  any  time, 
for  at  any  moment  this  warm  current  may  be  deflected,  and  its  place 
occupied  by  the  old  current,  and  thus  some  of  our  sudden  and  appa- 
rently unaccountable  changes  may  be  due. 

Tiie  fact  of  no  change  of  temperature  being  met  with  at  the  time 
of  sunset  on  June  13,  for  2000  feet  from  the  earth,  that  a  much 
smaller  change  took  place  than  usual  on  June  20,  a  little  before  sun- 
set ;  and  that  on  June  27,  after  sunset,  as  well  as  could  be  determined, 
the  chanse  to  3000  feet  was  small,  it  would  seem  that  the  latc$  which 
hold  gooa  hy  day  do  not  hold  good  by  nighU  Indeed^  U  ieenu  probable 
that  at  night  J  for  $ome  little  dittance^  the  temperature  may  incrcaee 
with  elevation  mstead  of  decreaeing*  This  can  only  be  determined  by 
experiments  at  night. 

Comparing  the  results  of  one  experiment  with  another,  with  respect 
to  the  moisture  in  the  air,  at  the  same  elevation,  it  is  found  to  be  very 
different  at  different  times,  and  that,  on  the  same  day,  the  moisture 
is  very  differently  distributed,  there  havinff  been  on  some  of  the  days 
of  experiments  several  successive  wet  and  dry  strata  placed  one  above 
the  other. 

The  variation  in  this  climate,  its  frequent  disturbed  atmosphere, 
the  smallness  of  the  country,  causing  great  anxiety  after  passing 
through  clouds  and  out  of  sight  of  the  earth,  for  fear  of  descending 
over  the  sea,  when  the  balloon  has  no  longer  power  to  keep  up,  ren- 
dering each  experiment  so  limited  in  its  duration,  that  perhaps  this 
country  is  not  the  best  for  determining  the  laws  which  govern  atmo- 
spheric changes. 

I  am  glad  to  learn  that  similar  observations  are  contemplated  being 
made  in  France,  and  I  hope  that  similar  observations  will  be  made  in 
other  countries,  for  it  is  probable  that  above  the  large  plains  of  the 
continent,  where  the  weather  is  more  uniform,  and  where  an  observer 
can  be  for  hours  out  of  sight  of  land  without  anxiety — that  the  experi- 
ments can  be  more  easily  made,  and  probably,  too,  the  general  laws 
made  more  easily  apparent. 

Many  ascents  will,  however,  be  necessary ;  clouds  as  large,  and 
clouds  far  colder  than  any  I  have  met  with,  were  experienced  by 
Messrs.  Bixio  and  Barral,  in  their  ascents  in  June  and  July,  1850, 
from  Paris.  These  gentlemen  made  two  ascents  for  scientific  purposes, 
and  although  from  accidents  the  ascents  were  of  short  duration,  the 
results  were  of  high  interest.  Among  them,  they  noticed  that  they 
passed  through  a  cloud  of  icicles,  which  sustained  themselves  in  the 
air,  as  it  appeared  to  them,  contrary  to  the  laws  of  gravity ;  but  upon 
their  horizontal  surfaces  they  saw  beneath  them,  however,  an  exact 
image  of  the  sun,  formed  by  the  reflexion  of  the  luminous  ray  on  the 
crystals  of  ice  floating  about  in  a  foggy  atmosphere ;  and  they  noticed 
the  temperature  of  the  cloud  to  be  as  low  as  minus  40^,  a  far  greater 
degree  of  cold  than  I  ever  experienced. 
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With  8Qch  Tariatioiis  as  these,  as  many  ascents  will  be  neeessarj  to 
be  made  in  France  as  in  England,  to  determine  general  laws ;  bnt 
each  ascent  may  be  made  far  richer  in  results  than  any  one  in  Eng- 
land. In  France,  the  duration  of  a  journey  will  be  limited  only  by 
the  wishes  of  the  observer  and  not  as  here  by  the  sea,  or  by  one  soli** 
tary  hour's  obserTations — that  being  the  time  frequently  in  which  we 
approach  the  sea. 

It  is  certain  that  there  are,  in  the  higher  regions  of  the  earth's  at- 
mosphere, spaces  subjected  to  great  cold,  and  others  to  considerable 
heat ;  that  there  exist  some  clouds  of  very  low  temperature ;  and 
some,  as  those  passed  through  on  January  12,  for  a  mile  in  thickness, 
of  comparatively  high  temperature. 

The  presence  of  such,  either  cold  or  hot,  currents  passing  over  the 
country,  must  play  an  important  part  in  all  our  meteorological  phe** 
nomena,  and  must  exert  a  great  inflaence  upon  our  climate. 

When  I  first  undertook  to  make  these  experiments,  I  expected  that 
a  few  ascents  would  have  given  the  information  sought.  The  number  of 
experiments  I  have  now  made  is  twenty- five,  and  so  far  from  exhaust- 
ing the  subject,  they  have  only  indicated  a  much  wider  field  for  future 
operations. 

The  law  of  decrease  of  temperature  under  ordinary  eireumetaneeSf 
both  with  a  elear  and  a  cloudy  ehy^  when  the  eun  t$  above  the  horizon^  in 
the  monthi  of  summer,  I  thinks  is  pretty  well  determined;  but  from 
the  eeries  of  obeervatiom  made  in  winter y  we  cannot  say  such  laws  hold 
good  throughout  the  year :  neither  can  we  say  that  the  laws  which  hold 
good  by  day  w{U  be  true  by  night;  and  the  general  result  of  these  dif" 
ferenees  must  be  that  the  theoretical  law  of  refraction  now  used  must 
be  abandoned^  and  that  every  observatory  will  have  to  determine  its  own 
laws  independently.  * 

Solar  Radiation. — Blackened  Bulb  Thermometer  and  BerscheVs 
Aetinometer  Observations, — On  August  81,  at  the  heights  of  7000 
and  8000  feet,  the  blackened  bulb  thermometer,  exposed  to  the  full 
influence  of  the  sun,  read  8^  only  higher  than  the  shaded  thermometer. 

On  September  29,  at  the  height  of  14,000  feet,  the  excess  of  read- 
ing of  the  blackened  bulb  thermometer  was  2|^  only  under  a  bright 
euQ,  the  increase  of  readings  of  the  aetinometer  was  from  8  to  5  divi- 
sions only ;  at  13,000  feet,  the  excess  of  the  blackened  bulb  readings 
increased  to  4?  and  5^,  and  the  increase  in  one  minute  of  the  aetino- 
meter reading  were  7  to  8  divisions.  At  the  height  of  8000  feet  and 
4000  feet,  the  influence  of  the  sun  increased,  raising  the  blackened 
bulb  to  7^  and  8^  in  excess  of  the  readings  of  the  shaded  thermometer, 
the  scale  readings  of  the  aetinometer  increased  to  20  and  25  divisions 
in  one  minute,  and  on  reaching  the  ground  the  increase  in  the  same 
time  were  from  45  to  50  divisions. 

On  January  12,  the  readings  of  the  exposed  and  shaded  thermo- 
meters were  nearly  alike. 

On  April  6,  I  was  unable  to  use  the  aetinometer,  and  never  suc- 
ceeded in  placing  it  properly.  The  excess  of  reading  of  the  blackened 
bftlb  thermometer  was  but  small  during  the  cloudy  state  of  the  sk^ 


Digiti 


zed  by  Google 


186  Meekanw,  PhjfmcM^  and  Okemi^irp. 

and  increased  to  5^  and  6^  at  10,000  feet;  this ezoeaa  inoreMed  on  de* 
soending  into  the  lower  atmosphere,  until  cloud  was  entered. 

On  June  IS,  the  excess  was  at  all  times  small. 

On  June  20,  at  many  inspections,  the  readings  of  the  two  thermom- 
eters were  identical. 

On  June  27,  the  exposed  thermometers  nearly  always  read  lower 
than  the  shaded  thermometer ;  on  examination  of  these  instruments 
afterwards,  they  were  both  found  to  read  correctly. 

On  August  ^9,  the  blackened  bulb  thermometer  read  lower  than 
the  shaded  thermometer  till  6000  feet  were  passed ;  it  then  read 
higher,  increasing  to  7^  at  14,000  feet  high.  . 

From  all  these  experiments  it  seems  that  the  beat  rays  in  tlieir 
passage  from  the  sun  pass  the  small  bulb  of  a  thermometer,  commani- 
cating  very  little  or  no  heat  to  it,  similar  results  being  shown  by 
the  use  of  Herschel's  actinometer  on  erery  occasion  that  I  have  h.ad 
an  opportunity  of  using  it.  From  these  ezperimente  ifft  may  infer  that 
the  heat  ray 9  from  the  eun  paee  through  evace  without  feM,  and  become 
effective  in  proportion  to  the  density  of  the  atmosphere  or  the  amount 
of  water  present  through  which  they  pass^  and  ifsOj  the  proportion  of 
heat  received  at  Mercury^  Venus,  Jupiter^  and  Saturn  may  be  the 
same  as  that  received  at  the  earthy  tf  the  eonstituenU  of  their  atmo- 
spheres  be  the  same  as  that  of  the  earthy  and  greaUr  if  the  density  be 
greater,  so  that  the  effective  solar  heat  at  JmHter  and  Solum  may  ho 
greater  than  at  either  the  vntferior  planets^  Mercury  or  VenuSj  notmth- 
standing  their  far  greater  distances  from  the  sun. 

Different  Velocities  of  Air.— The  Wind.— On  September  29,  the 
balloon  left  Wolverhampton  at  7  h.  48  m.,  A.  M.,  ana  fell  near  Slea- 
ford,  a  place  ninety-five  miles  from  the  place  of  ascent,  at  10  h.  SO  m.^ 
A.  M.  Duaing  this  time  the  horiiontal  movement  of  air  was  thirty^ 
three  miles,  as  registered  at  Wrottesley  Observatory. 

On  October  9,  the  balloon  left  the  Crystal  Palace  at  4h.,  49  m.,  P. 
M.,  and  descended  at  Pirton  Grange,  a  place  thirty-five  miles  fronk 
the  place  of  ascent,  at  6  h.  30  m.,  P.  M.  Robinson's  anemometer, 
during  this  time,  registered  eight  miles  at  the  Royal  Observatory,. 
Greenwich,  as  the  horizontal  movement  of  the  air. 

On  January  12,  the  balloon  left  the  Royal  Arsenal,  Woolwich,  at 
2  h.  8  m.,  P.  M.,  and  descended  at  Laken heath,  a  place  seventy  miles 
from  the  place  of  ascent,  at  4  h.  10  m.,  P.M.,  at  the  Royal  Observa^ 
tory ;  by  Robinson's  anemometer,  during  this  tio^e^  the  motion  of  the^ 
air  was  six  miles  only. 

On  April  6,  the  balloon  left  the  Royal  Arsenal,  Woolwich,  at  4  h. 
8  m.,  P.  M.  Its  correct  path  is  not  known,,  as  it  entered  several  dif-w 
ferent  currents  of  air,  the  earth  being  invisible  owing  to  the  mist.  It 
descended  at  Seven  Oaks,  in  Kent,  at  5,h.  87  m.,  P.  M.,  a  poinl^  fif- 
teen miles  from  the  place  of  ascent ;  fi?e  miles  was  registered  dosing 
this  time  by  Robinson's  anemometer  at  the  Royal  Observatory,. 
Greenwich. 

From  all  the  experiments,  the  velocity  of  the  air  at  the  earth's, 
face  appears  to  be  very  much  less  than  at  a  high  elevatifiUi^ 
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JMferent  ChtrrimU  in  the  Atmotphere.-^The  Wind. 

1862.— July  80. 

The  direction  of  the  wind  before  sturting  was  N.  W. 

At  4h.  41m.  156.,  at   480  feet,  the  direction  of  the  wind  was  S.  W. 

"   5h.  17m.  308.,  •*  6166  "  »*  **  N.N.W. 

««   6h.  40m.  808.,  "  6188  '«  <«  '«  N. 

1862.— September  1. 
The  direction  of  the  wind  before  starting  was  E.N.E.  verging  to  £. 
At  6h.    4m.    09.,  P.  M.,  at  8268  feet,  the  direction  of  the  wind  E.N.E. 
••  6h.  10m.    (Jb.,        "        8818  "  **  *'  E. 

<*  6h.  11m.  808.,        <'        8560  <<  •<  <'       E.S.E. 

"  6h.  17m.    Os.,        "        8680  **  '«  '*     E.NE. 

"  6h.  86m.    Os.,        "        4190  "  *'  "  W. 

1868,— March  81. 
At  4h.  58m.    Os.,  P.  M.,  lit  18,802  feet,  the  direction  of  the  wind  was  N.E. 
"  4h.  68m.  80s.,        •»        17,097  *»  "  **  8.W. 

<»  6h.  12m.    Os.,        **        20,865  "  «*  '*    nearly  W. 

*»  6h.  15m.    Os.,        "    *•    4,441  *<  "  "  S.B. 

^'  6h.  16m.    Os.,        '<         5,168  moving  back  again. 

1868.— July  11. 
Before  starting  the  wind  was  E, 
At  4h.  59m.  80s.,  at  2638  feet,  the  direction  of  the  wind  N. 
«•   7h.  14m.    Os.,  **  1876  •'  •»  E. 

«*   7h.  66m.  468.,  "  1020  «  "  S.E. 

»«  7h.  67m.    Os.,  "  1000  "  •<  W. 

1864.— January  12, 
At  2h.    9m.  Os.,  at      655  feet,  direction  of  the  wipd  was  N.^. 

»•  2h.  14m.  Os.,  «•    1,828           '•  •*  E. 

"   2h.  11m.  Os.,  •^    1,618            '^  ^*  S.W. 

"   2h.  82m.  Os.,  "    6,401            ^*  «*  8. 

«'  8h.    8m.  Us.,  "    8,086           ^«  "  S.S.W, 

"   8h.  20m.  Ob.,  *'  10,017            •'  *<  S.8.B. 

Comparison  of  the  Temperature  of  the  Dew-point  by  different  In" 
4truments. — In  the  experiments  of  every  year,  there  seems  to  be  no 
certain  difference  in  the  determination  of  the  temperature  of  the  dev- 
point  by  Daniell's  and  Regnault's  hygrometers,  and  thijs  temperature, 
determined  by  the  use  of  the  dry  and  wet  bulb  thermometers,  seems  to 
be  very  closely  approximate  indeed  to  the  results  obtained  by  ejther  of 
these  instruments,  as  will  be  seen  by  the  following  comparison  of  results^ 

As  found  from  all  the  simultaneous  determinations  of  the  tempera- 
ture of  the  dew-point  by  Daniell's  hygrometer,  and  the  dry  ana  wet 
balb  thermometers  (free),  the  temperature  of  the  d^w-poiut  by  the  dry 
and  wet  bulb  (free)  up 

Yeet          F«et.  Deg.  EKpeiiiiMatiL 

to  1,000  was  01  lower  than  by  Danieirs  hygrometer  from  21 

From  1,000  ♦•  2,000  "  01  ««  "  40 

»i      2,000"  8,000  ^'  the  same  as  by  *<  "  64 

"      8  000  **  4,000  *'              *  *'  ^*  "  60 

"      4,000 "  6,000  '«  0-4  lower  than  by  «  *'  68 

**      5,000 "  6,000  "06             "  **  "  88 

**      6,000"  7,000  «  0-2             «  ««  "  84 

"      7,000"  8,000  «  the  same  as  by  u  u  8 

"      8,000"  9,000  "  16  higher  than  by  "  "  2 

«      9,000  "10,000  "  1-2             "  "  "  2 

^    10^000 '<  11,000  «  0-8            ^  *«  u  I 
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'From  11  lOOOto  12,000  was  6-6 lower  thM  bv DMii«U^  hygrometer  from 9 
"     12,000  •*  13,000     *•    0-8  higher  than  by        "  "  & 

"     18,000 "  14,000     **    0-8  lower  than  by         "  «  T 

«     14,000**16,000     "    1-0  •*  «  «*  2 

The  Dumber  of  experiments'  made  up  to  the  height  of  7000  feet, 
Tarying  from  21  to  60  in  each  1000  feet,  as  taken  in  the  last  three 
years,  are  sufficient  to  enable  us  to  speak  with  confidence ;  the  results 
are,  that  the  temperatures  of  the  dew-point,  as  found  by  the  use  of 
the  dry  and  wet  bulb  thermometers,  and  my  hygrometrical  tables,  are 
worthy  of  full  confidence  up  to  this  point.  At  heights  exceeding  7000 
feet,  the  three  years'  experiences  do  not  yield  a  sufficient  number  of 
experiments  to  give  satisfactory  results.  Before  we  can  speak  with 
certainty  at  these  elevations  more  experiments  must  be  made. 

Let  us  take  the  balloon  as  we  find  it,  and  apply  it  to  the  uses  of 
Tertical  ascent ;  let  us  make  it  subservient  to  the  purposes  of  war,  an 
instrument  of  legitimate  strategy,  or  employ  it  to  ascend  to  the  verge 
of  our  lower  atmosphere ;  and,  as  it  is,  the  balloon  will  claim  its  place 
among  the  most  important  of  human  inventions,  even  if  it  remain  an 
isolated  power,  and  should  never  become  engrafted  as  the  ruling  prin- 
ciple of  the  meehanism  we  have  yet  to  seek. 

Whether  we  regard  the  atmosphere  as  the  great  laboratory  of 
changes  which  contain  the  germ  of  future  discoveries,  as  they  unfold 
to  the  chemist,  the  meteorologist,  the  physician  ;  its  physical  relation 
to  animal  life  at  different  heights  ;  the  form  of  death,  which  at  cer- 
tain elevations  is  certain  to  take  place ;  the  effect  of  diminished  pres- 
sure upon  individuals  similarly  placed ;  the  comparison  of  mountain 
Bscents  with  the  experiences  of  aeronauts ;  these  are  some  of  the  in- 
quiries which  suggest  themselves,  and  faintly  indicate  researches  which 
naturally  ally  themselves  to  the  course  of  balloon  experiments. 
'  Sufficiently  varied  and  important  they  will  be  seen  to  rank  the  bal- 
loon as  a  valuable  aid  to  the  uses  of  philosophy,  and  rescue  it  from 
the  impending  degradation  as  a  toy,  fit  only  to  be  exhibited  or  to  ad- 
minister to  the  pleasures  of  the  curious. 

Already  it  has  done  for  us  that  which  no  other  power  has  accom- 
plished; it  has  gratified  the  desire  natural  to  man,  to  view  the  earth 
in  a  new  aspect,  and  to  sustain  himself  in  a  new  element,  hitherto  the 
exclusive  privilege  of  birds  and  insects.  We  have  been  enabled  by  its 
aid  to  ascend  among  the  phenomena  of  the  heavens,  and  to  exchange 
conjecture  for  instrumental  facts,  recorded  at  twice  the  elevation  the 
highest  mountain  permits  us  to  observe. 


I 


A  New  Star. 


Dr.  B.  A.  Oould,  Jr.,  of  Boston,  publishes  in  the  Bo9tan  Traaueript 
an  account  of  the  discovery  of  a  new  variable  star  in  the  ooBatrilation 
of  the  Northern  Crown.  The  star,  when  first  seen,  on  the  night  af  the 
14th  of  May,  was  brighter  than  any  other,  except  one,  of  that  conatel- 
lation,  which  would  put  it  between  the  second  aad  third  magiutvdef. 
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It  nov  appears  that  it  was  observed  on  the  Bight  of  the  12th  of  May, 
bj  a  papil  of  the  Friend's  High  Sobool,  in  this  city,  and  on  the  same 
night  by  Prof.  Tatweiler-of  Havana,  Green  Co.,  Alabama,  who  reports 
it  as  '^abont  or  above  the  second  magnitude,  and  a  little  brighter  than 
Alphecca  or  Oemma,  {a  Goronse.)  It  rapidly  decreased,  on  the  19th 
WM  barely  visible  to  tne  naked  eye,  and  on  the  20th  was  visible  only 
through  a  small  telescope,  and  it  continued  to  decrease  at  an  almost 
uniform  rate  until  the  24th  of  May.  The  Paris  journals  notify  us  that 
the  same  star  was  detected  by  M.  Courbebaisse,  at  Rochefort,  on  the 
night  of  the  13th  of  May.  Its  position  and  brightness  accord  with  the 
observations  here* 

The  close  accordance  of  the  times  of  detection  of  this  star  will  show 
how  closely  the  heavens  are  now  watched,  and  how  familiar  even  ama« 
tenrs  are  with  the  principal  stars  of  the  heavens. 

Since  the  above  was  written  we  learn  from  the  Monthly  Notices  of 
the  Royal  Astronomical  Society,  (England,)  that  this  same  star  was 
noticed  on  the  night  of  the  12th  by  Mr.  Birmingham,  of  Tuam,  who 
has,  therefore,  decided  priority  of  discovery.  But  a  more  important 
fact  is  that  Mr.  B.  immediately  reported  his  discovery  to  Mr.  Higgins 
who  has  recently  given  us,  by  means  of  the  spectroscope,  such  valu- 
able information  in  reference  to  the  physical  constitution  of  the  stars. 
His  results  are  so  interesting  that  we  give  his  report  in  full. 

*'  On  May  16 1  received  a  note  from  Mr.  John  Birmingham,  of  Tuami 
in  which  he  informs  me  that,  on  the  night  of  May  12,  he  saw  a  new 
star  near  c  Coronce  B.  He  describes  the  star  as  Wery  brilliant,  of 
about  the  second  magnitude.'  The  same  day  a  letter  arrived  from  Mr. 
Baxendell ;  he  observed  the  star  on  the  15th,  and  found  it  to  be  fully 
equal  in  brightness  to  ^  Serpentis  or  y  EereuliM, 

'^  On  the  night  of  the  16th,  I  and  Dr.  W.  A.  Miller  examined  the 
spectrum  of  this  strange  star.  The  results  of  our  observation  were 
communicated  on  the  17  th  to  the  Royal  Society. 

*'  On  the  16th,  the  star  was  brighter  than  c  CaroncB  B,  fully  *5 
magnitude,  perhaps  *75  magnitude  brighter  than  e.  On  that  evening 
a  Tery  faint  nebulosity  was  seen  extending  some  little  distance  round 
the  star,  and  gradually  fading  away  at  its  outer  boundary.  A  com* 
parative  examination  of  neighboring  stars  showed  that  this  appear* 
ance  of  nebulosity  was  due  to  the  star  itself.  On  the  evenings  of  the 
17th,  18th,  19th,  and  2l8t  no  certain  indications  of  a  nebulous  light 
about  the  star  could  be  detected. 

'^  The.  spectrum  of  this  star  is  very  remarkable,  and  leads  to  unex- 
pected conclusions  as  to  its  physical  condition. 

'^  The  light  of  the  star  is  compound,  and  has  emanated  from  two 
different  sources.  Each  light  forms  its  own  spectrum.  The  principal 
spectrum  is  analogous  to  that  of  the  sun.  The  portion  of  the  star's 
lijriit  represented  by  this  spectrum  was  emitted  by  an  incandescent 
sdlid  or  liquid  photosphere,  and  suffered  partial  absorption  by  passing 
through  an  atmosphere  of  vapors  existing  at  a  temperature  lower  than 
that  of  the  photosphere. 

««Ihifl  ab6<M|>tion  apectrum  contains  two  strong  lines,  a  little  m(»re 
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refrangible  than  0  of  the  solar  epectrtim ;  a  shaded  group  of  lines  ex- 
tending nearly  to  D;  a  faint  line  coincident  with  D;  nameroos  fine 
lines  up  to  about  the  position  of  b  of  the  solar  spectrum,  where  a  series 
of  groups  of  strong  lines  commences  and  extends  as  far  as  the  spec- 
trum can  be  traced. 

^^  The  second  spectrum,  which  in  the  instrument  appears  to  be  sa- 

Serposed  upon  the  one  already  described,  consists  of  five  bright  lines. 
'his  order  of  spectrum  shows  that  the  light  by  which  it  was  formed 
was  emitted  by  matter  in  the  state  oi  gas. 

^*  One  of  these  bright  lines  is  in  the  red  at  the  position  of  Frann- 
hofer's  C.  The  brightest  of  the  lines  coincides  with  F ;  a  little  beyond 
this  is  a  fainter  line ;  near  this  line  a  fourth  occurs,  which  is  either 
double  or  undefined  at  the  edges.  In  the  more  refrangible  part  of  the 
spectrum,  probably  not  far  from  G,  a  fifth  bright  line  was  seen  by 
glimpses. 

*'*•  On  the  17th  I  observed  this  spectrum  of  the  star  simultaneously 
with  the  bright  lines  of  hydrogen  produced  by  the  induction  spark. 
The  brightest  line  coincided  with  the  centre  of  the  expanded  green 
line  of  hydrogen.  Apparently  the  red  line  also  coincided  with  that  of 
hydrogen,  but  the  faintness  of  the  star  spectrum  did  not  permit  the 
coincidence  to  be  observed  with  certainty. 

<<  These  bright  lines  are  all  much  more  brilliant  than  the  correspond- 
ing refrangibilities  of  the  continuous  spectrum  over  which  they  fall.  We 
must,  therefore,  conclude  that  the  temperature  of  the  gas  by  which 
the  light,  consisting  of  these  five  refrangibilities  only,  was  emitted, 
must  be  much  higher  than  that  of  the  stellar  photosphere  from  which 
the  principal  part  of  the  star's  light  has  emanated. 

''  On  the  17th,  19th,  and  21st,  the  spectrum  of  the  star  was  again 
examined.  No  important  changes  had  occurred.  In  the  faint  spec- 
trum of  the  fading  star,  on  the  2l8t,  both  spectra  could  be  seen.  Some 
additional  groups  of  absorption  lines  are  probably  present  in  the  con- 
tinuous spectrum,  but  the  gaseous  spectrum  is  not  changed  otherwise 
than  in  the  diminution  of  its  brilliancy.  The  sudden  blazing  forth  of 
this  star,  and  then  the  rapid  fading  away  of  its  light,  suggest  the 
rather  bold  speculation  that,  in  consequence  of  some  great  internal 
convulsion,  a  large  volume  of  hydrogen  and  other  gases  were  evolved 
from  it.  The  hydrogen,  by  its  combination  with  some  other  element 
(the  other  bright  lines  do  not  coincide  with  those  of  ^oxygen)  giving 
out  the  light  represented  by  the  bright  lines,  and  at  the  same  time 
heating  to  the  point  of  vivid  incandescence  the  solid  matter  of  the 
photosphere. 

^^The  grouping  of  the  dark  lines  of  the  absorption  spectrum  is  sitni- 
lar  to  that  which  characterizes  the  spectra  of  a  Ononis  and  j9  JPegasi^ 
stars  in  the  atmosphere  of  which  no  hydrogen  exists. 

"  We  have  found  that  several  of  the  more  remarkable  of  the  vari- 
able stars  which  have  an  orange  tint  have  spectra  similar  to  those  of 
a  Orionis.  It  is  worthy  of  notice  that  all  the  white  and  bluish-white 
stars  have  spectra  in  which,  on  the  other  hand,  the  dark  lines  due  to 
absorption  by  hydrogen  are  very  strong,  whilst  all  the  other  lines  are 
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thin  and  fftint.  These,  and  other  obeerrationB  we  have  made,  suggest 
that  hydrogen  probably  plays  an  important  part  in  the  ohanges  and 
physical  differences  of  constitution  of  the  stars. 

^'  The  grouping  of  the  lines  of  absorption  of  this  new  star  sbows  that 
its  color  would  be  orange,  if  it  were  not  for  the  greenish-blue  light  of 
the  bright  lines,  which  more  than  makes  up  for  the  refrangibilities 
which  have  been  intercepted  by  absorbent  vapors.  Mr.  Hindsrwrttes : 
^On  the  19th,  the  star  was  perfectly  white  and  stellar  to  my  eye.'  Mn 
Baxendell's  remarkable  powers  of  observation  enabled  him  to  divine 
some  of  the  results  of  prismatic  examination  which  at  that  time  were 
not  known  to  him.  He  writes :  ^  On  the  18th  I  several  times  received 
the  impression  of  a  bluish  tinge,  as  if  the  yellow  of  the  star  were  seen 
through  an  overlying  film  of  a  blue  tint* 

*^0n  the  17th,  the  star's  exact  position  was  obtained  at  Oreenwich. 
The  Astronomer  Royal  informs  me  that  a  meridian  observation  show* 
ed  (hat  this  strange  object  ^  agrees  precisely  with  Argelander  No.  2765 
of  ^Bonner  Sternverzeichniss,*  declination  +  26®,  magnitude  9"6.' 
Mr.  Baxendell  writes  to  me  :  ^It  is  propable  that  this  star  will  turn 
oat  to  be  a  variable  of  long  irregular  period,  and  it  may  conveniently 
he  at  once  designated  T  Coronoe.*  Mr.  Baxendell  gives,  in  his  letter, 
the  following  table  of  the  magnitudes  of  this  wonderful  star : 

^'  'A  reduction  of  all  my  observations  gives  the  following  results : 
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Diagram  of  the  Spectrum  of  Absorption  and  the  Spectrum  of  Bright  Sines  forming 
tie  Compound  Spectrum  of  the  t^porarily  Bright  Star  near  t  Ooronce  Borealis. 


MISCELLANIES. 


Improvement  of  the  Teasel. — It  would  seem  that  no  artificial  appa- 
ratus has  ever  been  found  to  replace  entirely  this  plant  {Dipsacus  FeU 
Ifmum)  in  dressing  cloth.  M.  Gohin  proposes,  therefore,  to  prepare 
the  natural  head  by  the  same  process  of  mineralisation  as  is  used  for 
the  preservation  of  wood.  Experience  has  shown  that  the  heads  they 

i)repared  lose  none  of  their  natural  elasticity  or  delicacy,  that  they 
88t  much  longer,  and  work  as  well  when  wet  as  when  dry.  The  So«> 
ciety  for  the  Encouragement  of  National  Industry  at  Paris  confirms  the 
good  report  of  this  application. 
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Gelatine  from  Marine  Plant$. — M.  Natalia  Rondot  made  to  tbe 
same  Society  a  very  interesting  oommonioation  on  the  subject  of  the 
marine  plants  from  which  the  Chinese  procure  gelatine,  either  as  an 
artiele  of  food  or  for  use  in  the  arts.  The  sahject  would  seem  to  de- 
serve attention  from  us,  both  as  a  means  of  reducing  the  price  of  a  valv- 
able  article  of  diet,  and  as  a  means  of  introducing  cheaper  substitutes 
for  materials  of  which  the  large  consumption  in  the  arts  is  raising  the 
price  seriously.  The  same  families  of  plants  inhabit  our  coast,  and 
doubtless  gelatine  as  delicate  in  flavor,  and  as  strong,  could  be  easily 
and  cheaply  prepared  from  them. 


Thermo-electric  Piles. — The  Cosmos  gives  an  interesting  account 
of  a  paper  upon  this  subject,  from  which  we  extract  the  following  tables. 
In  a  former  article  attention  was  called  to  the  discovery,  by  M.  Bec- 
querel,  of  the  remarkable  energy  of  a  pile  composed  of  sulphide  of 
copper  and  German  silver.  The  following  table  gives  an  idea  of  ita 
power  as  compared  with  a  Daniell  couple,  the  electro-motive  force  of 
the  Daniell  being  reckoned  100. 


Difference  of  temperature 
of  eadB. 

£lectro-motiye  fcrce. 

Haximom. 

Mean. 

lOOo  Cent. 
200 
800 
400 

460 
600 
800 

8-40 
6-98 
8  70 
12-63 
37 -82 
21  75 
8806 

1-50 

817 

608 

1115 

1676 

In  order  to  produce  the  maximum  effect,  the  sulphide  of  copper 
must  be  annealed  by  exposure  for  several  hours  to  a  low,  red  heat. 
If,  however,  the  heat  be  brought  up  to  the  point  of  fusion,  (1040^ 
Cent.,)  the  thermo-electric  power  is  entirely  destroyed. 

The  following  table  gives  the  comparison  between  this  and  other 
thermo-electric  couples,  the  diff'erence  of  temperature  in  the  ends  of 
the  couples  being,  in  each  case,  100^  Gent.,  and  the  force  of  Daniel! 
being,  as  before,  considered  100^. 


Tellurium German  silver 

Sulphide  of  copper *♦  **       (max.)., 

Alloy  of  806  antimony,  696  cadmium    Alloy  10  Bismuth, 

1  antimony. 

"        806         "         406  zinc German  silver 

Antimony Bismuth 


4121 
8  402 

2761 
1426 
0-582 
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From  which  it  appears  that  the  new  pile,  when  carefally  made,  is  more 
than  six  times  more  powerfol  than  the  one  in  ordinary  nse* 

IHseaMe  of  0^t<«r#.— It  appears  that  the  oysters  of  Norway  have 
been  subject  to  an  epidemic,  which  the  Institnte  of  Christiana  calls  *^  a 
pestilential  consnmption,"  and  the  result  of  which  is  to  render  the 
flesh  of  the  oyster  a  virnlent  poison,  of  which  many  persons  have 
died.  Let  as  hope  that  their  oysters  caught  cold  from  being  exposed 
too  long  to  draughts  of  air,  and  that,  at  all  events,  the  disease  will  not, 
liice  the  pork  trichin»,  extend  to  other  conntries. 


BIBLIOGRAPHICAL  NOTICES. 


The  Differential  Caleulu%;  with  unusual  and  particular  analyM  of 
it%  elementary  prineiplee^  and  copious  illustrationa  of  it$  practical 
application.  By  John  Spake,  A.M.,  M.D.  Boston :  Bradley,  Day- 
ton k  Co.,  1865.   12  mo.,  pages  244. 

Mr.  Spare  claims  for  his  book  that  it  is  the  first  of  any  character 
which  has  been  written  and  published  in  America  on  the  calculus,  as 
the  special  topic  of  a  volume.  In  this  he  is  evidently  mtstakeu,  as  the 
work  of  Prof.  Church,  and  those  of  many  others,  might  have  shown 
him.  We  have  carefully  examined  it,  in  consequence  of  the  claims  to 
high  and  exclusive  merit  which  are  put  forth  in  the  preface,  but  con- 
fess  to  our  inability  to  find  much  foundation  for  such  pretensions.  It 
is  a  well  digested  and  well  written  work  upon  the  calculus,  presenting 
the  subject  clearly  and  comprehensively,  but  the  only  great  superiority 
which  it  shows  over  other  treatises  on  the  same  subject,  in  our  opin- 
ion, is  the  great  number  of  admirably  chosen  examples  for  application. 
In  this  very  important  respect  we  are  inclined  to  give  it  preference  to 
any  treatise  which  we  have  seen  in  the  English  language.  F; 


LippincotCe  Vapor  Index. — Mr.  Jas.  S.  Lippincott  of  Haddonfield, 
N.  J.,  whose  earnest  and  persevering  labors  in  meteorological  science 
are  so  well  known  and  appreciated  among  us,  has  just  sent  us  a  movable 
table,  by  which  the  humidity  of  the  air  is  at  once  read  ofi*  from  the  indi- 
cations of  the  wet  and  dry  bulb  hygrometer.  The  temperatures  of  the 
wet  bolb  are  arranged  on  a  fixed  rim  surrounding  a  movable  disk,  upon 
which  are  printed  in  spiral  form  the  difierences  of  the  temperatures  of 
the  wet  and  dry  bulb.  On  bringing  any  given  diflference  to  correspond 
with  a  temperature  in  the  margin,  the  relative  humidity  expressed  in 
hundredths  of  saturation  appear  through  holes  {Pierced  through  the 
jlisk,  and  corresponding  to  the  difierences  of  temperature.  The  ar- 
rangement is  ingenious  and  simple,  and  makes  a  very  elegant  and 
oaefal  piece  of  apparatus  for  the  meterological  student,  to  all  whom  we 
warmly  recommend  it  as  saving  much  time  in  looking  up  tables,  or  in 
calculation. 
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MeUor^hgy  of  PkOidefyhku 


A  Comparison  of  some  of  the  MeUorohgkal  Pkmomena  of  JtmB,  I8M}  Mk 
those  of  JuKE)  1865,  imd  of  the  same  month  for  fiftssk  y«ar«,  at  PhiloM- 
phia^  Pa,  Barometer  60  feet  above  mean  tide  in  the  Delaware  Kiver.  Latitude  ft9* 
67}^  N.;  Longitude  75°  Uy  W.  from  Greenwich.  By  Pbof.  J.  A.  KiBKFATKicit, 
of  the  Centria  High  School. 


June, 

•  June, 

June, 

1806. 

1865. 

for  15  years. 

Thermometer^Highest— degree,     . 

97'0« 

98 -0« 

980« 

••          date, 

26th. 

80th. 

29th,  '56. 

Warmest  day— mean, 

88  83 

85*88 

90-50 

"           »•      date, 

26th. 

80th. 

80th.  '56. 

Lowest — degree,     . 

5600 

610 

4200 

"        date, 

1st 

6th. 

5th,  '59. 

Coldest  day— mean, 

68 -CO 

65-88 

66  OU 

••        "      date, . 

8d. 

6th. 

6th,  '61. 

Meandailyoscillation, 

U-27 

18-28 

1607 

"        •*  range,   . 

4-67 

452 

488 

Means  at  7  a.  m.,  . 

69-82 

78-79 

68-89 

•*          2  p.  M.,    . 

79-48 

88  28 

78-89 

"             9  P.  M.,     . 

72-26 

74-78 

71-40 

"      for  the  month, 

78-68 

77-26 

78-06 

Barometer— Highest— inches, 

29-988  ins. 

80-069  ins. 

.    80-281  ins. 

date,    . 

80th. 

6th. 

18th,  >52. 

Greatest  mean  daily  press. 

29  987 

80066 

80-261 

*«    date,   .  . 

10th. 

6th. 

18th,  '52. 

Lowest— inches,  . 

29-452 

29^58e 

29-188 

"         date,      . 

18th. 

26th. 

nth, '67. 

Least  mean  daily  press.. 

29-502 

29-664 

29-262 

*'        "      date, 

18th. 

26th. 

nth, '57. 

Mean  didly  range, 
Means  at  7  a.  M., 

0-101 

0*081 

0*099 

29760 

29  854 

29-807 

•*          2  p.  M., 

29-708 

29-821 

29-772 

«         9  p.m., 

29-786 

29-841 

29  788 

<«     for  the  month,  . 

29-781 

29-889 

29-789 

0-978  in. 

0-848  in. 

1-069U. 

•*          date,     . 

25th. 

80th. 

80th,  '65. 

Least— inches,      . 

•265 

•825 

0162 

"      date, 

Ist 

16th. 

6th, '69. 

Means  at  7  A.  m.,  . 

•584 

•625 

•516 

"         2  p.  M.,  . 

•555 

•664 

•587 

"        9  p.m.,. 

•596 

•646 

•662 

*<   for  the  month, 

•562 

•646 

•686 

Belative  Hamidity— Greatest— per  ct , 

date, 

94-0  per  ct 
8d.  &  4th. 

90-0  ner  ct 

100  per  ct 
6th,  '56. 

Least— per  ct, 
"       date,    . 

87  00 

890 

220 

11, 12,  A  16th. 

16th. 

16th,  '68. 

Means  at  7  a.m., 

72-7 

741 

721 

**           2  p.  M., 

54-9 

57-9 

54-0 

"           9  p.  M., 

78-7 

74-2 

70-6 

(<  for  the  month 

67-1 

68-7 

66*6 

Clouds— Nnmber  of  clear  davs,* 

"            olondy  days,    . 
Meansof  skycoy'dat  7  a.  m., 

11 

8 

8*8 

19 

22 

21-7 

62-6  per  ct 

68-7  per  ct 

59-2  per  ct 

II           «(       II       2  p.m., 

61-0 

65-0 

60-8 

"           "        "       9  p.m., 
"           "       forthemonth 

46-8 

480 

44-4 

56-7 

67-2 

64-8 

8-890  ins. 

4*816  ins. 

4-822  ins. 

No.  of  days  on  which  rain  fell. 

12 

U 

11-7 

Prevailing  Winds— Times  in  1000, 

868«58^w282 

880<'89/wl88 

8  74«7'w228 

*  Sky  one-third  or  less  covered  at  the  hours  of  ohserration. 
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PASCAL  IRON  WORKS, 

Kstablislied  la  1831. 

MORRIS,  TASKER  &  CO., 

Wroaglit  Iron  Welded  Tubes,  J-inch  to  8  incbes  bore,  for  Steam, 
Gas,  Water,  &c.y  with  T's,  L's  Stops,  Valves,  &c.,  with  Screw  Joints  to  suit  tubes. 
Malleable  Iron  and  Brass  Fittings,  Qlass  Blower  Tubes,  Blasting  Tubes,  Sk. 

GalvanlsEed  Tubel  and  Fittings  for  water. 

I4iip- Welded  Boiler  Flues,  U  to  10  inches  outside  diameter,  cut  to 
definite  lengths,  22  feet  or  under. 

Artesian  Well  Plpes^  ofwrought  Iron,  screw-coupled;  flush  inside  and 
out  Also  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  flush 
inside  and  out,   and  Pumps  for  same. 

Colls  of  Tube,  for  boiling  and  evaporating  by  steam  or  hot  water. 

Tuyere  Colls,  for  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  and  speci- 
fications sent. 

Double  Kettles,  for  steam  boiling  and  evaporating,  and  cooking  by  steam. 

'    DrylnfC  Closets,  heated  by  steam ;  Wash  Houses  and  Steam  arrangements 
for  Public  Institutions  and  Private  Dwellings. 

Warming  and  Ventilating  Steam  apparatus  of  the  most  approved  plans, 
for  Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  &c.; 
constructed  and  adapted  to  the  buildings  to  be  warmed. 

Hot  Water  Apparatus;  Tasker's  Patent  Self-Regulating  Hot  Water 
Apparatus,  for  Private  Dwellings,  Sohool  Houses,  Hospitals,  Green  Houses,  Ac 

Iron  and  Brass  Castings,  of  every  description. 

Gas  WorlL  Castings:  Retorts  and  Bench  Castings  for  Coal  Gas  Works; 
Btreet  Mains,  Bends,  Branches,  Drips,  Lamp-posts,  Lanterns,  &c. 

Rosin  Gas  Apparatus,  for  Factories,  Public  Buildings,  Hospitals,  and 
Private  Dwellings. 

Green  House  Pipes  and  Boilers :  Fire  Doors  and  Frames,  Hot  Water 
Pipes  for  Foroing  Beds,  Pineries,  Garden  Rollers,  &c. 

Columns,  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 

Batll  Tubs,  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet 
arrangements. 

Serevring  Haclllnes,  Drill  Stocks,  Stocks  and  Dies,  Taps,  Reamers, 
Brills,  Pipe  Tongs,  and  a  general  assortment  of  Gas  and  Steam  Fitters'  Tools  and 
Materials. 

WORKS,  S.  Flltli,  betfreen  Tasker  and  Horrls  BtM.^ 

WARE-nOVgE  A  OFFICE^  309  S.  Third  St.,  Plilla. 

8TSPHBV  1E01BI8,  0Ki8.  WHBBLBB, 

TIOB.  T.  TASKBB,  St,,  EEIBT  0.  M0BBI8.  8.  £.  M.  TA8KBB. 
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M.  "W.  B^LD-WIilSr  &  CO., 

Manafactare  Locomotiyi  Engines,  of  the  most  approred  construoUon,  and 
perfect  adaptation  tp  all  the  Tariety  of  circumstances  under  \?hieh  they  can  be 
usefully  employed ;  ranging  in  weight  from  ten  to  thirty-six  tons,  and  using  one- 
half,  two-thirds,  three-fourths,  or  the  whole  weight  fur  adhesion,  as  the  grade  of 
the  road,  or  business  to  be  done,  may  render  desirable  or  necessary. 
Patterns  of  various  sizes  of  each  of  the  following  plans,  viz: 

Plan  A  and  B,  1  pair  drivers  and  trucks,  for  Passenger  business  exclusively. 
C  2        ♦'  "  ••  or  Freight  business. 

"  }  for  Freight  business  excbisively. 

J 

The  D  and  E  plans  are  particularly  adapted  to  roads  having  heavy  grades  and 
abrupt  curves.  The  temporary  track  connecting  the  Eastern  and  Western  divi- 
aions  of  the  Virginia  Central  Railroad,  having  grades  of  295  feet  rise  per  mile,  and 
curves  of  300  feet  radius,  has  been  successfully  worked  for  two  years  past  by  six- 
wheel  D  Engines  of  our  make. 

The  maierials  and  worknanshipy  efficiency  and  durahiUty^  tcommyoffud  and  re- 
paire^  are  guaranteed  equal  to  any  other  engines  in  use. 


«« 

D 

3 

II 

<« 

D 

3 

II 

l< 

E 

4 

«< 

TOR 


PBACnCAL  &  ANAL7TIGAL  GHEMISTBT, 

Chant  Street,  Tenth  Street  below  Market, 

(Rear  of  St.  Stephen's  Cbureli,) 

p  H I  ii«  j^  i>  s  x^  p  a  I  ▲• 


ESTABLISHED  IN  1836. 


Instruction  given  in  CHEMISTRY.  MINERALOGY,  and  GEOLOGY,  by  LEC- 
TUBES  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TURES, AND  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters,  and  articles  of  oommeree 
and  manufacture.    Opinions  given  on  chemical  questions* 

BOOTH  &  OARRETT. 

Jambs  0.  Booth, 
Thomas  H.  Garrett. 

SAMUEL    McELROT, 

CIVIL  EnsransTEER. 

Surveys  and  Plans  made  in  all  departments  of  Construction.    Special  attentioi^ 
paid  to  Water  AVorks,  with  or  without  pumping  supply. 
▲cldrees 

^  f  SOX  a3o,  p.  o., 

J3roo]£iyn« 
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TURNER  HAMILTON, 

(late  JAKITOB  FRAlfKLIN  iy»TITUTE,) 

.  BOOK-BINDER, 

AND 

PERIODICAL  DEALER, 

ASSEMBLY  BUILDING, 
Ko.  106  SOUTH  TENTH  STB£ET« 

PHILADELPHIA. 

BABE  CHEMICALS  AND  MINEBALS. 

Bauxii,  (VaDadium  clay)  Selcniam,  in  Cavill 

Gadmiam,  Metallic  Telluriam,  Ores  of 

Cadmium,  Oxides  of  Telluriam,  in  Cavill 

Caesium,  Chlorate,  pura  Terbium,  Oxide  of 

Cerium,  Oxidea  of  Titanium,  Metallic 

Cliromium,  Metallic  Titanic  Acid, 

Cobaltum,  Oxides  of  Thallium,  and  Oxides  of 

IXdym,  Oxidea  of  Thorium,  Oxide  of 

Srbium,  Oxide  of  Uranium,  Ore  of 

Iridium,  Metallic,  pore  Uranium,  Oxides  of 

linthan.  Oxides  of  Vanadium  Iron, 

Lithion,  Oxides  of  Yadanic  Acid, 

Molybdenium,  Metallic,  pure  Yanasate  of  Ammonia, 

Ounium,  Wolframium,  Metallic 

Palladium,  Metallic  'VVolframic  Acid, 

Shodium,  Yttainm,  Oxides  of 

Bubidium,  Cblorat  Zirconium,  Metallic  and  Oxides  of 

Buthenium, 

Imported  to  order  on  moderate  terms  by 

A.    8CHELLER, 

Care  ofih€  Office  American  DruggitCs  Circular j 

New  York* 
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TO  IRON  MANUFACTURERS. 


.??"^ 


NASMYTH'S 


DIRECT  ACTINO 


(Merrick  &  Sons,  Solb  Manufacturers  in  the  United  States.) 

The  undersigned  call  the  attention  of  Iron  Manufacturers  to  the  superior  ouali- 
ties  of  the  Nasmyth  Steam  Hammer,  fur  making;  heavy  and  light  forgings,  ham- 
mering blooms,  jbc.;  many  improvements  in  which  have  of  late  years  been  intro- 
duced in  the  detail  of  construction,  rendering  them  very  reliable  and  efficient. 

Besides  the  form  of  frames  shown  in  the  wood  cut,  (which  is  most  employed,) 
these  hammers  are  made  with  single  overhanging  frame,  giving  access  to  the  anTil 
on  three  sides,  and  on  the  larger  sizes  (50  cwt.  and  upwards)  the  side  frames  maj 
be  forked  and  open  at  the  base,  allowing  access  to  the  anvil  in  all  directions* 

When  desired,  all  sizes  are  made  double  acting,  so  that  steam  may  be  used  to 
increase  the  blow.  In  this  case  the  hammer  may  be  instantly  converted  into  a 
single  acting,  by  the  movement  of  a  handle. 

All  hammers,  when  single  acting,  have  the  effect  of  a  high  fall  increased  by  the 
compression  of  air  above  the  piston.  This  device  also  prevents  breakage  of  the 
parts  by  the  use  of  steam  of  too  high  a  pressure. 

The  force  and  rapidity  of  blow  may  be  instantly  modified,  or  the  hammer  maj 
be  arrested  in  descent  at  any  point.    The  following  sizes  are  made,  viz: 


Wt.  of  Ram. 

Height  of  Fall. 

Wt.ofAnvU. 

Wt.  for  Shipment. 

Cirt, 

1  ft.  6  inK.  to 

Lbs. 

Lbs.incld'ganrU. 

0 

2  ft.  6  lu». 

«.500  to  7.600 

¥uin. 

Lhs.excld'ganTil. 

10 

3  4 

7,000 

0,860 

16 

8  4 

9,000 

10.860 

ao 

4 

16.200 

16.000 

80 

4 

15,200 

16,800 

40 

6 

20.000 

29.000 

60 

6 

23,000 

33,600 

80 

6 

12  tons. 

66,000 

100 

7 

16    »• 

100,000 

120 

7 

18    « 

120.000 

auo 

10 

29    " 

188,000 

For  further  information,  terms,  and  prices,  (with  or  without  anvils,)  address 

MERRICK  &  SONS, 
Southwark  Foundry,  Piiihidelphi 
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JOHK  PEKIHGTOK  ft  SON, 

BOOESELLEKS  &  IMPOKTEKS, 

Ifb.  127  SOUTH  8MVENTH  STBBBT, 


TREDOOLD  OK  THE  STEAK  ENGINE.  New  ed.,  reTiged  by  Woodhouse. 
BUBGH.— SLIDE  VALVE  PRACTICALLY  CONSIDERED. 

Do.  PRACTICAL  RULES  POR  STEAM  ENGINES  AND  BOILERS. 

MOLESWORTH— POCKET-BOOK  OP  ENGINEERING  FORMULA 
BOURNE.— RECENT  IMPROVEMENTS  IN  THE  STEAM  ENGINE. 

I>o.  STEAM  BOILERS  AND  MODERN  PRACTICE, 

RANKINE.— THE  STEAM  ENGINE  AND  PRIME  MOVERS. 
PLATTNER  &  MUSPRATT  ON  THE  BLOW-PIPE. 
REBD.— HISTORY  OP  SUGAR  AND  ITS  MANUFACTURE. 
CAMPIN.— THE  PRACTICE  OF  HAND  TURNING. 

HAKD-BOOK  OF  TURNING,  with  patterns  and  instructions  for  working  ihem. 
COI^BURN  ON  STEAM  BOILER  EXPLOSIONS. 

Do.  GAS  WORKS  OF  LONDON. 

Do.  HEAT,  COMBUSTION  AND  VAPORIZATION. 

JAMIESON.— MECHANICS  FOR  PRACTICAL  MEN. 
BKBNAN.— ART  OF  WARMING  AND  VENTILATING. 
TUKNBULL.— PRACTICAL  TREATISE  ON  STRENGTH  OF  TIMBER. 
PAGET  ON  WEAR  AND  TEAR  OF  S*EAM  BOILERS. 
BOYD'S  NAVAL  CADET'S  MANUAL. 

DBI.AMATTER'8  ANCIENT,  MODERN,  ILLUMINATED.  ALPHABETS. 
WBALE'S  RUDIMENTARY  and  EDUCATIONAL  SERIES,  always  in  stock. 
CATAXOGUE  OF  "CLASSICAL  WORKS '»  and  "AMERICAN  HISTORY" 

RECENTLY  PUBLISHED. 


J.  P.  k  S.  beg  leave  to  call  the  attention  of  book-buyers  to  their 
stock  of  CLASSICAL,  ENGLISH,  FRENCH,  ITALIAN,  and 
SPANISH  BOOKS,  including  a  good  assortment  of  French  books 
for  the  use  of  Schools. 

Books  imported  to  order  from  England,  France,  and  Germany,  by 
eyery  steamer. 

Specially  imported  for  Colleges,  Societies,  and  Schools,  free  of  duty. 

Catalogues  received  and  bids  transmitted  for  books  to  be  sold  at 
auction  in  Europe. 

Subscriptions  effected  and  the  publications  received  for  American 
members  at  Foreira  Societies. 

All  orders  for  American  publications  promptly  executed. 
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Oontents  for  Auiimst,  1866b 


CIVIL  AND  MECHANICAL  ENGINEERING. 

Grain  Elevators,  Cleaoen,  and  Dryers.  By  Alfred  P.  Boiler,  Civ.  Eng 

An  Enormous  Bridge  across  the  Mersey 

On  Incrustation  of  Marine  Boilers.  By  P.  Jensen 

Cost  per  Ton  per  Mile  of  Traction  Engines 

Fabrication  of  a  Cement  with  a  Basis  of  Plaster  of  Paris,  or  Gypsum 

On  the  BesultB  of  a  Series  of  Observations  on  the  Flow  of  Water  off  the  Oroand 
in  the  Woburn  District,  near  Carriclifergus,  Ireland.  By  Robert  Manning, 
M.  Inst.  C.  E 

Steel  for  Columns .« 

Water-proofing  Walls.  By  Frederick  Rogers,  Capt  B.  K 

Uniform  Rotation.  By  C.  W.  Seimens,  F.  R.  S 

Phillips'  Patent  Girders 

On  the  Performance,  Wear,  and  Cost  of  Maintenance  of  Railroad  Stock.  By 
T.  A.  Rochussen. 

The  Great  Forth  Bridge 

MECHANICS,  PHYSICS,  AND  CHEMISTRY. 

Failure  of  Chronometers.   By  William  Ellis,  F.R.  A.S 

Force  and  Work.  By  Frederick  J.  Slade 

Mr.  Hicks*  Experiment  on  the  Friction  of  Leather  Collars  in  Hydraulic  Cylin- 
ders  

On  the  Freezing  of  Water  Twenty-five  Feet  below  the  Surface .,.,..,., 

On  Magnetic  Errors,  Compensations,  and  Corrections,  with  special  reference 

to  iron  ships  and  their  compasses.  By  Prof.  Airy IQ 

Explosions  of  Steam  Boilers ', 169  11 

Description  of  an  Equatorial  Clock.  By  Lord  Oxmantown 11^ 

Depolarizing  Iron  Ships lH 

Property  of  Sulpho-cyanide  of  Ammonium.  By  F.  Clowes 11 

On  National  Standards  for  €ku  Measurement  and  Gas-meters.  By  Geo.  Glover 
The  Working  Processes  for  the  Reduction  of  the  Gray  Copper  Ores  at  Stefims- 

hutte,  in  Hungary.  By  J.  L.  Klienschmidt 12 

On  Scientific  Experiments  in  Balloons.  By  James  Glaisher II 

A  New  Star 18 

Miscellanies. — Improvement  of  the  Teazel,  141— Gelatin^   fi-om  Marine 
Plants:  Thermo-electric  Pile,  142-*Di8ea8e  of  Oysters,  148. 

BIBLIOGRAPHICAL  NOTICES. 

The  Differential  Calculus :  with  unusual  and  particulajr  analysis  of  its  principles, 
and  copious  illustrations  of  its  practical  application.  By  John  Spare,  A.M.9 
M.D 141 

A  Vapor  Index.  By  James  S.  Lippincott •. fl^ 

Meteorology  of  Philadelphia  for  June,  1866.  By  J.  A.  Kirkpatrlck,  A.'M......  141 
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OF   THE 
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JOURNAL  OF  THE  FRANKLIN  INSTITUTE. 


Edited  by  Frof,  John  F.  Frcuser,  and  published  by  the  Institute  at  their  HaU. 

Thb  Journal,  d«^voted  to  Mechanical  and  Physical  Science,  Civil  Ss- \ 
OINSERINQ,  the  Arts  and  Manukacturks,  and  the  Proceedings  ot  the  Insti*  | 
TUTE,  is  publifthed  in  monthly  nuDibers  of  72  pages  each,  forming  two  volumes  per  | 
annum,  iliustruted  by  engravings  and  wood  cuts,  when  required  to  explain  tbii 
subjects.  I 

The  Journal  is  now  in  its  fortieth  year  of  publication,  and  has  become  a  standard 
work  of  reference. 

Terms  of  Subscription. — Five  dollars  per  annum;  payable  on  the  issue  of  tbfl 
sixth  number.  When  the  full  subscription  (five  dollars^  is  paid  in  advance,  the 
numbers  will  bi^Kont  free  of  postaob. 

Communications  and  letters  on  business  must  be  directed  to 

WILLIAM  HAMILTON,  Actuary 

Franklin  Institute,  Philadelphiti 
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IMPORTANT  AND  VALUABLE 

MINING   AND   SCIENTIFIC   WOBKS 

FOR  BALB  BY 

^       D.    VAN    NOSTRAND, 

]f o.  193  Broadway,  New  York. 

King.— Letsons  and  Practical  Notes  on  the  Steam  Engine.  Bj  W.  II.  King, 
U.  S.  \.  1  yol.,  8vo.,  cloth.  $2-00. 

Ward.— -Steam  for  theMiUion;  a  Popular  Treatise  on  Steam,  &o.  By  J.  H. 
Ward,  U.  S.N.  1  vol.  8vo.,  cloth,  $I(K). 

St^lman. — The  Steam  Engine  Indicator  and  Improved  Manometer.  By  Paul 
Sfcillman.    2d  ed.  1  vol.,  12mo.,  cloth,  $100. 

SciiNTirjc  Record  of  the  Great  Expedition,  1862.    1  vol.,  4to.,  cloth. 

IsHERWOOD. — Researches  in  Steam  Engineering.     Vol.  1,  half  mo.,  4to. 

Statz&  Unokwitter.— The  Gothic  Model  Book.  Finely  Illustrated.  1  vol.,  folio 

Minifib's  Mechanical  Drawing  Book.     I  vol.,  cloth,  ^4*00. 

Minifib's  Geometrical  Drawing  Book.  1  vol.,  half  mo.,  $1*50. 

HoLLKT.— American  and  European  Railway  Practice.  Illustrated.  1  vol.,  4to.» 
doth,  $12-00.  , 

McCuLLocH.— Sugar  and  Hydrometers.    (Scarce.)    1  vol.,  8vo.,  half  mo. 

NiccoL. — Essays  on  Sugar  and  Treatise  on  Sugar  Refining.     1  vol.  Illustrated. 

Burgh. — Treatise  on  Sugar  Machinery.   1  vol.,  4to.,  cloth.  Illustrated. 

Hodge's  Construction  of  the  Great  Victoria  Bridge.  1  vol.  Text.  Illustrated 
folio,  and  one  plate  imp.  folio,  cloth. 

Fairbairn.— Brittania  and  Conway  Tubular  Bridges.  1  vol.,  6vo.,  half  mo., 
plates. 

Clark  Sa  Stbfbenson.— Brittania  and  Conway  Tubular  Bridges.  2  vols.,  text, 
8to.,  and  one  plates  imp.  folia,  cloth. 

Stewart. — The  Mineral  Resources  of  the  Pacific  States  and  territories.  Sto., 
paper,  25  cents. 

DouRNs's  Hand  Book  of  the  Steam  Engine,  Constituting  a  Kev  to  the  Catechism 
of  the  Steam  Engine.  Illustrated  by  Sixty-seven  Wood-cuts  and  Numerous  Tables. 
1  roL,  12mo.,  cloth,  $2*00. 

Wallacb.— Laws  which  Regulate  the  Depositioas  of  Lead  Ore  in  Veins.  1  vol., 
8?o. 

Phillip's  Records  of  Mining  and  Metallurgy.    1  vol.  Illustrated. 

Stuart's  Naval  and  Mail  Steamers.    1  vol.,  4to.,  $12'00. 

Ward's  Mexicc.    2  vols.,  8vo.  and  Atlas.    (Scarce.) 

Pacific  Railroad  Report.     13  vols.,  4to.,  plates. 

Mexican  Boundarv  Survbt.    3  vols.,  4to.,  plates. 

Exort's  Report  on  Mexico  and  California.    1  vol.,  870.« 

Brandz  Mater's  Mexico.    2  vols.,  870. 

Ivb's  Report  on  the  Colorado  River.   '  1  vol.,  4to. 

Owen's  Geologv  of  Arkansas.    2  vols.,  8vo 

Jackson.— G^ogy  of  Maine.    2  vols,  and  Atlas,  paper. 

Geologv  of  New  York.    3  vols.,  8vo.,  half  roan.     (Scarce.) 

Sheppard. — Geological  Survey  of  Connecticut.    1  voL,  paper.    {Scarce.) 

Geological  Report  of  New  Jersey.     1  vol.,  8vo.,  cloth.    (Scarce.) 

Hitchcock.— Geology  of  Massachusetts.    1  vol.,  colored  Plates. 

London  Artisan.— A  Complete  Set  from  vol.  1.  (1843,)  to  vol.  14,  (1862.)  Half 
calf.    (Also,  back  volumes  in  cloth  binding  and  eingle  numbers  can  be  supplied.> 

Bourne.— Drawings  of  the  London  and  Birmingham  Railway.  1  vol.,  folio,  half 
Russia. 

Gilmore's  TreatiscT  on  Limes,  Hydraulic  Cements,  and  Mortars.  1  vol.,  8vo. 
$400.  ^ 

Scoffbrn's  Useful  Metals  and  their  Alloys.    1  vol.,  8vo* 

Machinbrt  of  the  Ninbtbenth  Centuet.  1  vol.  Text.  4to.  and  plates, 
folio,  half  mo. 

Pierce's  Physical  and  Celestial  Mechanics.    1  vol.,  4to.,  cloth,  $10  00. 
Schaffnbb.— The  Telegraph  Manual.    The  History  and  Description  of  the 
Semaphorie,  Electric,  and  Magnetic  Telegraph.    1  vol.,  8vo.,  625  illus.,  ekyth. 

Bartol's  Marine  Boilers.   1  vol.>  8vo.,  cloth. 

Hollbt's  Ordnance  and  Armor,  948  pages  and  493  illustrations.  Half  roan 
llO-OO. 


Digiti 


zed  by  Google 


LABORATORY 


rOR   THE 


ANALYSIS  OF  COALS,  GASES,  &c. 


Especial  attention  given  to  the  Analysis  of  Coals,  and  the 
determination  of  their  fitness  for  the  production  of  Gas,  or 
for  use  in  Smelting,  or  for  Steam  purposes. 

Heating  power  expressed  in  value  of  best  hard  and  soft 
coals  in  the  market. 

ALSO, 

GAS  ENGINEERING  AND  COMMISSION  AGENCY, 

For  procuring  Coals,  Castings,  Fire-Brick  and  Tile ;  and  all 
other  materials  for  the  construction  and  repairing  of  Gas 
Works. 


3D  I  RE  O  X  I  O  NT  S 

FOR  THE 

SELECTION  AND  PREPARATION  OF  COAL  FOR  ANALYSIS. 


In  the  selection  of  samples  of  Coal  for  analytical  examination,  take  the  samples 
as  far  from  out-orop  as  possible,  with  specimens  from  the  centre,  top,  and  bottom 
of  vein. 

It  is  well  to  collect  several  hundred  pounds  indiscriminately,  and  have  it  broken 
fine,  and  thoroughly  intermixed ;  from  this  mass  take,  say  50  pounds,  and  grind 
it  to  a  coarse  powder;  mix  thoroughly,  and  weigh  out  five  pounds,  which  trans- 
mit for  analysis. 

Accompanying  each  sample  should  be  a  lump  specimen,  (say  i  fi>.,)  from  centit 
and  sides  of  vein. 

Care  should  be  taken  to  include  an  average  amount  of  pyrites,  or  other  impurity 
occurring  in  the  Coal. 

A  memorandum  should  accompany  coal  intended  for  an  especial  purpose,  aid 
the  examinatuon  will  be  directed  to  its  suitability  for  such  purpose. 


Dr.  GHABLES  M.  GRESSON, 

417  WALNUT  8TBEET, 

(eCHTnrT,<"KTTiTi     Pr^-VTO^TTOTT    BTnXODIZCO.) 

PHILADELPHIA. 
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CEESSOIT'S 


GAS 
REGULATOR. 


Philadelphia. 


We  would  call  attention  to  a  new  GAS  REGULATOR,  invented  by  Dr. 
CUAS.  M.  GRESSON,  (late  Managing  Engineer  of  the  Philadelphia  Gas  Works,) 
^9se8sing  ffreat  delicacy  of  adjustment,  bj  the  use  of  a  peculiar  form  of  valve 
and  gas  holder,  governing  accurately  a  single  light,  with  a  capacity  to  pass  gas 
enough  for  the  full  number  of  lights,  and  the  ability  within  the  instrument  itself 
to  increase  the  pressure,  when  the  greater  quantity  of  gas  is  required. 

Among  the  peeoliar  advantages  of  this  Regulator,  that  make  it  preferable  to 
instruments  ot  more  contracted  size*  which  req^uire  the  use  of  Mercury  or  Flexible 
diaphragms,  the  following  deserve  especial  notice : 

First. — The  free  motion  of  the  regulating  valve  through  considerable  space, 
gives  it  greater  delicacy  of  adjustment,  and  a  wider  range  of  consumption  in  a 
single  instrument,  than  is  possible  with  other  forms. 

Swronrf.— The  fluid  seal  of  Glycerine  used  in  this  Regulator  avoids  the  dangers 
resulting  in  other  forms,  from  the  unwholesome  vapors  of  Mercury,  which,  passing 
off  with  the  Gas,  are  disseminated  throughout  the  rooms  in  which  it  is  burned, 
subjecting  the  occupants  to  all  the  deleterious  effects  of  Mercury  upon  the  human 
Bvstem,  and  especially  upon  the  lungs  and  sktUt  when  it  is  thus  diffused  as  vapor. 
ihe  accidental  overflow  of  Mercury  from  these  mercurial  seals  has  often  injured 
valuable  gas  meters,  the  cost  of  which  has  necessarily  been  charged  to  the 
consumer. 

Where  the  use  of  Mercury  in  Regulators  is  avoided  -  by  the  substitution  of  a 
jUxihle  diaphragm^  the  resulting  difficulties  are  also  numerous ;  one  is  the  liability 
10  leakage  vlxxA  explosion  oi  ^2L»\  another,  the  loss  of  flexibility  and  consequent 
inefficiency  bv  a^e  and  exposure  to  cold ;  and  thirdly,  the  inherent  vice  of  want 
of  delicacy  of  adjustment  and  range  of  action. 

To  remedy  these  faults,  the  "  Cresson  Regulator  "  was  invented,  and  wherever 
introduced  it  has  given  the  greatest  satisfaction,  always  producing  a  steady  light, 
and  regular  consumption,  with  a  saving  of  from  twenty  to  thirty  per  cent,  in 
amount  of  gas  consumed. 

Letters  Patent  have  been  granted  for  this  Regulator,  both  in  the  United  States 
and  England.  It  is  manufactured  by  the  *'  AMERICAN  METER  COMPANY," 
of  New  York,  Philadelphia,  and  Boston,  for  us  alone,  and  for  sale,  wholesale 
and  retail,  at  our  ware-house  in  this  city,  .where  all  orders  and  letters  should  be 
addressed. 

The  following  is  an  extract  from  the  Journal  of  the  Franklin  Institute^  dated  Oct. 
18, 1865 :  "An  experimental  trial  was  then  made  as  to  the  quantity  of  gas  consumed 
by  the  burners  when  under  regulation  to  their  maximum  economy,  and  also  the 
amount  consumed  by  the  same  burners  when  subjected  to  the  ordLaary  variations 
of  street  pressure. 

"  Tha  result  showed  that,  with  the  Regulator  there  was  uniformly  78  cubic 
feet  of  gas  per  hour  consumed,  being  an  average  of  3  7-10  cubic  feet  per  burner ; 
whilst  without  the  Regulator,  the  same  burners  consumed  from  106  to  140  cubic 
feet  per  hour,  the  average  being  126  cubic  feet,  or  6  feet  per  hour  to  each  burner .'' 

FAIRBANKS  &  BWING, 

TIO  CHESTNirT  STREET. 


Digitized  by 


Google 


A  NEW  WOBK  ON  STEAM  ENGINEEBING. 


,   JUST  PUBLISHED, 
EZFBRZMBNTAL  RBSEARCHBS 

IN 

STEAM   ENGINEERING, 

By  B.  F.  ISHERWOOD,  Chief  En;.  U.  S.  Navy: 

CHIEF  OF  THE  BUREAU  OF  STEAM  SNOINSERIXa, 
NAVY   DEPARTMENT: 

Made  principally  to  aid  in  ascertaining  the  comparative  economic  efficiency  of 
Steam  used  with  different  measures  of  expansion ;  and  the  absolate  cost  of  the 
power  obtained  therefrom  in  weights  of  Fiul  and  Steam, 

The  causes  and  quantities  of  the  condensations  in  the  Cylinder ;  the  economic 
effect  of  steam-jacketing,  and  steam  superheaiing,  and  of  various  proportions  of 
Ci/linda*  capacity  for  the  same  weight  of  Steam  used  per  stroke  of  piston. 

The  economic  and  absolute  evaporative  efficiencies  of  Boilers  of  different  types 
and  proportions.  The  comparative  calorific  values  of  different  Coals  as  steam 
generators.   The  performance  of  United  States  War  Serew  Steamers,  &o.,  &c.,  &c. 

THE  WHOLE  BEING 

OBiaiVAL  MATTEE,  COMPOSED  OF  EZTEV8IVE  EZPEEIMEVTS  MADE  BY  THE 

U.S.  IVAYT  DEPARTMEIVT, 

ILLTTSTBATED    BT    STEEL    PLATES. 

TWO    VOLUMES. 

1863-65. 


PRIOE-Vol.  1,  $10.    Vol.  2. 


WILLIAM  HAMILTON, 

HALL  OP  THE  FRANKLIN  INSTITUTE,  PHILADELPHIA. 

*  *      Digitized  by  Google         ' 


^  PALMER  _ 

^        PRINCIPAL  OPriCE  ** 

1609  CHESTNUT  STREET 

PHILADELPHIA. 

ADDRESS      THE  •  INVENTOR. 

Da  B.  FRANK.  PALMER.  Pres^  A.AI1MB  C^ 

Dr.  PALMER  gives  personal  attention  to  the  business  of  hisprofession,  aided  by 
men  of  the  best  qualifications  and  the  greatest  experience.  He  is  specially  com* 
missioned  by  the  GOVERNMENT,  and  has  the  patronage  of  the  prominent  OFFI- 
CERS of  the  ARMY  and  NAVY.  SIX  MAJOR-GENERALS,  and  more  tha» 
a  thousand  less  distinguished  officers  and  soldiers,  have  worn  the  PALMER 
LIMBS  on  active  duty,  while  still  greater  numbers  of  eminent  civilians  are,  by 
their  aid,  filling  important  positions,  and  effectually  conceal  their  misfortune. 

ADVICE  AND  PAMPHLETS  GRATIS. 

To  avoid  the  impoeition  of  COPYISTS,  apply  only  to 

Db.  B.  frank.  PALMER. 


CEBUFIGATE  OF  OOL.  W.  8.  ZLSQt,  U.  8.  A.,  SUPT.  OF  U.  8.  A.  OEirEEAL  H0BPITAL8| 
Oonoemixiflr  JLrtlAoleLl  ILiliii.'bs. 

Col.  Knro  was,  for  several  years.  Medical  Dibbgtob  of  the  CTeat  central  Dx- 
PARTMXKT  OF  Pennsylvaitia,  and  established  the  only  large  Abmt  Hobpital 
which  was  devoted  exclunvely  to  the  treatment  of  the  mutilatS. 

OmCE  OF  SUPXKINTXKBENT  U.  8.  A.  GxiTXXAL  HoeSITALB, 

CiNCiKKATi,  Ohio,  March  16tli,4866. 
Having  acted  as  Medical  Director  during  three  years  of  the  war,  it  became  my 
duty  to  give  orders  for  artificial  limbs  to  mutilated  soldiers,  and  as  Dr.  B.  F.  PAL- 
MER'S LIMBS  WERE  GENERALLY  PREFERRED,  A  LARGE   MAJORITY  OF  THE  OB- 

DEB8  WERE  GIVEN  ON  HIM  to  furnish  the  necessary  limbs.  So  far  as  my  know- 
ledee  extends,  the  limits  furnished  by  Dr.  Palmer  have  given  most  satisfaotiooi 
aaa  this  also  is  the  testimony  of  hospital  stewards  and  non-commissiok- 
BD  0FFIC1EBS  OR  duty  at  the  various  hospitals  in  my  charge,  who  have  had  oppor- 
tunities of  seeing  the  men  after  they  had  received  and  used  the  limbs  Airnished  to 
them ;  and  I  have  therefore  no  hesitation  in  saying  that,  IK  my  opinion^  thxt 
arx  fbxfxbablx  to  all  others. 

WM.  S.  KING. 
Brevet  Colonel  and  Surgeon,  U.  8.  A. 

8EAMLESS  BBA8S  TUBES 

AND 

SEAMLESS  COPPER  TUBES, 

FOR 

Locomotive^  Marine^  and  Stationary  Boilers, 
MANUFACTURED  BY   AMERICAN  TUBE  WORKS, 

BOSTON,   MASa 
JOSEPH  H.  COTTON,  Treasurer,  No.  105  State  Street 
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The  Journal  of  the  Franklin  Institute 

IS  PUBLISHED  ON  THE  FIRST  OF  EACH  MOKTH, 
AT  FITS  DOLliU  FEB  ilfflni  FOK  ONE  COPL 

Payable   on   tlk«    «ompl«iion    of   tl&o    Blztb    S«mb«r. 

The  Journal  will  be  delivered  fifee  of  postage  when  the  Bubscription  ifl  paid  in 
advance. 

Cbmmunieaiiana  and  Utters  on  hidness  must  he  directed  to  the  Actxtakt  ot  th« 
Fkakkliht  Ihbtitutb,  Philadelphia,  the  postage  paid. 


The  Journal  can  also  be  ob^ned  from  the  following: 

JAMES  MILLER,  City  of  New  York. 

DA  VID  G.  FRA  NCIS, 

JOHN  WILEY  ^  SON,  •* 

D.  VAN  NOSTRAND,  **        " 

W.  C,  LITTLE  4-  CO.,  Albany,  New  York. 

CROSBY^  AINSWORTH,  Boston,  Massachusetts. 

LITTLE,  BR  0  WN  ^  CO., 

A.  WILLIAMS  4-  CO., 

JOHN  C.  DOW  ^  CO,,  Lawrence,  " 

JOHN  R.  WALSH,  Chicago,  Illinois. 

F.  TAYLOR,  Washington,  District  of  Columbia. 

GEORGE  H.  BELL,  San  Francisco,  CaHfomia. 

Parif. -HECTOR  B08SAN0E  dc  SON,  11  Quai  Voltaire,!  y^^^  ^^  authoii«d 
Xoniork—EIVESA  MACET,  61  King  WiUiam  Street.        f 

to  receive  subecriptions   and  to  make  exchanges  for  periodicals  devoted  to  the  AtU  *b4 

Scieneea. 


A.  Si^JPE   STEA^M   BOILER. 


The  SnbBcriber  is  prepared  to  receive  orders  for  the 

''HARRISON  STEAM  BOILER," 

IN  SIZES  TO  SUIT  PURCHASERS. 

The  attention  of  Manufacturers  and  others  is  called  to  the  new  Steam  Gsksua- 
TOB,  as  combining  essential  advantages  in  absolute  safety  from  'destructive  explo- 
sion; first  cost  and  durability,  economy  of  fuel,  facility  of  cleaning  and  transporta- 
tion, diK».|  Ac,  not  possessed  by  -any  boiler  now  in  use. 

These  boilers  may  be  seen  in  daily  operation,  driving  the  extensive  .works  of 
Kessrs.  Wm.  Sxllkbs  &Co.,  Sixteenth  and  Hamilton  Streets;  atS.  W.  Cattxll's 
Factort,  Spruce  Street,  Schuylkill ;  and  at  Gabskd's  Tbkmoitt  Mill,  Frankford. 

JOSEPH   HARRISOBly  Jr.^ 

N.  E.  Cor.  of  Market  and  Juniper  Sts.,  (Penn  Square,) 
*  Pbxladblphia. 
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THK  GHAT  IMBIICIS  UID  FOUICS 

PATENT  AGENCY  OFFICES 

KESSBS.  MVNN  ft  COMFANT. 


Miasm.  Munn  A  Co.,  Editors  and  Proprietorfl  of  the  Scieniifie  American^  are 
oonductin^  the  most  sQccessful  Aobnct  for  secoring  the  Rights  of  Intbntors  to 
be  foand  in  the  United  States.  They  have  been  personally  familiar  with  the  pro- 
gr^s  of  Invention  and  Discovery  for  the  pa^t  sixteen  years,  and  have  prepared 
and  conducted  within  this  period  more  Patent  cases  than  any  other  Agenct  in 
rai  World.  As  an  evidence  of  the  confidence  reposed  in  their  ability  and 
btegrity,  they  may  with  propriety  refer  to  the  extraordinary  fact  that  over  two 
THOUSAND  PATENTS  have  issucd  to  their  clients  during  the  brief  space  of  only  two 
TBABs ;  and  during  the  same  period  they  have  examined,  through  their  efficient 
Branch  Office  in  Washington,  into  the  novelty  of  about  thret  thmuand  Lwentums, 
thus  affi>rding  to  them  a  knowledge  of  the  contents  of  the  Patent  Office  unriv&led 
by  any  existing  Agency.  *Not  only  this,  but  more  than  one-half  of  all  the  Patents 
Becnred  by  American  citizens  in  European  countries  are  taken  through  Munn  & 
Co.'8  Agencies  in  London,  Parjs,  Brussels,  Berlin,  and  Vienna. 

A  Manual  of  Advice  How  it  secure  American  and  Foreign  Paienis  will  be 
tent,  free  of  charge,  to  all  who  may  wish  for  them.  Messrs.  Munn  &  Co.'s  prin- 
cipal Offices  in  New  York  are  removed  from  128  Fulton  Street,  to  the  spacious 
rooms  in  the  new  Park  Buildings,  Nos.  37  Park  Row,  eastern  side  of  the  City  Hall 
Park,  and  145  Nassau  Street,  where  all  communications  should  be  addressed,  and 
where  Inventors  arO"  cordially  invited  to  call  whenever  they  visit  the  city.  Their 
Branch  Office  in  Washington  City  is  on  the  corner  of  F  and  Seventh  Streets,  di- 
nctly  opposite  the  Patent  Office.  Munn  '&  Co.  refer  by  permission  to  Hon.  J. 
Holt,  Hon.  C.  Mason,  and  Hon  W.  D.  Bishop,  Ex-Commissioners  of  Patents,  and 
to  over  ten  thousand  Inventors  in  the  United  States  whose  papers  have  been 
prepared  and  prosecuted  through  their  Agency. 

Address,  

No.  37  Park  Row,  New  York  City; 

SHEFFIELD  SCIENTIFIC   SCHOOL; 


TALE  COLLEGE. 


The  regular  courses  in  this  department  of  Yale  College  embrace  instruction  in 
^eoretical  and  Practical  Chemistry  and  Mineralogy;  in  Civili  Mechanical,  and 
Xioing  Engineering,  and  Metallurgy;  in  Agriculture,  Botany,  Zoology,  Gkology, 
^ysical  Geography,  and  the  French  and  Qerman  languages,  etc.  The  ftill  course 
^ttody  extends  through  three  years.   The  next  College  year  will  oommenoe  Sept.  18. 

For  drcolars  with  fiirther  particulars  apply  to 

Prof.  GEOBGB  J.  BRUSH,  SecreUry, 

New  Haven,  Conneotieot 
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HENRY  HOWSON'S 
PHILADELPHIA  AfiEKGY  fOR  PRO€IIR0G  PATENTS 

UNITED  STATES  AND  EUROPE, 

.  FORREST  PLACE,  No.  123J  SOUTH  FOURTH  STREET, 
PHILADELPHIA. 


AGENCIES  IK  LONDON,  EDINBURGH.  DUBLIN,  MANCHESTER, 

PARIS,  BRUSSELS,  VIENNA,  LEIPSIC,  BERLIN, 

AND  OTHER  EUROPEAN  CITIES. 


H.  HoWsoN  prepares  Specifications,  Drawings,  I>e(^dB  of  Assignment,  condacti 
Interferences,  Appeals,  Applications  for  Re-issues,  Extensions,  &c.,  attends  to  the 
filing  of  Caveats,  Reports  as  to  the  Patentability  and  Utility  of  Inventions,  and 
also  acts  as  Consulting  Attorney  to  either  counsel,  plaintiff,  or  defendant,  in  suite 
at  law  respecting  Patents. 

As  H.  H.<  visits  Washington  monthly,  he  is  prepared  to  take  charge  of  r^ected 
applications,  and  argue  such  cases  before  the  Examiners  and  Commissioner,  thus 
saving  to  inventors  the  annoyance  and  expense  of  personal  visits  to  Washington. 

Burlington,  Iowa,  October  2,  1857. 
DxAK  Sik:  I  take  this  occasion  to  state  to  you,  that  for  several  years  past  I 
have  been  acquainted  with  the  manner  in  which  you  have  conducted  your  business 
as  Patent  Solicitor.  This  has  always  been  highly  creditable  to  yourself,  and  satis- 
factory to  the  Patent  Office.  You  understood  your  cases  well,  and  presented  them 
in  that  intelligible  form  which  generally  insures  success.  I  make  this  Certificate^ 
in  hopes  that  it  may  be  serviceable  to  you  in  continuing  to  find  that  employment 
in  your  profession  to  which  your  industry,  intelligence,  and  courteous  bearing  so 
justly  entitle  you. 

Yours,  very  truly, 

CHAS.  MASON,  LaU  Commiawmer  of  Paienit. 
To  HxKBY  H0W8OK,  Esq. 

DRAWING. 

rflHE  subscriber  would  respectftilly  inform  his  friends  and  the  public,  that  he  oon- 
I  tinues  to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPOGRA- 
PHICAL, and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and  WA- 
TER COLORS.  Day  and  Evening  Classes  at  the  office,  and  instructions  given  in 
Schools  and  Families.   Drawings  for  Patents  correctly  made,  and  Designs  furniahed* 

JOHN  KERN, 
No.  229  North  Tenth  Street 
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CIVIL  AND  MECHANICAL  ENGINEERING. 


On  Incrustation  of  Marine  Boilers.    By  Mr.  P.  Jensen. 

Pram  tlM  I«iia<»  Mach«ii4»>  MagftsiDe,  May,  1889. 
Concluded  from  page  86. 

We  come  now  to  a  brief  survey  of  the  various  means  proposed  or 
idopted  for  preventing  incrustation.   They  consist  in — 
L  Surface  condensers. 

2.  By  heating  the  feed-water  to  such  a  temperature  before  enter- 
ing the  boiler  as  to  oblige  the  sulphate  of  lime,  and  other  salts,  to  ac- 
cnmalate  in  the  heater  only. 

3.  By  introducing  various  substances  into  the  feed-water,  before  en« 
tering  the  boiler,  the  feed-water  at  the  same  time  being  subjected  to 
beat  so  as  to  throw  down  the  salts  without  allowing  the  same  to  enter 
the  boiler. 

4.  By  introducing  various  substances  into  the  boiler  so  as  to  neu- 
tralize the  effect  ef  the  salts,  and 

5.  By  blowing  off  in  the  usual  or  various  other  ways. 

1.  Surface  condensers.-r-This  seems  at  once  to  do  away  with  the 
Buisance.  The  economy  anticipated  has  not,  however,  been  quite  real- 
ised in  practice.  It  has  been  found  necessary  to  inject  a  little  salt 
water  along  with  the  distilled  water  from  the  condenser,  and  the  du- 
ration of  the  boiler  has  been  found,  in  many  cases,  to  be  even  shorter 
than  with  salt  water,  the  reasons  for  which  it  is  not  thought  necessary 
to  enter  into  here. 

2.  Heating  the  feed-water,  before  entering  the  boiler,  to  such  a  de- 
gree that  the  salts  are  supposed  to  be  thrown  down  in  the  heater  in- 

YoL.  LIL^Tkikd  Sxbxis.^No.  8.— Sxptzmbib,  1866.  18 
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stead  of  the  boiler.  This  looks  very  feasible,  but,  after  all,  it  amoonts 
to  shifting  an  evil  from  one  place  to  another;  let  the  beater  be  choked 
"with  salt  and  incrustation  and  the  engineer  in  charge  has  his  hands 
as  full  as  ever.  To  be  admissible  on  board  ship  it  mnst  be  compact, 
and,  at  the  same  time,  accessible  for  thoroogh  scaling,  two  conditions 
not  very  easily  reconciled.  The  most  practical  shape  is  that  of  a  cas* 
ing  with  a  number  of  dishes  or  shelyes  piled  on  the  top  of  each  other 
in  the  same,  which  can  be  taken  out  and  replaced  by  clean  ones  in  a 
short  space  of  time.  This  plan  has  been  patented  by  Mr.  Spencer  (No. 
896),  and  in  1864  (No.  86)  by  M.  L.  E.  E.  Martin,  a  French  gentle- 
man. It  is  possible  that  this  idea,  by  no  means  novel,  possesses  prac- 
tical value,  and,  at  some  future  time,  may  prove  successful. 

8.  The  plan  of  medicating  the  feed-water  in  a  heater  before  it  is 
admitted  to  the  boiler,  feasible  and  correct  in  principle  as  it  appears, 
resolves  itself,  however,  into  a  commercial  question,  and  is  contingent 
upon  the  price  and  bulk  and  other  qualities  of  the  substances  propos- 
ed to  be  used  for  neutralizing  the  salts  contained  in  the  feed-water. 
Many  substances  have  been  proposed  for  this  purpose,  some  evidently 
not  of  a  harmless  character  as  regards  the  iron  plates  of  the  heater, 
some  evidently  so  expensive  as  to  be  out  of  the  question,  and  only  one 
or  two  are  of  a  really  feasible  character.  This  latter  class  will  be 
treated  under  the  next  head. 

4.  The  plan  of  admitting  foreign  substances  into  the  boiler  to  neu- 
tralize the  salts,  or  some  of  them  contained  in  the  sea-water,  has  found 
favor  with  a  great  many  inventors.  Suffice  it  to  say  that  nothing  has 
appeared  more  likely,  in  the  eyes  of  practical  and  scientific  geotlemen, 
than  soda.  Mr.  J.  B.  Napier  has  gone  into  an  e^^timace  of  the  com- 
mercial advantage  of  using  soda-ash  for  preventing  incrustations.  He 
assumes  the  boiler  to  work  at  270^  =  26  tt«.  per  square  inch,  and 
evaporating  at  that  temperature  7}  fts.  water  from  100^  per  9).  of 
coal.    The  following  is  his  table: 


Mecbanical  method. 

Cbemical  method.     ' 

8ea-water  Bupplied  to  boiler  at 
100<» 

16  lbs. 
7-6  lU. 
7-6  lbs. 

8216-6 

1276® 

lib. 

•166  lb.  coal. 

1166  lb.  coal. 

888 

Water  discbareed  at  270® 

•88 
7-6 

8216-6®  • 
14-i® 
lib. 

f   -0172  lb.  coal  X 
1    •0085Ib.8oda.a8b. 
/  1-017  lb.  coal  X 

Waaler  evaDorated 

Total  beat  evaporated  from— 
100°  at  270<»  =  1092  X  S-lOtb 
(T,  82— T.  82^ —1096 

Heat  discbarged •.*• 

Heat  conBumed  in  evaporation . . 
Fuel   consumed  in  preventing 

Total  fiiel 

Thus  it  seems,  he  says,  that  it  requires  only  172  Sbs.  of  coal  +  S5 
9>s.  of  soda-ash  containing  50^  of  soda  to  be  as  efficient  in  preventing 
crusty  as  1*550  9>.  of  coal  alone,  which  evaporates  7}  9>8^  of  water 
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from  100^  at  270^.  And  these  methods  are  equally  expensive  when 
fioda-ash  is  16  2  times  dearer  than  coal.  This  ratio  varies  with  the 
effieiency  of  the  fuel  and  the  temperature  of  the  evaporation.  In  this 
instance  the  loss  by  blowing  off  amounts  to  14  per  cent.  Now,  there 
is  no  doubt  that  soda  is  a  very  good  remedy  against  incrustations, 
and  it  has  been  repeatedly  recommended  by  eminent  chemists.  Un- 
fortanately,  even  this  remedy,  so  simple  and  efficacious  as  it  has 
proved,  has  its  drawback,  and  that  of  a  very  serious  nature.  In  a 
German  scientific  periodical,  Dingier' %  Journal^  volume  130,  page  153, 
A.  D.  1853,  we  find  it  mentioned  that  Professor  R.  Fresenius  had  re- 
commended the  use  of  a  certain  quantity  of  soda  as  a  certain  and 
cheap  means  for  preventing  incrustations  where  water  is  used  that 
contains  sulphate  of  lime  (or  plaster  of  Paris).  He  had  used  it  some 
months,  and  with  very  good  results.  The  factory  boiler  in  question, 
that  formerly  used  to  be  scaled  at  proportionately  short  intervals,  now 
remained  perfectly  clean,  and  even  patches  of  old  incrustation  too 
hard  for  removal  had  disappeared.  But  repeated  trials  and  careful 
examinations  had  shown  that  a  continued  use  of  soda  attacked  the 
boiler-plates  very  much.  Dr.  Zimmerman  thought  that  all  commercial 
soda  contained  more  or  less  cyan,  and  that  this  is  the  reason  of  the 
corrosion  of  the  plate.  Dr.  Rudolph  Bbttger,  who  mentions  this  fact 
m  his  PolyUehn4»che%  NottzblaU  of  1853,  (No.  20,)  says,  that  he  has 
made  several  experiments  himself,  according  to  which  all  commercial 
soda,  even  from  the  most  respectable  firms,  contain  cyannatrium,  and, 
in  consequence  of  this  discovery,  he  warns  others  against  using  it  in 
boilers  for  the  purpose  of  preventing  incrustations.  It  is  important  to 
bear  this  fact  in  mind  at  a  time  when  we  find  the  chief  inspector  of 
the  Manchester  Boiler  Association  recommending  the  use  of  soda  in 
steam  boilers.  Besides,  it  must  be  remembered  that  such  foreign  bodies 
introduced  in  the  boiler  produce  priming  with  all  its  evils. 

5.  Blowing  off. — The  original  practice  at  sea  was,  it  is  believed,  to 
blow  oir  from  the  bottom  only,  which  was  not  found  efficacious.  Sub-* 
seqaently,  additional  blowing  off  from  the  surface  was  resorted  to, 
and  this  first  at  stated  intervals  and  subsequently  continuously.  Thus 
we  find  Henry  Maudslay  and  Joshua  Field  already  in  1824  taking  out 
a  patent  (No.  5021)  for  withdrawing  a  fixed  quantity  of  brine  by  me* 
ters  of  any  kind ;  they  preferred  a  pump  with  a  loaded  discharge- valve 
drawin/r  from  the  lowest  part  of  the  boiler.  They  also  in  this  patent 
mention  a  tubular  regenerator  for  heating  the  feed-water  by  means  of 
the  heat  of  the  brine  drawn  off.  These  brine  pumps  were  at  one  time 
used  to  some  extent,  but  have  now  been  superseded  by  the  surface 
blow-off  system,  because  it  was  found  that  the  pumps  and  the  regene* 
rator  got  choked  with  salt  and  thus  became  inefficient.  Blowing  off 
from  the  bottom  has  now  become  almost  superseded  by  surface  blow- 
ing off,  because  the  latter  plan  has  been  found  the  more  efficient  of  the 
two.  The  impurities  contained  in  the  sea-water  being,  by  the  applica- 
tion of  the  heat  of  the  furnace,  brought  out  from  the  state  of  chemical 
solution  into  that  of  mechanical  mixture  in  minute  particles,  floating 
about  in  the  hot  water  and  steam,  are,  by  the  circulation  of  the  steam 


Digiti 


zed  by  Google 


148  CivU  and  Mechanical  EngiMering. 

and  water,  floated  to  the  surface  in  or  along  with  the  ji^lobules  of  steam 
risiDg  to  the  sarface  and  there  held  in  suepension  in  the  bath  of  steam 
and  water  till  accomulating  to  such  an  extent  as  to  subside  to  the  bot- 
tom, or  in  their  downward  course  adhering  to  the  surfaces  coming  in 
their  way.  It  is  hence  obvious  enough  why  it  has  been  found  advan- 
tageous  to  catch  these  impurities  before  they  can  do  any  harm  and 
blow  them  off.  Intimately  connected  with  the  question  of  blowine  off, 
is  that  of  sediment  collectors.  Various  sorts  have  been  proposed  for 
this  purpose ;  but  it  is  not  proposed  to  enter  into  this  subject,  for  the 
reason  that,  applicable  as  they  might  be  for  many  other  sorts  of  boil- 
ers, they  are  not  so,  in  the  author's  opinion,  as  regards  marine  tubu- 
lar boilers  as  now  universally  adopted,  except  in  the  shape  of  one  o** 
two  common  scum*pans,  because  any  comprehensive  system  of  pipes, 
pans,  and  vessels  of  any  sort  in  the  water-room  above  the  tubes  would 
impede  the  free  circulation  of  the  ascending  and  descending  currents, 
and  thus,  probably,  do  more  harm  than  good.  The  author  is,  how- 
ever, open  to  correction  in  these  remarks,  by  practical  men  having 
actually  tried  such  appliances.  And  this  leads  to  the  consideration  of 
probably  the  most  important  element  in  the  prevention  of  incrustation 
in  marine  boilers,  viz :  the  influence  that  the  construction  of  the  boiler 
itself  has  upon  the  subject. 

If,  as  has  been  shown  in  the  foregoing  remarks,  the  sulphate  of  lime 
becomes  all  but  insoluble  in  sea-water  at  a  pressure  of  20  jBbs.  per 
square  inch  above  the  atmosphere,  such  as  is  now  commonly  used  in 
marine  boilers,  and  if  it  is  a  fact,  nevertheless,  that  incrustation  can 
be  prevented  in  some  boilers  by  means  of  proper  and  assiduous  care, 
while  no  amount  of  care  will  prevent  it  in  others,  then  we  must  arrive 
at  the  conclusion  that  the  construction  of  the  boiler,  next  to  the  pro- 
per and  convenient  means  of  constantly  observing  the  state  of  the 
W8(ter  and  careful  attention  to  it,  forms  the  most  important  point  in 
this  inquiry.  You  may  build  marine  boilers  of  very  much  the  same 
general  internal  and  external  appearance  to  a  superficial  observer, 
and  still  one  is  a  good  and  the  other  is  a  bad  boiler  to  keep  clean  and 
to  scale.  It  is  obvious  that  it  is  only  by  the  rapid  and  free  circulation 
of  the  water  and  steam  that  we  are  enabled  to  work  with  salt  water 
at  all.  It  is  further  probable  that,  but  for  the  circumstance  that  the 
circulation  becomes  more  rapid  as  you  increase  the  working  pressure, 
and  consequently  the  temperature,  higher  pressures  than  20  lbs.,  going 
even  as  high  as  40  Sbs.,  have  been  found  practicable  with  salt  water. 
The  chief  principle  to  be  aimed  at  seems  this — wherever  the  greatest 
heat  is  communicated  to  the  plates  there  also  ought  to  be  the  greatest 
facility  given  for  a  rapid  circulation ;  and,  secondly,  make  the  boiler 
accessible  in  all  its  internal  parts,  and  especially  in  those  most  vital, 
viz :  those  in  which  scale,  when  formed,  is  most  injurious  and  danger- 
ous, which  are  those  exposed  to  the  greatest  heat.  The  scanty  room 
Senerally  allotted  to  marine  boilers,  makes  it  a  diflicult  task  for  the 
esigner  to  meet  the  above  requirements  without,  at  the  same  time, 
losing  sight  of  other  important  considerations,  such  as  economy  and 
strength.   The  common  multitubular  marine  boiler  may  be  so  designed 
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—and  *  this  does  not  happen  Tory  often — ^that  it  ma^  gire  little 
trouble  to  the-  engineer  in  oharge  to  keep  clean  and  scale  it — the  tabes 
mast  not  be  too  close  upon  each  other,  and  not  too  many  rows  in  the 
Tertical  line ;  ample  room  must  be  left  for  a  man  to  get  in  to  clean 
the  furnace  crown,  the  back  tube-plate,  and  the  spaces  between  the 
tubes.  The  plan  of  inclining  the  back  tube-plate  somewhat,  so  as  to 
allow  the  steam  to  escape  more  freely  from  the  same,  has  found  favor 
with  many  engineers,  and  has  also  collateral  advantages.  Of  late 
years  a  multitubalar  boiler  of  another  description,  the  vertical  water- 
tube  boiler,  by  Mr.  Martin,  a  chief  engineer  of  the  United  States 
Navy,  has  become  extensively  adopted  in  the  United  States  Navy, 
and  possesses,  no  doubt,  advantages  as  regards  scaling  the  tubes,  the 
water  being  in  them,  and  the  heated  products  of  combustion  passing 
outside  and  amongst  them.  This  cir/3umstance  renders  them  more 
easily  scaled  inside  with  circular  scrapers  than  is  practicable  with  the 
tubes  in  onr  common  marine  boilers,  that  want  scaling  outside  and  never 
can  be  effectually  scaled  by  mere  mechanical  means.  The  Field  boil- 
er, DOW  well  known  amongst  engineers,  and,  because  of  the  very  rapid 
circulation  in  the  tubes  possessing  the  important  advantage  of  keep- 
ing the  tubes  themselves,  and  also  the  tube-plate  in  which  they  are  in- 
serted, free  from  scale,  ought  to  do  well  for  marine  purposes,  one  should 
think,  although,  of  course,  practice  will  answer  that  question.  In 
American  men-of-war,  where  they  seem  to  be  able  to  afford  more  boiler 
space  than  in  the  British  Navy,  is  often  used  a  long  circular  return- 
tube  boiler,  the  tabes  being  of  large  diameter  (say  1  ft.  or  more),  with 
very  ample  water-spaces  around  and  between  them.  They  are,  on  ac- 
count of  their  shape,  capable  of  working  with  80  fi>s.  to  40  fts.  per 
square  iuch  almost  without  staying,  and  also  to  use  salt  water  at  high 
pressure.  Many  other  boilers  proposed  or  adopted  for  marine  pur- 
poses might  be  mentioned,  but  it  would  be  to  travel  beyond  the  subject 
to  go  into  the  details  of  this  question.  To  illustrate  the  importance  that 
has,  at  all  times,  attached  to  this  subject,  the  author  here  enumerated 
the  more  prominent  patents  that  have  been  taken  out  in  this  country 
for  preventing  incrustation  in  boilers.  Our  limited  space  only  enables 
QS  to  note  a  few  of  the  many  propositions  advanced* 

B.  B.  Lindsay,  1856,  (No.  879.) — Applies  highly  heated  steam  or 
air  to  cause  the  incrustation  to  crack,  the  boiler  being  cold  at  the 
commencement  of  the  process.  This  method  has  been  tried  with  great 
nceeas  in  the  Boyal  Navy,  and  seems  to  offer  great  advantages  where- 
€fer  it  can  be  applied. 

A.  C,  L.  C,  and  J.  L.  Caaartelli,  1856,  (No.  2628.)— A  salinometer 
eonaisting  of  two  tubes,  the  ends  of  which  are  supported  in  two  cocks. 
One  cook  is  marked  ^^blow,"  and  the  opposite  one  '* limit."  Each  tube 
•contains  a  bead  or  flow  adj  usted  to  certain  gravities,  that  in  tube  **  blow  *' 
hsmg  lifffatest.  When  density  of  water  reaches  the  gravity  of  float  in 
tube  *'d1ow,"  the  same  will  rise  in  tube  and  indicate  that  more  feed 
should  be  admitted,  but  the  float  in  tube  ^Mimit"  will  not  rise  till  den- 
4Bt^  ezoeed  that  of  the  other  to  a  certain  extent.  When  float  in  tube 
^ limit''  rises^  water  should  be  fed  in  to  pre?ent  too  great  d^uity. 
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Tliis  instrument  may  also  be  nsed  as  a  water-gauge.    The  annexed 
plan  is  not  nnlike  Seaward's  salinometer  patented  many  years  ago. 

Mr.  R.  Armstrong,  1861,  (No.  1472.) — His  patent  consists  of  a  boiler 
with  a  vertical  circular  fire*boz,  with  oval  cross-tubes,  whose  longest 
axes  are  horizontal  in  the  centre  and  vertical  at  the  end.  He  has  also 
a  plan  for  a  feed-water  heater  consisting  of  a  cast  iron  cistern,  serying 
as  foundation  for  boiler  to  stand  on,  and  the  heat  radiating  from  the 
furnace  heats  the  feed-water.  This  case  is  divided  into  two  nneqoal 
parts  by  a  partition  across  reaching  to  within  half  an  inch  of  cover 
or  lid,  which  is  to  have  a  thick  projecting  convexity  to  dip  at  least 
one  inch  below  the  surface  of  water  when  the  larger  part  is  fully 
charged  with  feed-water.  The  water  expanding  at  the  surface  gradu- 
ally passes  over  to  top  of  partition  to  smaller  part;  the  sediment  set- 
tles in  the  larger  part.  He  lines  or  lags  inside  of  shell  with  wooden 
staves,  to  prevent  incrustation. 

Mr.  R.  Needham,  1861,  (No.  8285.)— A  longitudinal  pipe  at  the 
bottom  of  boiler  connected  to  a  cock  or  valve  outside.  The  pipe  has, 
at  the  bottom,  an  aperture  for  entrance  of  mud  and  sediment,  and  at 
top  a  number  of  vertical  pipes,  each  with  ventilator-shaped  funnel  al 
water-line,  with  mouth  turning  towards  front  of  boiler,  the  flow  of  wa- 
ter being  from  the  front  to  the  back. 

Mr.  G.  Spencer,  1862,  (No.  896.) — On  some  convenient  part  of  boiler 
in  connexion  with  the  steam-space,  a  close  vessel  furnished  with  a  lot 
of  diaphragms  or  dishes  placed  one  over  the  other ;  through  the  cen- 
tre or  sides  of  each  vessel  he  brings  the  feed-water  pipe,  so  that  it  dis- 
charges into  the  top  dish,  from  which  it  flows  down  from  one  to  an- 
other through  holes  or  spaces,  with  raised  edges  not  quite  so  deep  as 
raised  edges  round  edge  of  dish.  The  whole  interior  is  in  contact  with 
steam  from  the  boiler.  In  addition  he  coats  the  inside  of  the  vessel 
and  dishes,  and  the  inside  of  the  boiler,  with  a  suitable  substance,  such 
as  Green's  oxide  paint,  to  prevent  adhesion  of  deposited  salts  to  the 
metal. 

After  this  brief  notice  of  the  more  prominent  patents,  it  is  intended, 
in  conclusion,  to  mention  some  of  the  well-known  constructions  of 
salinometers ;  for  if  it  be  true,  as  seems  to  be  the  prevailing  opinion 
among  marine  engineers,  and  as  it  has  been  shown  in  the  foregoing, 
that,  after  all,  we  must  depend  more  upon  blowing  off  than  anything 
else  to  prevent  incrustation  in  marine  boilers,  then  the  salinometer 
deserves  more  than  a  passing  notice.  One  of  the  first  in  order  of  time 
is  that  invented  twenty-six  years  ago  by  the  late  eminent  engineer, 
Mr.  Samuel  Seaward.  The  instrument  consisted  of  a  strong  glass  tube, 
about  I  in.  bore  and  14  ins.  long,  fixed  at  each  end  in  a  brass  frame,  to 
which  are  attached  four  cocks,  one  at  each  end  and  two  at  the  side.  By 
the  two  latter  cocks  the  instrument  is  attachqtl  to  the  front  of  the  boiler 
at  such  a  height  that  the  water  in  the  boiler  may  fill  the  glass  tube. 
On  opening  the  two  cocks  attached  to  the  boiler,  the  water  will  rise 
from  the  bottom  of  the  same  by  a  pipe  from  the  lower  cock  and  fill 
the  fflass.  On  closing  these  cocks  and  opening  the  upper  one  two  balls 
are  dropped  into  the  tube,  the  first  ball  being  adjusted  to  one  degree 
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heavier  than  the  -vrater  is  intended  to  be  maintained  at  in  the  boiler, 
the  second  ball  one  degree  lighter ;  then  close  the  npper  cock,  leaving 
the  oommunication  with  the  boiler^pen.  Now,  if  the  density  of  the 
water  shonld  increase  beyond  the  standard  adopted,  the  lower  ball 
wonld  rise,  and  if  it  should  decrease  the  apper  ball  would  sink.  This 
is  avery  ingenious  but  rather  delicate  instrument,  the  use  of  which  has 
now  for  many  years  been  superseded  by  other  contrivances.  The  sim- 
plest, though  crudest,  is  one,  it  is  believed,  still  extensively  used  in  many 
places,  and  consists  simply  in  a  can  or  measure,  sometimes  detached 
from  and  sometimes  attached  to  the  boiler.  This  vessel  is  filled  with 
water  from  the  boiler  at  certain  intervals  for  ascertaining  the  density ; 
the  water  is  allowed  to  cool  down  until  a  certain  temperature  is  obtain- 
ed 8'  \  found  by  dipping  a  thermometer  into  it,  and  then  the  hydro* 
meter,  graduated  to  that  temperature,  is  dipped  in,  which,  by  the  de- 
gree of  its  immersion,  indicates  the  specific  gravity  or  density  of  the 
water.  Such  an  instrument  will,  of  course,  fulfill  the  object  of  showing 
the  density  any  time  it  may  be  required,  but  the  operation  is  tedious 
and  requires  care,  and  handling  such  delicate  glass  instruments  is  not 
exactly  the  thin^  in  rough  weather,  when  the  engineers  have  many 
parts  of  the  machinery  requiring  their  constant  attention.  The  next 
step  was  the  introductien  of  more  practical  and  complete  apparatus, 
the  most  commonly  known  of  which  is  that  called  How's  salinometer. 
The  construction  of  this  instrument  will  be  seen  from  Plate  III.,  Figs. 
6  and  7.  How's  salinometer  case  contains  a  separate  compartment  n>r 
the  hydrometer  and  thermometer,  and  it  is  easy  enough  at  any  time  to 
let  in  the  water  from  the  boiler  so  as  to  fill  the  case,  shutting  off  the  oom- 
munication with  the  boiler  and  blowing  off  the  surplus  water,  if  any ; 
the  density  of  the  water  when  the  ebullition  has  ceased  can  be  read 
off.  But  this  ebullition,  resulting  from  the  reduced  pressure  of  the 
atmosphere  to  which  the  water  in  the  salinometer  case  now  becomes 
subjected,  causes  a  quantity  of  hot  water  to  be  thrown  out  of  the  case, 
thus  exposing  the  engineer  to  be  scalded ;  the  sudden  rush  of  water 
from  the  boiler,  if  not  properly  checked  by  opening  the  cock  very 
carefully,  tends  also  to  throw  the  hydrometer  with  great  force  upwards, 
causing  the  danger  of  breaking  it ;  nevertheless,  this  instrument  has 
been  and  is  still  extensively  used. 

A  more  complete  salinometer  than  the  preceding  one  is  illustrated  by 
Plate  III.,  Fig.  8.  This  is  the  invention  of  Mr.  Long,  a  chief  engineer 
of  the  United  States  Navy.  The  objections  to  How's  salinometer  are 
obviated  in  this  instrument  by.  the  addition  of  another  separate  tube. 
This  latter  contains  a  smaller  internal  tube  by  means  of  a  cock  com- 
municating at  the  bottom  with  the  water  in  the  boiler  while  the  top  is 
dosed,  but  having  small  openings  near  the  upper  extremity,  through 
which  the  water  can  escape  in  the  outer  compartment  of  the  long  tube 
or  vessel,  the  steam  at  the  same  time  freely  disengaging  itself.  The 
long  casing  communicates  at  the  bottom  with  the  salinometer  casing, 
which  is  fitted  with  a  thermometer  and  a  hydrometer.  By  this  arrange 
ment  the  rush  of  water  and  the  violent  ebullitions  are  checked,  and 
thus  the  density  of  the  water  can  be  observed  without  danger  and  in- 
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convenience.  But  a  more  convenient  and  less  cnmbersome  apparatiu 
is  represented  by  Plate  III.,  Figs.  1  and  2.  This  salinometer,  the  in- 
vention  of  Mr.  Gamble,  chief  engiilteer  of  the  steamer  Oittf  of  Norwich^ 
has  all  the  advantages  of  Long's,  while  the  whole  apparatus  is  contained 
in  one  piece,  thus  offering  less  obstruction,  being  more  sightly  and  tak- 
ing up  less  space  in  the  engine  room.  This  salinometer  is  now  coming 
extensively  into  use,  and  is  being  manufactured  by  Messrs.  Hay  ward, 
Tyler  k  Co.,  of  Whitecroes  Street. 

In  Plate  III.,  Figs.  8,  4,  and  5  is  shown  an  improved  pattern  of  the 
same  apparatus.  The  water  is  admitted,  through  the  side  entrance  of  the 
four-way  cock,  into  the  hollow  of  that  cock,  and  from  there,  by  open- 
ing the  regulating  screw  of  the  jamb-valve,  into  the  bent  copper  tube  in 
the  salinometer  case.  At  the  top  of  the  bend  is  a  hole  for  letting  the 
steam  freely  escape.  By  passing  through  in  this  way  the  force  of  the 
water  is  broken,  and  it  will  now  enter  the  larger  tube  containing  the 
hydrometer  quietly.  That  tube  is  cut  open  on  one  side,  and  a  corres- 
ponding hole  left  in  the  casing,  with  a  glass  plate  inserted  in  the 
same,  shows  the  density  of  the  water  at  any  time.  By  the  side  of  the 
hydrometer-tube  is  a  cavity  containing  the  thermometer,  the  indica- 
tions of  which  can  likewise  be  seen  through  a  glass.  An  overflow-pipe 
carries  the  surplus  water  away.  Closing  the  jamb- valve  occasionally 
and  then  blowing  through  from  the  boiler  enables  the  engineer  to  clear 
the  supply-pipe  from  any  sediment,  and  this  is  an  important  point. 
The  next  operation  in  starting  the  salinometer  afresh,  is  to  blow  it 
through,  which  can  be  easily  aone  by  opening  the  jamb-valve  and  set- 
ting the  handle  of  the  four-way  cock  so  that  a  line  on  the  dial  plate 
points  straight  through  from  the  salinometer  to  the  waste-pipe ;  this 
clears  the  salinometer  and  allows  the  water  in  the  supply- pipe  time  to 
cool  down  before  entering  the  salinometer.  200^  Fahr.  is  the  tem- 
perature the  hydrometer  is  gauged  to.  By  the  regulating  screw  of  the 
jamb> valve  this  can  be  easily  and  conveniently  obtained  as  well  as  re- 
tained. Another  great  advantage  in  this  practical  little  instrument, 
though  it  may  not  at  first  sight  appear  to  amount  to  much,  is  the 
arrangement  of  the  scales.  The  indications  are  given  outside  the 
brass  face  of  the  instrument  where  they  can  be  read  off  instantly.  In 
conclusion,  there  is  no  doubt  that,  after  ail,  blowing  off  in  the  proper 
manner  is  the  best  means  of  preserving  the  boiler,  that  there  cannot  be 
given  the  engineer  facility  enough  to  do  so,  and  that  a  salinometer  poa- 
fiessing  the  advantages  just  described,  which  are  fully  borne  out  in 
practice,  forms  the  best  safeguard  against  the  incrustation  of  marine 
boilers. 

The  Sydravlic  Propeller. 

From  Um  London  Mecbuks'  Mmiiinis  April,  1866w 

The  attention  of  the  scientific  world  has  recently  been  directed  to 
%  practical  illustration  of  a  system  of  hydraulic  propolsion  which  has 
been  sucoeasfally  worked  out  by  Mr.  N.  W.  Ruthven,  of  BlackwaU, 
in  a  vessel  called  the  XfautUu9.  In  our  last  number)  we  briefly  uoticed 
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a  private  trial  of  this  new  principle  of  motion  as  applied  to  the  above 
vewel)  and  which  was  attended  with  highly  successful  results.  No 
leas  satisfactory  were  those  which  accompanied  a  run  made  on  Satur- 
day last  with  the  NatUiltiSj  from  London  Bridge  to  Long  Reach  and 
back.  We  may  premise  that  the  vessel  was  built  by  Mr.  Ruthven  at 
the  Orchard  Yard,  Blackwall,  for  the  purpose  of  practically  proving 
the  advantages  of  this  method  of  propulsion.  Her  hull  resembles 
somewhat  that  of  one  of  the  Citizen  boats;  she  is  of  the  same  length, 
bat  much  broader  and  deeper,  and  fuller  in  the  lines,  so  that  in  con- 
structive outline  the  Citizen  possesses  a  decided  advantage.  She  is 
fitted  with  two  steam  engines,  each  of  about  10  nominal  horse  power, 
by  Mr.  Smith,  of  Wells  Street,  Oxford  Street,  her  cylinders  being  17 
inches  with  2  feet  stroke.  Her  boilers  are  of  the  ordinary  type,  and  were 
made  by  Messrs.  Camroux  &  Co.,  of  Deptford.  But  the  point  to  which 
our  attention  is  chiefly  to  be  directed  is  the  propelling  apparatus,  which 
is  based  upon  the  principle  of  the  turbine.  It  consists  of  the  combina- 
tion of  a  centrifugal  pump  of  peculiar  form  with  curved  plates,  by 
which  the  water  is  drawn  into  the  vessel  from  beneath  her  and  dis- 
charged in  dififerent  directions.  The  reaction  caused  by  its  outflow 
drives  the  vessel  in  a  direction  opposite  to  that  in  which  the  water 
affects  its  exit.  In  the  Nautilu%y  water  is  admitted  through  apertures 
in  the  bottom  of  the  vessel  into  a  water-tight  compartment  in  which 
a  horizontal  turbine  wheel,  7  feet  in  diameter,  is  placed,  which  is 
actuated  from  a  vertical  shaft  connected  with  the  two  steam  cylinders* 
The  wheel  is  placed  below  the  water-line  of  the  vessel  and  thus  is  al- 
ways immersed.  A  pipe  is  taken  from  the  water-space  to  each  side  of 
the  vessel,  each  pipo  terminating  with  two  delivery-nozzles,  10  inches 
in  diameter,  placed  outside  at  right  angles  to  the  pipes,  and  which, 
consequently,  point  fore  and  aft  the  ship.  A  valve  is  fitted  to  each 
delivery-pipe  at  its  junction  with  the  nozzles,  and  which  is  actuated 
from  a  raised  deck  built  over  the  engine  house  for  the  captain,  who, 
by  turning  a  valve,  can  eject  the  water  from  either  nozzle  singly,  or 
from  both  at  once.  Such,  in  brief,  is  the  simple  apparatus  with  which 
the  Nautilus  is  fitted,  and  which  possesses  palpable  advantages  over 
the  ordinary  methods  of  propulsion. 

We  are  to  examine  into  these  advantages,  inasmuch  as  the  success 
of  the  Nautilus  has  been  very  marked,  and  also  because  the  Water- 
taitekf  an  iron-cased  gun  vessel  of  778  tons,  and  167  horse  power,  is 
now  being  fitted  with  engines  upon  Mr.  Ruthven's  principle.  In  the 
first  place,  there  will  be  no  loss  of  power  from  slip  as  with  the  paddle- 
wheel  or  screw,  so  that  with  equal  quantities  of  fuel  greater  power  is 
obtained.  In  the  next  place,  the  engines  give  a  uniform  and  continu- 
ous power,  resulting  in  a  smooth  motion,  so  that,  all  things  being  equal, 
there  is  an  absence  of  vibration,  so  detrimental  to  the  vessel.  Then 
we  have  no  reaction  on  the  engines  from  the  motion  of  the  vessel  in 
a  heavy  sea,  the  propelling  power  remaining  as  efficient  in  a  storm  as 
in  a  calm.  Hence  the  risk  of  damage  to  machinery  is  obviated, 
and  on  a  long  voyage  a  practical  increase  of  speed  or  economy  of  fuel 
would  result.     The  Nautilus  is  independent  of  her  rudder,  and  can 
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be  turned  on  her  centre  by  the  propeller  atone  withont  the  helm  and 
withoat  steerage-way.  The  motive  power  is  completely  under  the  con* 
trol  of  the  commander  by  means  of  the  valves,  so  that  no  communica- 
tion with  the  engines  is  necessary  for  backing  or  turning.  As  applied 
to  the  Water-witch^  and  vessels  of  war  in  general,  the  hydraulic  pro- 
peller offers  still  further  advantages.  The  propelling  power  being 
situated  within  the  vessel,  the  risks  to  paddles  or  screws  from  shbt, 
fouling,  or  other  accidents  are  avoided.  Whatever  the  draft  of  water 
may  be,  the  propeller  will  work  effectively,  so,  as  long  as  the  vessel 
floats,  she  must  be  propelled.  Provision  is  made  for  shutting  off 
the  regular  supply  of  water  from  the  canals,  so  that  in  the  event  of 
the  ship  bein^  pierced  with  shot  or  springing  a  leak,  the  water  from 
the  leak  is  taken  up  instead  for  supplying  the  centrifugal  pump.  The 
water  would  thus  be  kept  under  and  the  vessel  propelled  at  the  same 
time,  as  with  a  500  horse  power  engine  about  1000  tons  of  water  per 
minute  could  be  discharg^  through  the  nozzles.  There  is  a  mariced 
difference  in  the  construction  of  vessels  fitted  with  paddles  or  screws, 
and  those  propelled  by  hydraulic  power.  In  the  paddle-boat  we  have 
paddle-wheels  and  boxes,  sponson  beams,  and  the  paddle-shaft ;  and 
in  the  screw  vessel  there  is  the  screw-shaft,  screw-tunnel,  and  the  solid 
wrought  iron  double  stern-post,  so  costly  in  large  screw  vessels,  all 
of  which  are  avoided  with  the  hydraulic  propeller.  Here  is  simpW  a 
turbine  wheel,  water-chamber,  and  nozzles,  the  cost  of  oonstructing 
which  need  not  exceed  that  of  those  parts  in  the  paddles  or  screw 
which  are  dispensed  with.  These  considerations  point  out  that  the 
important  element  of  safety  is  present  in  a  very  marked  degree  in 
Mr.  Ruthven's  system,  whilst  the  appearance  of  the  vessel  is  much 
improved,  as  in  the  construction  of  the  hull  the  lines  of  a  perfect  sail- 
ing ship  can  be  maintained,  the  propellers  in  no  way  interfering  with 
the  efficiency  of  the  vessel  as  such. 

The  invention  of  the  hydraulic  method  of  propulsion  is  not  a  thing 
of  yesterday.  Many  attempts  have  been  made  at  various  times  to  ac- 
complish the  object,  but  all  endeavors  to  adopt  theory  to  practice 
proved  futile  until  Mr.  Ruthven,  in^l839,  invented  an  apparatus  for 
doins  so.  A  small  vessel  9  feet  long  was  constructed  about  that  time, 
and  later  on,  in  1844,  a  larger  one  40  feet  long,  both  being  worked 
by  steam  power  and  fitted  with  Mr.  Ruthven's  propeller.  These  ves- 
sels attracted  considerable  attention  at  the  time,  and  the  Admiralty 
directed  Mr.  Murray,  the  present  chief  engineer  of  Portsmouth  Dock- 
yard, to  experiment  with  the  larger  one.  Although  the  results  were 
highly  favorable,  and  although  Mr.  Ruthven  exerted  himself  to  have 
the  invention  taken  up,  it  was  only  a  nine  days  wonder,  the  inventor's 
best  efforts  being  unsuccessful.  Still,  however,  he  tenaciously  clung 
to  his  idea  of  its  practical  adoption,  and  in  1849  a  few  further  improve* 
ments  were  mad^  which  were  subsequently  introduced  in  a  vessel  about 
80  feet  long,  which  was  placed  on  the  Thames.  It  was  not,  however, 
until  1853  that  the  first  vessel  for  commercial  purposes  was  made. 
This  was  the  Albert^  which  was  built  in  Prussia  by  a  Mr.  Sydel,  partly 
at  the  expense  of  the  Prussian  government,  the  engines  and  other 
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machinery  being  fttrnished  by  Mr.  Buthven.  This  yesBel  has  been 
employed  ever  since  running  regularly  on  the  Oder,  where  she  has 
Moyed  the  complete  success  of  the  invention.  But,  for  all  this,  Mr. 
ButhTen'e  patent  expired  before  the  principle  could  be  commercially 
tested  in  England,  so  that,  in  1863,  the  Privy  Council,  impressed  with 
its  merits  by  the  practical  evidence  given,  renewed  the  patent  for 
ten  years.  This  is  the  only  instance  on  record  of  such  a  lengthened 
period  being  granted,  and  may  not  occur  again.  Having  obtained  a  re- 
newal of  his  patent,  Mr.  Buthven  again  set  to  work  to  construct  a 
vessel  in  which  the  system  should  be  exemplified,  and  thus  the  Naw' 
tilu$  came  into  existence.  Since  the  NatUilus  was  commenced  the 
Admiralty  have  been  induced  to  apply  the  hydraulic  propeller  to  the 
Waier-iintch^  now  being  built  by  the  Thames  Iron  Works  Company,  and 
engined  by  Messrs.  Dudgeon,  of  Millwall.  The  engines  and  hydraulic 
machinery  have  been  designed  by  Mr.  Buthven,  who  is  also  superin- 
tending their  construction.  The  vessel  is  expected  to  be  ready  in  May 
next,  and  will  afford  an  example  of  the  working  of  the  principle  on  an 
extended  scale. 

The  trial  made  on  Saturday  last  with  the  NautUtM  was  as  satisfac- 
tory in  its  results  as  those  which  had  preceded  it.  The  Nautilus  ran 
against  the  Iron  Boat  Company's  vessel  Volunteer^  of  24  horse  power, 
which  she  distanced  without  any  apparent  effort.  That  the  Volunteer 
did  her  best  was  evident  from  her  firing-up,  but  in  order  to  see  that 
all  was  fair,  Mr.  Steel,  of  the  Machinery  Department,  remained  on 
board  of  her  during  the  run.  As  the  Water^wiieh  is  being  engined 
npon  the  same  principle  as  the  NautUue^  the  Admiralty  naturally 
manifested  some  anxiety  upon  the  subject,  and,  although  the  trip  on 
Saturday  was  not  an  official  one,  several  government  officials  were 
present  to  observe  and  report  upon  the  proceedings.  Among  these 
were  Admiral  Elliot,  Mr.  Murray,  of  the  Portsmouth  Dockyard,  and 
Mr.  Steel ;  Captain  Englemere  and  several  other  practical  officers  of 
the  Peninsular  and  Oriental  Company  were  also  present.  As  the  trial 
was  not  an  official  one  results  of  a  general  character  only  can  at  pre- 
sent be  given,  but  when  the  official  run  is  made  we  shall  hope  to  lay 
before  our  readers  the  details  of  working.  It  may,  therefore,  be  stated 
that,  from  the  trials  already  made,  it  is  found  that,  with  the  engines 
working  smoothly  and  steadily,  and  up  to  their  full  speed  of  85  reve- 
lations, the  NautUue  can  maintain  a  speed  of  twelve  miles  an  hour. 
On  {Saturday  this  vessel,  fitted  with  engines  of  20  horse  power,  cer** 
tainly  distanced  the  Vohmteer  with  24  horse  power,  thus  proving,  at 
any  rate,  the  soundness  of  the  principle  of  hydraulic  propulsion.  Al- 
though we  must  wait  for  the  practical  trial  at  the  measured  mile  for 
exact  resolto,  we  may  fairly  pronounce  the  trips  which  have  been  al- 
ready made  to  be  highly  successful.  Constructed  on  a  model  unusually 
foil  in  the  lines  and  with  no  extraordinary  power,  this  vessel  may  be 
considered  to  afford  a  severe  and  reliable  test  of  the  principle  she  illus- 
trates. The  steering  of  the  NmUilu9  is  effected  by  a  rudder  of  pecu- 
liar construction,  which  is  also  the  invention  of  Mr.  Buthven,  and  ap- 
plied, for  the  first  time,  to  this  vessel.  It  is  of  the  usual  breadth^  but. 
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instead  of  being  in  one  piece,  it  is  divided  into  four  parts  and  held 
together  by  joints  or  hinges.   When  put  over,  these  parts,  by  a  simple 
arrangement,  form  a  concave  surface  to  the  action  of  the  water,  and 
the  water  thus  deflected  presses  with  great  force  upon  the  rudder,  by 
which  means  the  vessel  is  turned  in  about  one-third  the  time  usually 
required.  The  apparatus  which  actuates  the  rudder  is  another  crea- 
tion of  Mr.  Ruthven's  genius^  and  consists  of  a  working  leyer  on  a 
fixed  pin  at  one  end,  and  with  a  power  applied  at  the  other,  but  with 
a  link  about  the  middle  of  it  connected  with  the  end  of  the  ship's  tiller. 
The  power  in  the  NautiluB  is  a  spiral  spring,  but  any  other  ayailable 
power  can  be  applied,  from  a  simple  pulley  and  weight  to  a  powerfol 
hydraulic  piston.   Mr.  Ruthven's  object  is  to  overcome  a  difficulty  in 
moving  the  helms  of  ships,  especially  screw  steamers,  when  going  at 
high  speeds.    So  he,  by  this  apparatus,  applies  an  extra  amount  of 
power  to  the  tiller,  which  power  can  be  so  regulated  as  to  assist  the 
helmsman  to  the  extent  of  the  water-pressure  on  the  rudder.     The 
rudder  is  in  effect  held  in  a  state  of  equilibrium,  the  helmsman  being 
thus  relieved  of  the  labor  of  heaving  over  the  helm,  and  leaving  him 
simply  the  duty  of  guiding  it.   From  its  construction  it  will  be  seen 
that  the  apparatus  has  the  further  advantage  of  acting  as  a  counter- 
poise, and  thus  prevents  the  sudden  shock  to  the  rudder  and  flying 
round  of  the  wheel  on  the  helm  being  righted  or  shifted.   The  appa- 
ratus is  not  necessarily  an  adjunct  of  Mr.  Ruthven's  rudder,  and  may 
be  applied  to  any  description  of  rudder.    Upon  the  whole,  then,  we 
have  to  congratulate  Mr.  Ruthven  upon  the  very  successful  result  he 
has  by  dint  of  patience  and  perseverance  at  length  achieved.   Machin- 
ery more  simple  could  not  be  conceived  for  the  purpose ;  hence  re- 
newals and  repairs  can  never  form  large  items  in  the  cost  of  mainte- 
nance.  Judging  from  what  has  been  done  already  in  testing  its  effi* 
ciency,  we  may  infer  the  hydraulic  propeller  is  destined  at  length  to 
assume  a  position  of  importance  in  the  world  of  marine  engineering. 


The  Ojfcloecopej  far  eettinff  out  Railway  or  oilier  Ourve9  ¥nthout  the 
aid  of  the  Traneit  Theodolite.  By  Mr.  H.  Tbmple  Hvmphrkts. 

Vrom  the  Londoo  M echMlci'  Maguina^  Jntte,  1806. 

At  a  recent  meeting  of  the  Institution  of  Civil  Engineers,  Mr.  H. 
Temple  Humphreys,  Assoc.  Inst.  C.  E.,  exhibited  and  explained,  with 
diagrams,  an  instrument  called  the  Gyclosoope,  for  setting  out  railway 
or  other  curves  without  the  aid  of  the  transit  theodolite,  &e.  Exter* 
nally  it  somewhat  resembled  a  box-sextant.  It  was  composed  of  two 
essential  parts  only,  viz :  two  plane  mirrors,  one  of  which  was  silvered 
over  the  whole  of  its  surface,  and  the  other  over  one*half  of  its  surface. 
By  a  law  of  physical  optics,  which  was  called  either  combined  or  sue* 
cessive  reflexions,  a  series  of  images  would  be  formed  in  the  half  mirror, 
which  were  rendered  available  to  set  out  any  curve  of  any  given  radius 
by  applying  the  eye  to  an  eye-hole  in  the  back  of  the  whole  mirror, 
and,  at  the  same  time,  setting  the  two  mirrors  at  an  angle  to  one  an- 
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other  equal  to  the  required  tangential  angle.  Then  the  several  suc- 
cessife  reflected  images  of  a  ranging-rod,  for  instance,  were  seen  to 
lie  upon  the  circumference  of  a  mathematically  true  circle.  The  curve 
▼as  then  readily  set  out  in  the  field  by  simply  placing  other  ranging- 
rods  in  line  with  these  several  images.  This  could  be  done  by  looking 
through  the  unsilvered  half  of  the  half  mirror,  and  planting  the  ro£ 
opposite  to  and  overlapping  the  successive  reflexions.  No  error  could 
arise  in  the  manipulation,  and  the  whole  process  of  setting  out  a  true 
cnrye  was  shortened  and  simplified.  After  setting  the  mirrors  to  the 
requisite  tangential  angle,  no  farther  adjustment  or  support  was  needed 
than  could  be  afforded  by  the  top  of  a  ranging-rod  placed  at  the  com- 
mencement of  the  curve,  and  shifted  occasionally  to  any  stake  on  the 
carve  that  the  limits  of  distinct  vision  might  require. 


Cantor  Leeturee. — On  Submarine  Telegraphy.  By  Flbbmiko  Jekedt, 
Esq.,C.E.,  F.R.S. 

From  tiM  London  Journal  of  the  Society  of  Arts,  Mo.  eSO. 
LBCTURB  I. 

The  Insulated  Conductor  and  its  Properties. — The  lecturer  stated, 
that  in  the  lectures  he  was  aboat  to  deliver  he  should  aim  rather  at 
spreading  more  widely  the  knowledge  possessed  by  those  practically 
acquainted  with  submarine  telegraphy,  than  at  announcing  the  latest 
discoveries  or  most  novel  theories. 

Terms  used — Conductor^  Insulator^  Battery ^  Earthy  Circuity  Cur- 
rent,— Some  elementary  explanations  were  given  with  the  view  of  ex- 
plaining these  terms.  The  action  of  a  current  on  a  magnetic  needle, 
the  simplest  form  of  galvanometer  and  electro-magnet,  were  shown, 
with  their  application  to  practical  telegraphy.  The  two  sources  of 
failure,  viz :  want  of  continuity  in  the  conductor,  and  want  of  insula- 
tion forming  a  short  circuit,  were  explained.  The  reflecting  galvano* 
meter  was  exhibited  as  a  means  of  indicating  a  feeble  current. 

The  following  is  a  more  detailed  abstract  of  the  rest  of  the  lecture : 

2.  Component  Parts  of  Submarine  C^aife.— These  are— 1st,  the  con- 
ducting wire,  generally  formed  of  copper ;  2d,  the  insulator,  surround- 
ing the  conductor,  generally  gutta-percha  or  india  rubber ;  8d,  the 
outer  covering,  intended  to  give  strength,  and  generally  formed  of  a 
hempen  serving,  surrounded  by  iron  wires,  laid  as  in  a  rope  round  and 
round  the  core. 

8.  Cimductar. — (a.)  Mechanical  Properties, — The  conductor  is  al- 
most universally  made  of  copper,  but  a  solid  copper  wire  is  apt  to  be 
brittle,  breaking  after  being  bent  a  few  times.  Interruptions  occurred 
from  this  cause  in  early  cables.  This  defect  is  wholly  removed  by  the 
use  of  a  strand  of  several  wires,  generally  three  or  seven.  The  tensile 
stmigih  of  copper  wire  is  in  some  books  given  as  60,000  lbs.  per 
square  inch.  That  used  for  submarine  cables^  being  selected  for  elec* 
trical  rather  than  mechanical  qualities,  will-  only  bear  from  85,000 
lbs.  to  89,000  lbs.  per  sauare  inch.  Copper  stretches  so  much  (10, 
11, 12,  or  15  per  cenf.)  before  breaking,  that  its  full  strength  can 
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seldom  be  made  use  of.  This  extensibility  is,  as  will  be  seen,  a  rerjr 
valuable  property,  preventing  the  interruption  of  the  circuit  until  the 
strengthening  part  of  the  cable  be  fairly  broken.  The  following  are 
convenient  approximate  formulas:  A  copper  strand  will  bear  Ij^lbs. 
per  pound  weight  per  knot  before  breaking.  It  will  stretch  1  per 
cent,  with  1  lb.,  and  will  not  stretch  at  all  with  0-75  lb.  per  pound  per 
knot.  Thus  a  strand  weighing  300  lbs.  per  knot  will  bearly  support 
450  lbs.,  will  stretch  1  per  cent,  with  800  lbs.,  and  will  not  stretch  at 
all  with  225  lbs.  The  weight  of  copper  in  lbs.  per  knot  can  be  cal- 
culated from  the  diameter  d  in  inches  by  the  use  of  the  following  con' 
stants:  Weight  —  18,600  cP  for  solid  wire,  or  15,100  d*  for  strand. 
The  joint  of  the  conductor  is  made  with  ^reat  care,  A  scarf-joint  is 
made  by  soldering  together  two  filed  and  fitted  ends.  This  joint  is 
wrapped  round  with  fine  copper  wire  to  give  it  strength,  and  solder  is 
again  run  round  this  wire.  A  second  wrapping  of  fine  copper  is  then 
applied,  and  left  without  solder.  The  joint  is  necessarily  less  extensi- 
ble than  the  rest  of  the  strand.  If  forcibly  torn  asunder,  the  last 
wrapping  of  copper  maintains  the  electrical  connexion,  being  simply 
pulled  out  like  a  spiral  spring.  No  interruption  from  breakage  ac 
joints  has  ever  occurred  since  this  system  was  adopted. 

(6.)  General  Electrical  Properties. — Copper  is  what  is  called  a  good 
conductor,  offering  small  resistance  to  the  passage  of  the  electric  cur- 
rent; that  is  to  say,  a  much  less  powerful  current  would  be  sent  by 
any  given  battery  through  a  long  iron  or  lead  wire  than  through  a 
copper  wire  of  equal  length  and  diameter.  Table  I.  gives  the  relative 
electrical  resistance  of  several  substances  compiled  from  Dr.  Matthies- 
sen's  experiments.     The  lower  the  number  the  better  the  conductor. 

Tablk  I. — Relative  resUtance  of  materiaU  Qt(/*C»  Wiree  of  equal  Un^h  and 
diameter, 

PART  I.— CONDUCTORS. 

Silver,  hard 100 

Copper  "     ^ lUU 

Gold      '« 1-28 

Iron 6-94 

Tin 8-09 

Lead 1202 

Brass 4-50 

Gold  ftilrnr  alloy 6-65 

German  Silver 12*82 

Platinum  silver  alloy 14-98 

Mercury 58*16 

PART  II. — INSULATORS. 

Gutta-percha  at  76^  Fahrenheit 

60,000,000,000,000,000,000 or  6  X  W» 

Glass  not  less  than 

600,000,000,000,000,000,000,000,000 or  6  X 10* 

Conduction  takes  place  through  the  mass,  and  njDt  along  the  surface 
of  the  wire.    A  strand  and  solid  wire  of  equal  weights  are  equally 

food  conductors,  but  owing  to  what  is  termed  lateral  induction,  to  be 
ereafter  explained,  the  strand  is  at  a  slight  disadyantage  for  rapid 
speaking  through  long  submarine  cables.    Messrs.  Bright  k  Clark, 
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tosvoid  this  defect,  used  in  the  Persian  Galf  cable  a  segmental  strand, 
built  np  of  six  wires  fitting  one  another,  and  drawn  through  a  tabe. 
Tliey  hoped  thus  to  combine  the  advantages  of  the  strand  with  those 
of  the  solid  wire.  Mr.  Thomas  Allan  surrounds  his  copper  conductor 
lAith  fine  steel  wires,  to  give  strength  and  avoid  the  use  of  heavy  ex- 
ternal protection.  In  a  sample  given  to  the  lecturer,  the  resistance  of 
the  conductor  so  formed  was  about  80  per  cent,  more  than  that  of  a 
simple  copper  conductor  of  eaual  weight.  Taking  induction  into  ac- 
count, Mr.  Allan's  cable  would  be  about  50  per  cent,  inferior  in  speak- 
ing power  to  a  cable  with  simple  copper  conductor  of  equal  weight, 
and  covered  with  an  equal  amount  of  insulating  material.  This  infe- 
riority is  not  a  fatal  defect  if  the  cost  of  the  outer  protection  is  avoid* 
ed.  The  general  merits  or  defects  of  this  plan  will  be  spoken  of  in  a 
future  lecture.  Although  the  danger  of  decay  where  iron  and  copper 
meet  is  known,  Mr.  Allan's  proposal  deserves  serious  consideration. 

(c.)  Cfhemical  Properties  of  Copper  Wire. — A  current  flowing  from 
the  copper  end  or  pole  of  the  battery  through  a  hole  in  the  insulator 
to  the  sea,  causes  the  formation  of  chloride  of  copper,  a  soluble  salt. 
The  copper  is  thus  gradually  eaten  away,  until  metallic  continuity  is 
interrupted,  and  the  cable  ceases  to  transmit  messages.  The  current 
from  the  sine-pole  does  not  produce  this  effect,  but  only  a  deposit  of 
eoda  in  the  fault,  which,  however  then  allows  a  greater  leakage,  tend- 
ing to  enlarge  the  hole  in  the  gutta-percha.  Mr.  G.  F.  Yarley  hai 
pr<^posed  to  twist  up  a  fine  platinum  wire  with  the  copper  strand  of 
long  cables.  This  wire  would  maintain  the  communication  at  any  point 
where  the  copper  might  be  eaten  away. 

4.  InetUator. — {a.)OuUa'perehaandChatterton's  Compound. — Gutta- 
percha is  pressed  out,  while  warm  and  plastic,  through  a  die  round  the 
conductor*  Several  successive  coatings  or  tubes  are  thus  applied,  till 
the  desired  thickness  is  obtained.  The  first  coating  is  attached  to  the 
atrand  by  a  substance  known  as  Ghatterton's  compound,  which  is  also 
used  between  each  layer  of  gutta-percha,  and  between  the  separate 
wires  of  the  strjand,  to  prevent  the  percolation  of  water  along  the  in- 
terstices, in  case  any  part  of  the  copper  should  be  accidently  immersed 
in  water. 

(6.)  Meehanieal  Properties, — Gutta-percha  has  considerable  tensile 
strength,  bearing  about  3500  lbs.  per  square  inch  of  section,  but, 
ewing  to  its  great  extensibility,  it  does  not  add  more  than  about  one- 
third  of  its  whole  strength  to  the  copper  strand.  Boughly,  it  may  be 
said  to  add  in  small  wires  20  per  eent.,  and  in  larger  cases  SO,  40,  or 
even  50  per  cent,  to  the  strength  of  the  copper  strand.  It  will  stretch 
50  or  60  per  cent,  or  more  without  breaking,  but  almost  always  faile 
AS  soon  as  the  copper  inside  gives  way.  It  will  bear  ill-usage,  such  as 
knotting,  squeezing,  or  stretching,  without  injury,  but  can  be  pierced 
with  a  sharp  instrument,  or  out  by  a  knife,  without  much  difficulty. 
Uniform  pressure,  such  as  it  sustains  under  water,  improves  its  elec- 
trical qualities,  augmenting  its  insulation  resistance,  according  to  Mr. 
Siemens'  experiments,  about  60  per  cent.,  at  24^  G.,  for  every  ton 
pressure  per  square  inch,  corresponding  nearly  to  1000  fathoms  deptb 
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of  water.  It  becomes  soft  at  about  100^  Fahrenbeit,  and  sbovld,  after 
manufactore,  never  be  beated  beyond  90^.  Tbe  joints  required  are 
made  by  heating  tbe  two  ends  of  the  covered  conductors  after  the 
copper  is  joined,  and  applying  by  hand  successive  coatings  of  wanned 
and  plastic  gutta-percha.  The  separate  layers  of  gutta-percha  are  also 
cemented  by  Chatterton's  compound.  Thus  the  joint  is,  when  sound, 
very  similar  to  the  rest  of  the  core.  Extreme  cleanliness  and  much 
skill  are  required  in  making  these  joints.  Some  years  since  the  joints  ' 
frequently  failed,  not  always  when  just  made,  but  after  some  months, 
becoming  hard  and  brittle,  and  shrinking  so  as  to  leave  a  gap  between 
the  old  and  new  materials.  The  process  is  now  thoroughly  under- 
stood, and  is  a  safe  one  in  skilled  hands,  but  in  skilled  hands  only. 

(<?.)  India  Rubber. — This  material  is  applied  in  many  ways.  Most 
commonly  tapes  of  masticated  or  bottle  rubber  are  wrapped  round  and 
round  the  conductor  until  the  required  thickness  is  reached.  At  first 
these  tapes  were,  as  it  might  be  termed,  gummed  together  with  sol- 
vents, but  these  caused  decay,  and  have  been  abandoned.  Heat  is 
now  the  common  agent  for  effecting  the  adhesion.  Mr.  Siemens,  who 
applied  his  tapes  longitudinally,  like  two  long  half-tubes,  used  simple 
pressure  to  join  the  two  halves  together.  He  employed  most  ingen- 
ious machinery  to  cut  the  tapes  the  instant  before  they  were  applied 
to  the  copper,  as  the  material  only  reunites  if  quite  freshly  cut.  Sev- 
eral successive  coatings  could  be  applied  in  this  way  at  one  operation. 
Some  manufacturers  considered  that  none  of  these  methods  were  folly 
successful,  and  vulcanized  the  india  rubber,  converting  it  into  various 
materials  of  different  degrees  of  flexibility,  according  to  the  process 
employed.  This  material  was  also  criticised,  and  Mr.  Hooper  has 
covered  conductors  with  pure  india  rubber  next  the  copper,  followed 
by  a  coating  of  oxide  of  line  and  rubber^  and  enclosed  by  a  vulcan- 
ized jacket.  In  the  process  of  baking  tbe  core  to  vulcanize  the  jack- 
et, a  little  sulphur  penetrates  the  india  rubber,  and  the  whole  mass 
becomes  remarkably  compact  and  durable.  Mr.  Hooper  heats  the 
Core  to  250^  Fahrenheit,  and  bakes  it  for  four  hours.  The  mechani- 
cal properties  of  these  different  materials  vary  greatly.  They  are  all, 
however,  very  extensible,  and  do  not  add  sensibly  to  the  tensile  strength 
of  the  conductor.  They  will  bear  considerable  ill-usage,  but  are  mostly 
softer  than  gutta-percha,  and  the  pure  rubber  will  not  bear  continued 
pressure,  even  by  a  blunt  surface,  but  gradually  yields.  The  joints 
in  each  form  are  now  made  so  as  to  imitate,  as  far  as  possible,  the  main 
core.     Mr.  Hooper  bakes  his  joints  two  hours  in  a  steam-jackec. 

(i.)  Chemical  Properties  and  Permanency. — When  dry  and  exposed 
to  light,  gutta-percha  becomes  dry  and  brittle,  losing  all  its  valuable 
qualities,  and  is  said  to  be  oxidized.  Under  tbe  same  circumstances 
the  various  forms  of  india  rubber  decay  in  various  ways.  Some  be- 
come treacly ,^  ^ome  brittle,  some  almost  friable.  Mr.  Hooper's  hard- 
covered  seems  to  last  best  of  all  in  air.  When  in  water  gutta-percha 
is,  so  far  as  fifteen  years  experience  can  show,  absolutely  permanent. 
Many  thousands  of  miles  have  been  laid  down,  and  many  hundreds  of 
miles  picked  up,  after  lying  in  the  sea  in  various  parts  of  the  worlds 
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IB  deep  and  shallow  waters,  for  many  years,  and  not  one  single  yard 
of  material  has  been  found  which  ha4,  vnder  those  circumstances,  de- 
cayed or  lost  its  insulating  properties.  The  importance  of  this  fact 
cannot  be  over-estimated.  The  experience  as  to  india  rubber  is  the 
very  opposite  to  this.  Little  has  been  employed,  and  a  great  deal  of 
that  little  has  been  found  to  decay,  so  as  to  be  utterly  useless.  Ne 
<loabt  improvements  are  continually  introduced,  and  possibly  some  of 
the  forms  now  made  may  answer  better,  but  till  the  subject  is  more  thor- 
ouglv  understood  it  would  be  lost  time  to  reproduce  all  the  theories  by 
«i*hich  the  various  failures  are  explained.  Out  of  five  specimens  sufv 
plied  lately  to  the  Indian  government,  one  only  (Mr.  Hooper's)  proved 
durable  even  for  a  year.  The  lectarer*s  own  experience  confirmed 
this  experiment.  It  must,  in  justice,  be  said,  that  considerable  lengths 
of  india  rubber  covered  wire  are  successfully  used  on  land,  supplied 
by  Messrs.  8ilver  and  their  descendant,  the  India  Rubber  and  Gutta* 
percha  Tele^^raph  Construction  Company,  and  by  Messrs.  Wells  ft 
Hail.  The  Indian  government  has  ordered  about  100  miles  of  wire 
covered  by  Mr.  Hooper's  material,  which  will,  therefore,  now  be  sub- 
jected to  a  thorough  practical  test.  India  rubber  stands  heat  rnocn 
better  than  gutta-percha. 

(«.)  General  Electrieal  Properties. — Gutta-percha  is  a  very  good 
insulator.  All  insulators  conduct  a  little,  but  the  figure  written  after 
gutta-percha  in  Table  I.  will  show  the  relative  resistance  to  conduction 
with  equal  bulks  of  copper  and  gutta-percha.  A  better  idea  of  tho 
vastness  of  the  «umber  will  be  obtained  by  observing  that  light  would 
take  a  century  to  travel  through  the  number  of  feet  which  that  num- 
ber would  express.  The  practical  result  of  this  degree  of  insulation 
with  the  Atlantic  core  is  that  more  than  99|  per  cent,  of  the  current 
leaving  England  would  reach  America  if  the  cable  were  but  laid.  Any 
improvement  in  insulation  will,  therefore,  only  go  to  diminish  this 
half  per  cent,  loss,  in  itself  of  no  consequence  whatever.  India  rubber 
has  a  higher  resistance  stiil.  The  chief  advantage  to  be  obtained  from 
this  high  resistance  is  the  facility  it  gives  for  detecting  faults.  India 
rubber  is,  however,  superior  to  gutta-percha  in  another  electrical  pro- 
perty, called  its  inductive  capacity.  More  words  per  nintite,  in  the 
proportion  of  4  to  3,  at  least  could  be  sent  through  an  Atlantic  or 
other  long  cable  insulated  with  india  rubber,  tlian  if  insulated  witk 
gutta-pereha,  the  weight  of  inaalator  and  conductor  remaining  the 
same.    This  point  will  be  more  definitely  treated  of  hereafter. 

(/.)  Absorption  of  Water. — Mr.  Fairbairn  long  since  stated  the 
^periority  of  gutta-percha  to  india  rubber  for  deep  sea  cables,  owing 
to  the  comparatively  small  quantity  of  water  which  it  absorbs.  Pro- 
bably the  newer  forms  of  india  rubber  may  have  improved  in  this  re* 
iBpect,  bat  Mr.  Siemens  found  that  pure  india  rubber  absorbed  25  per 
cent.,  vtQcanized  rubber  10  p^  cent.,  and  gntta-percha  1|  per  cent, 
of  their  weight  in  pure  water.  These  quantities  were  reduced  to  % 
2*9,  and  1  per  cent.,  respectively,  in  salt  water.  The  absorption  con 
tinned  for  300  days.  It  was  8  times  greater  for  india  rubber  at  120^ 
«f  Fahrenheit  than  at  89^,  but  for  g^ta-percha  it  was  only  donbled 
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by  the  rise  in  temperature.  Mr.  Siemens  considered  that  pressmre 
affected  the  absorption  very  little.  The  amount  absorbed  by  gotta* 
percha  in  no  way  damages  it.  This  is  proved  by  thousands  of  miles 
of  submerged  cables ;  for  instance,  the  tests  of  the  Malta  Alexandria 
cable,  laid  four  years  since,  under  Mr.  Forde's  superintendence,  by 
Messrs.  Glass  &  Elliott.  Part  of  this  cable  supports  about  half  a  ton 
per  square  inch  pressure. 

Tablk  II. 


Atlantic  core 

No.  14  copper  covered  to  No.  1,  107  lbs.  copper, 

166  lbs.  gutta-percha 

No.  16  copper  covered  to  No.  4,  73  lbs.  copper,  9? 

lbs.  gatta-percha 


A 

£ 

o 


lbs. 
840 

184 

100 


9    OB 


lbs. 
414 

162 

120 


^: 


OS'S 


lbs. 
660 

218 

150 


Table  111,-— DimermonB 

of  cores  t 

/  important  cables. 

Name  of  Cable. 

Copper  con- 
ductor. 

Gutta-percha. 

1 
1 

a 
1 

Oh 

a* 
< 

i 

at 

■*»  P 

Is. 
3i 

II 
1^ 

1. 

.S 

S  ft 

5 

Sed  Sea  cable 

180 
400 
226 
107 
800 
148 
107 
78 

0-106 
0162 
0109 
0083 
0*144 
0-095 
0088 
0062 

212 
400 
276 
260 
400 
223 
223 
166 

0-84 

0-457 

0-38 

0-88 

0*464 

0-84 

0-34 

0-8 

8-4 

2-96 

8-48 

4-8 

8-28 

8-47 

4-26 

4-84 

1-224 

1-082 

1-249 

1-57 

M9 

1-244 

1-45 

1-58 

Malta,  Alexandria,  standard 
Persian  Gulf 

First  Atlantic 

Second  Atlantic 

England  and  Holland.... 

Toulon  and  Algiers....^ 

Varna.  Balaclava 

5.  Mechanical  Properties  of  Completed  Core. — ^Few  persons  are 
aware  of  the  great  strength  of  the  common  gutta-percha  corered  wire. 
An  experiment,  was  shown  by  the  lecturer,  in  which  5  cwt.  was  hung 
from  the  slender  looking  core  of  the  new  Atlantic  cable.  It  stretched 
iome  10  per  cent  under  this  weight,  and  was  then  taken  down,  knot- 
ted, squeezed,  and  cut  open,  when  the  copper  conductor  appeared 
quite  undisturbed  in  the  centre  of  the  gutta-percha,  which  exhibited 
no  trace  of  injury.  Before  the  application  of  Cbatterton's  compound. 
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the  wire  was  liable  to  start  out  of  the  cable  after  it  had  been  stretched 
and  cut,  or  softened,  owing  to  the  unequal  elasticity  of  copper  and 

Etts-percha,  but  with  Ghatterton's  compound  considerable  force  must 
used  to  drag  out  the  copper  wire,  even  when  the  core  has  been 
stretched  and  is  cut  open.  Table  II.  shows  the  strains  which  various 
wires  can  support. 

Table  III.  gives  the  dimensions  of  the  cores  in  some  of  the  most 
important  cables  laid.  It  is  noteworthy  that  300  miles  of  the  very 
smallest  core  practically  in  use,  laid  without  any  outer  protection  what- 
ever, maintained  our  connexion  with  the  army  for  nine  months  during 
the  Crimean  war. 

(To  be  continued.) 


Cast  Iron  Bridge  near  Con%tantine^  [Algieri.) 
We  copy  the  design  of  a  very  graceful  cast  iron  bridge,  thrown  by  a 
French  engineer,  M.  Martin,  over  a  deep  and  precipitous  ravine,  near 
Constantine,  (Algiers.)  The  span  of  the  main  arch  is  57*4  metres  (188 
feet)  in  span,  and  the  depth  from  the  roadway  to  the  bottom  of  the  ra 
vine  is  120  metres,  (393  feet.)  The  only  novelty  of  any  interest  about 
the  construction  was  the  method  taken  to  support  the  centering  of  the 


arch.  As  the  depth  was  so  great,  and  the  bottom  occupied  by  a  tor* 
rent  liable  to  sudden  and  destructive  floods^  the  attempt  to  build  up  a 
support  from  below  would  have  been  both  expensive  and  hazardous. 
The  engineer,  therefore,  threw  four  cables  aeroM  the  chasm,  two  on 
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each  side  of  his  proposed  bridge,  from  which  he  supported  a  platform, 
on  which  the  arch  centering  was  built.  The  wooden  centres,  when  fin- 
ished, found  their  support  at  their  abutments,  and  the  suspension 
bridge  was  retained  only  for  the  service  of  the  work,  and  the  iron 
arch-stones  were  never  permitted  to  rest  upon  it. 


MECHANICS,  PHYSICS,  AND   CHEMISTRY. 

For  tlM^oanMl  of  tke  Frsnkltai  lartltate. 

The  Working  Processes/or  the  Reduction  of  the  Gray  Copper  ( Tetra- 
hedrite)  Ores  at  StefanshfUt^j  in  the  (Jomitat  {County)  of  Zipe,  in 
Hungary.    By  J.  L.  Kleinschmidt. 

(Continuod  fVom  page  132.) 
In  a  second  trial,  I  precipitated,  after  the  separation  of  the  copper 
by  hydrosulphuric  acid,  oxidation  of  the  fluid,  etc.,  the  ferric  oxide, 
partly  by  carbonate  of  soda,  and  then,  after  filtering,  the  rest  by  soda 
lye.  The  precipitate  thus  obtained  was  melted  with  metallic  arsenic, 
cyanide  of  potassium,  and  black  flux  in  a  crucible,  (tute,)  but  no  glo- 
bule was  obtained.  Iron  add  copper  were  separated  in  the  nitric  acid 
solution  by  ammonia  in  the  usual  way.  The  ferric  oxide  was  dissolved 
a  second  time  in  hydrochloric  acid,  and  to  the  solution  ammonia  added 
in  excess.  The  copper,  by  titration  in  the  ammoniacal  solution,  gave 
25*95  per  cent.;  add  to  these  0*98  per  cent,  from  the  Sb04,  we  get 
26-98  per  cent,  of  copper.  0*0200  grs.  gave  0-0027  grs.  ferric  oxide, 
equal  to  9*1  per  cent  of  iron.  The  silver  was  ascertained  by  cupel- 
lation. 

The  iron  pyrites  ores  (kiese)  which  are  added  to  the  melting  contain 
lead,  but  in  several  experiments  I  have  not  succeeded  in  finding  it  in 
the  crude  speiss,  (rohspeise,)  but  I  found  it  in  the  slags  of  the  copper 
refining,  (SpleissabzCge;)  therefore  the  lead  has  a  greater  affinity  to 
the  sulphur,  and  remains  in  the  matte,  and  does  not  go  to  the  speiss. 

Crude  Matte^  {Bohleck.) — This  was  digested  with  nitric  acid  until  all 
sulphur  was  dissolved,  then  diluted  with  water.  The  residue,  after  set- 
tling, gathered  on  a  filter,  and  while  yet  wet,  digested  with  concentrated 
muriatic  acid,  io  which,  afterwards,  water  and  tartaric  acid  were  added. 
The  residue,  which  was  not  dissolved  by  the  muriatic  acid,  was  gath- 
ered on  a  filter,  and  weighed  after  ignition.  This,  consisting  of  slag, 
was  examined  before  the  blow- pipe,  by  melting  with  cyanide  of  potas- 
aium,  but  no  reaction  of  antimony  was  obtained.  The  diluted  solution 
was  precipitated  by  hydrosulphurio  acid,  after  it  had  been  warmed 
to  the  boiling  point  with  sulphurous  acid,  in  the  last  determination 
the  precipitate  dried,  weighed,  and  calculated  as  tersulphide  of  anti- 
mony. The  original  solution  was  measured,  and  in  one  portion  of  it 
the  sulphur  determinated  by  precipitation  with  chloride  of  barium, 
and  the  precipitate  several  times  boiled  with  muriatic  acid.  Iron  and 
copper  were  determinated  as  mentioned  above,  the  silver  by  cupella- 
lioii. 

Crude  SUig^  (jB<^A«cJUaci€.)— Thia  was  decomposed  by  melting  with 
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carbonate  of  soda  and  chlorate  of  potash  in  a  platinnm  crucible.  It 
wag  found  that  nothing  of  the  crucible  was  dissolved  by  the  operation, 
if  in  the  separation  of  the  melted  mass  from  the  crucible  no  acid  was 
employed.  The  mass  was  supersaturated  by  hydrochloric  acid,  evapo- 
rated to  dryness,  and  in  general  proceeded  as  in  the  analysis  of  sili- 
cates. It  was  not  possible  to  decompose  the  slag  perfectly  by  diges- 
tion with  hydrochloric  and  some  nitric  acids.  At  first  I  made  use  of 
this  method,  because  I  feared  the  platinum  crucible  would  be  injured 
by  the  fusion  with  chlorate  of  potash,  but  it  was  necessary  to  decom- 
pose the  resulting  silicic  acid  once  more  by  fusion  with  carbonate  of 
potash.  It  is  not  possible  to  prepare  the  slag  by  washing,  because 
most  of  the  interspersed  matte  would,  on  account  of  its  greater  spe- 
cific gravity,  remain  at  the  bottom.  The  fluid,  separated  from  the 
silicic  acid,  was  boiled  with  sulphurous  acid,  to  reduce  the  ferric 
oxide,  and  then  precipitated  by  hydrosulphuric  acid,  the  precipitate 
gathered  on  a  weighed  filter,  after  weighing  burnt,  and  then  dis- 
solved either  in  nitric  acid,  and  the  ammoniacal  solution  titrated  by 
cyanide  of  potassium,  or,  after  roasting,  to  remove  the  sulphur,  melt- 
ed with  cyanide  of  potassium,  carbonate  of  soda,  and  some  borax,  and 
the  copper  globule  rendered  pure  before  the  blow-pipe  by  melting  it 
with  some  borax-glass.  A  trace  of  oxide  of  cobalt  added  to  the  melt- 
ing mass,  acts,  in  the  refining  of  the  copper,  as  indicator,  and  it  can 
be  easily  evaded,  that  any  trace  of  copper  goes  into  the  slag.  I  found 
the  latter  method  for  slags  more  reliable  than  the  wet  way,  where  it  is 
difficalt  to  know  if  there  are  not  traces  of  copper  retained  with  the 
antimonious  acid,  although,  by  the  solution  of  the  hydrosulphuric  acid 
precipitates,  I  obtained  always  the  latter  perfectly  white.  The  copper 
18  then  calculated  as  sulphide  of  copper,  and  the  antimony  from  the 
difference.   The  other  substances  were  determinated  in  the  usual  way. 

Moasiing  of  the  Jfa^fe.— The  mattes  are  roasted  in  pieces  of  about 
2  inches  diameter,  in  oblong  heaps,  in  the  open  air.  There  are  brought 
in  one  heap  1000  to  1500  cwt.  of  matte,  and  in  the  first  roasting, 
by  12  feet  width,  they  are  made  of  such  a  length  that  the  matte  is 
1|  feet  thick  on  the  thin  layer  of  wood.  At  every  succeeding  fire 
the  heap  is  made  shorter  and  higher,  more  and  more  wood  is  taken, 
and  from  the  fifth  or  seventh  fire,  accordingly  as  the  roasting  has  ad- 
vanced, a  layer  of  charcoal  is  added  to  the  upper  part  of  it. 

In  this  manner  10  to  13  fires  are  given,  and  the  mattes  are  consid- 
ered only  then  as  being  well  roasted,  if  they  form  a  black,  porous,  light 
mass,  which  may  contain  metallic  copper,  but  no  undecomposed  matte. 
In  the  last  fire  the  roast  forms  a  quadratic  pyramid  of  10  to  12  feet 
length  of  the  sides,  and  8  to  9  feet  high.  Lately  it  was  the  intention 
to  try  the  roasting  in  covered  stadeln,  (roasting  places  surrounded  by 
a  wall.)  My  experience  in  Mexico  and  Ducktown,  Polk  Co.,  Tenn., 
Lave  convinced  me,  that  the  roasting  of  the  mattes  and  ores,  where  it 
is  done  as  a  preparation  for  the  melting  in  shaft  furnaces,  and  where 
it  is  not  necessary  to  condense  volatile  products,  is  done  best  in  the 
open  air. 

Melting  of  Boa$ted  Matte^  {Rostdurehetechen,) — The  well-roasted 
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mattes  are  mixed  with  20  per  cent,  of  raw  qnartzy  ores,  containing 
from  8  to  4  per  cent,  of  copper.  By  this  melting  are  obtained :  Black 
copper^  with  80  to  84  per  cent,  of  copper,  and  8  to  4  ounces  of  silver; 
upper  matte,  (oherlech^)  with  50  to  60  per  cent,  of  copper,  and  1  to  2^ 
ounces  of  silver  and  slags.  The  furnace  used  for  this  purpose  measures 
from  the  tuyeres  to  the  mouth  only  8  feet.  The  other  dimensions  are 
the  same  as  those  of  the  furnaces  for  crude  melting,  (rohSfen,)  but  there 
are  no  boshes.  The  furnace  has  two  tap-holes,  the  one  for  the  black 
copper  on  the  side,  the  other  10  inches  above  the  first,  in  the  middle, 
for  the  matte.  From  the  lower  tap-hole  an  iron  kennel  leads  to  a 
water-basin,  in  which  the  tapped  metal  runs,  and  hereby  becomes 
granulated.  The  matte  runs  by  the  tapping  to  a  sump  pool,  as  in  the 
crude  melting ;  first  the  matte  is  tapped  and  then  the  black  copper; 
the  consumption  of  joasted  matte  is  about  10  tons  in  24  hoars. 

The  produced  black  coppers  (schwarz-kupfer)  have  a  fine  grained 
fracture,  and  almost  silver-white  color,  and  form  bluish>  clustered, 
blistered  masses  and  grains;  and  because  they  are  to  be  stamped  and 
reduced  to  powder,  a  certain  amount  of  antimony  is  needed,  to  gin 
them  the  necessary  brittleness ;  if  they  contain  more  than  87  per  cent 
of  copper,  they  can  only  with  difficulty  be  stamped  and  ground. 

The  composition  of  Ph5nixhQtte  oberlech,  (matte  obtained  by  the 
melting  for  black  copper  at  the  Ph5nixhQtte,)— 

8 22-25 

Cu 6000 

Fe 16-62 

Sb 010 

Slag 1-50 

100-87 

Schwarz'kupferechlaeke  (Black  Chpper  Slag  of  the  Siefanshutte.) 

SiO, 81-70 

FeO 62  38 

Fe 800 

Cu 0  87 

8 1-28 

CaO 0-44 

MgO 010 

99-67 
Sehwarz-kupfer  der  Stefanahuitty  (Black  Copper  of  the  Stefanahutte.) 


Produced  May,  1864. 

Produced  Oct.,  1864. 

Cu 

83-10 

2-80 
1886 

1-06 

0-25  (4  OJB.) 
traces. 

86-50 

8-60 

8-46-8-08 

1-06 

0-25  (4  oz.) 
traces. 

Fe 

Sb 

8 

Ag 

Co.  aad  Ni 

100-66 

99-76 
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The  upper  mattes,  (oberlechs,)  differ  always  in  their  amonnt  of  cop« 
per.  They  were  not  analyzed,  but  in  their  weekly  assays  they  show 
almost  the  same  per  centage  of  copper  as  those  of  the  PhbnixhQtte^ 
from  which,  except  in  their  yield  of  silver,  they  cannot  differ  much* 
Like  these  they  contain  fine  threads  of  metallic  copper  in  the  pores. 
Their  amount  of  sulphur,  therefore,  is  less  than  that  of  the  crude  matte, 
(rohlechs.)  The  oberlech  (upper  matte)  are  added  to  the  roasts  of  the 
crude  mattes  in  the  fifth  fire. 

The  slaflT  of  the  melting  for  black  copper,  (rostchlacke ;)  it  was  al- 
ready above  mentioned  that  it  is  added  to  the  crude  melting  as  flux, 
where  likewise  is  given  the  composition  of  it.  It  flows  over  the  slag 
drift ;  therefore  it  contains  less  copper  than  that  of  the  PhonixhQtte, 
where  black  copper,  matte,  and  slag  are  tapped  together.  It  never 
contains  undissolved  pieces  of  quartz,  proving  that  the  quartz  is  easily 
turned  into  slags,  if  only  the  necessary  bases  are  present,  and  the  fur- 
nace is  constructed  in  such  a  way  that  the  ferrous  oxide  goes  into  the 
slag,  instead  of  becoming  reduced.  With  the  produced  speiss  and  the 
black  copper,  (schwarz-kupfer,)  the  melting  work  balances  its  ac- 
counts. The  products  are  weighed,  assayed,  and  given  over  to  the 
amalgamation  works. 

Amalgamation  of  the  Black  Copper^  {Schwarz-kupfer  Amatgama" 
lion.) — The  granulated  black  coppers  are  stamped  beneath  iron  stamp- 
ers, then  ground,  first  between  iron  mill-stones,  then  between  stones 
of  granite.     The  powder  must  be  as  fine  as  the  finest  flour.     After 
having  been  mixed  with  10  per  cent,  of  common  salt,  it  is  placed  upon 
the  upper  hearth  of  a  reverberatory  furnace  of  the  known  Hungarian 
construction,  as  they  are  now  in  use  in  Saxony,  the  Hartz,  &c.     On 
this  it  remains  for  five  hours,  during  which  time  it  must  be  constantly 
stirred.    It  is  then  lowered  down  to  the  lower  hearth  by  an  opening 
which  connects  both.     The  fire  in  the  first  two  hours  is  only  slow,  so 
that  in  the  upper  furnace,  which  has  no  direct  fire,  the  charge  requires 
at  least  two  hours  before  getting  dark  red-hot,  in  which  low  state  of 
temperature  it  must  be  kept  during  the  next  three  hours  remaining 
there.    On  the  lower  hearth  the  fire  for  the  first  two  hours  must  be  so 
alow  that  the  glowing  is  visible  only  at  night,  and  then  the  heat  is,  in 
the  following  two  hours,  increased  to  bright  red  heat,  which,  in  the 
fourth  hour,  comes  near  to  white  heat.    In  the  last  (fifth)  hour,  the  fire 
is  moderated  so  ^h  to  draw  out  the  mass  at  dark  red  heat.  In  the  upper 
as  well  as  in  the  lower  furnace,  the  charge  must  be  stirred  and  turned 
continually,  and  although  the  black  coppers  are  not  very  easily  ren- 
dered fluid,  there  is  attention  required,  particularly  in  the  upper  fur- 
nace, that  no  lumps  are  formed  and  masses  adhering  to  the  bottom  of 
the  furnace.     It  is  not  enough  to  have  converted  the  silver  perfectly 
in  AgCl,  to  which  a  much  less  degree  of  heat  would  be  sufficient,  but 
it  is  necessary  to  decompose  so  much  as  possible  the  sulphuric  and 
antimonial  salts.    If  this  is  not  done  it  will  result  in  a  great  loss  of 
quicksilver,  and  the  residues  remain  too  rich  in  silver. 

The  outdrawn  powder,  after  cooling,  is  separated  from  the  lumps, 
whioh  may  have  formed,  by  sifting.    The  latter  are  added  to  the 
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roasting  of  the  next  charge  in  the  upper  fomaoe  without  prerious 
srinding.  In  this  state  they  show  themselyes  more  profitable,  because 
tne J  loosen  the  black  copper  powder,  and  prevent  that  it  accumulates. 
The  sifted  powder  is  then  ground  very  finely,  and  giren  into  the  amal- 
gamation casks  in  quantities  of  12  to  15  cwt.,  according  to  their  size, 
and  mixed  with  such  a  quantity  of  already  used  lye  from  the  reservoir 
(see  below)  warmed  to  86°  to  122^  Fahr.,  (in  winter  it  wants  to  be 
warmer  than  in  summer,)  that  the  quickmud  (quickbrei)  thus  formed 
has  the  consistency  of  thin  honey. 

In  filling  the  casks,  which  contain  already  100  lbs.  of  copper  balls, 
10  to  15  lbs.  of  common  salt  are  added  to  strengthen  the  lye.  Gene- 
rally some  quicklime  is  added  to  it,  to  saturate  the  acid,  and  to  decom- 
pose partly  the  metallic  salts,  which  in  most  cases  are  in  too  great 
a  quantity  in  the  lye  and  the  roasted  black  copper.  Then  the  casks 
are  slowly  turned  around  their  axes  for  about  half  an  hour,  when  a 
trial  is  made,  as  follows :  Some  of  the  quickmud  (quickbrei)  is  put 
in  a  glass  cylinder,  diluted  with  water,  well  mixed,  and  then  put  away 
for  one  hour.  The  powder  must  settle  in  this  time  perfectly  to  the 
bottom,  and  the  supernatant  lye  be  clear  and  almost  without  color. 
This  not  being  the  case,  the  quickmud  contains  free  acid,  and  more 
lime  or  ashes  must  be  added.  When  the  quickmud  is  found  to  be  in 
the  right  condition,  400  lbs.  of  quicksilver  are  added,  and  then  the 
casks  moved  around  their  axes  for  18  hours.  After  this  time  a  sam- 
ple is  assayed  by  cupellation.  If  in  100  lbs.  of  the  residues  only  ^'« 
of  one  ounce  of  silver  is  found,  the  cask  is  emptied,  otherwise  the  op- 
eration is  continued.  The  mercury  containing  the  silver  is  taken  from 
the  cask,  filtered  through  a  cotton  flannel  bag,  the  more  solid  amal- 
gam which  remains  pressed  by  a  hydraulic  press  to  separate  as  much 
as  possible  the  free  quicksilver,  and  then  distilled  in  a  cast  iron  re- 
tort, whereby  the  quicksilver  is  reobtained.  The  pressed  amalgam 
contains  only  18  per  cent,  of  silver.  After  the  distillation  of  the 
quicksilver,  the  silver  is  melted  io  the  same  retort,  scummed,  and  then 
cast  into  ingots.  It  contains  only  2  to  8  denttr  s=  ^^  to  /^  ounce  of 
copper  in  the  mark,  or  8  ounces.  After  the  separation  of  the  mercury 
the  cask  is  emptied,  the  powders  separated  from  the  copper  balls  by 
a  sieve,  washed  several  times,  and  when  they  have  settlea  and  got  con- 
sistent, they  are  taken  out  and  brought  to  the  melting  furnace.  The 
lye,  which  is  used  again  in  filling  the  casks,  is  put  in  large  reservoirs, 
in  which  it  is  kept  for  further  use. 

Melting  of  the  Beiidttes  of  the  Black  Capper  AmaJgamaticn^  (R&ck- 
9tand-8chmelzen.) — The  residues,  when  brought  to  the  furnace,  <  on- 
tain  16  per  cent,  of  water.  They  are  mixed  with  20  to  50  per  cent^ 
as  they  are  in  store,  of  not  fully  roasted  ^^  gelf-lechs,"  (matte  contain- 
ing no  silver,)  of  latter  processes,  and  10  to  15  per  cent,  of  poor 
quartzy  ores,  together  with  20  to  30  per  cent,  of  slags  of  the  melting 
of  roasted  matte  for  argentiferous  black  copper,  and  melted  in  one  of 
the  same  furnaces,  which  are  used  for  the  crude  melting,  (roh8chBid<- 
zen.)  In  building  the  melting  worka  a  stamp  mill  with  wrying  atove 
had  been  provided,  to  mix  the  residues  with  clay  or  quicklime^  but 
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tUs  iras  not  eoniinaed  very  lang,  and  the  residaes  ave  now  given  to 
the  furnaoe,  as  they  are^  with  16  per  cent,  of  water.  In  eonseqnenoe 
of  the  moisture,  and  the  pulverulent  state  of  the  mass,  the  melting 
proceeds  very  slowly*  Formerly  some  pyrites  were  added  instead  of 
the  P^tly  roasted  matte,  but  thereby  a  very  inferior  copper  was  pro- 
duced. The  products  of  this  meltiog  are  gelfkupfer,  (copper  free  of 
ailver.)  oberlech,  (upper  matte,)  and  slag. 
The  composition  of  them  is : 

Ruekttand  Schwar^htpfer,    {Black  Oopner  produced  from  tho  Iteaidues  of  iko 
AmalffamaUon  of  Black  Copper  of  May^  1864.*) 
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10000  • 
Buck^tand  Schu>arz-kupjer  Scklacke^  (^Slag  from  the  Melting  of  the  Block  Copper 
Beciduee  after  their  Amalgamation,  May^  1864.) 
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The  black  copper  of  this  melting  has  more  the  aspect  of  black  cop- 
pers as  they  are  produced  on  other  melting  works.  It  is  verv  diffi- 
cult to  break  it  to  pieces,  fracture  hackly,  color  white,  here  and  there 
changing  into  yellow  and  gray.  These  black  coppers  almost  always 
contain  iron,  from  which  sometimes  only  traces  are  to  be  found  in  those 
which  are  argentiferous.  When  free  from  iron,  the  copper  may  go  into 
the  slag,  although  the  vet  considerable  amount  of  antimony  prevents 
this  to  some  degree,  t'be  slag  stands,  in  respect  to  the  amount  of 
silicic  acid  between  rob  and  rostslag ;  getting  cold  in  thin  pieces  it  is 
almost  glassy,  in  thick  pieces  the  fracture  is  smooth,  pillar-like  almost, 
color  bluish-black,  runs  well  on  the  slag  drift,  and  contains  very  few 
grains  of  matte. 

The  oberlechs  (upper  matte)  were  not  analyzed.  They  contain  in 
their  cavities  a  great  deal  of  copper  in  form  of  threads.  Their  per 
centage  amounts  to  50  to  60  per  cent.  They  are  roasted  with  4  to  1 
fires,  and  given  to  the  next  melting  of  the  residues  of  the  black  cop- 
per amalgamation.  The  melting  of  these  residues  is  very  troublesome 
for  the  workman  on  the  mouth  of  the  furnace,  because  there  is  a  con- 
tinuous volatilization  of  terchloride  of  antimony.  The  whole  space  be- 
fore the  mouth  of  the  furnace  (schichtenraum)  is  very  often  full  of  a 
dense  white  smoke,  which  seriously  affects  the  lungs,  and  causes  vomit- 
ing. When  the  vapors  escaping  at  the  mouth  of  the  furnace  do  not 
bum  with  flame  (dark  mouth)  the  smoke  is  still  more  intokfAble.  The 
slags  are  thrown  away,  but  the  black  coppers  come  to  the 
*  Ni,  trace.    Go  coald  not  be  foiuid.    Sb  from  ths  Iqm.: 

YoL.  UI— Third  Sxrub.— Ko,  8.— Sxftsmbxb,  1866.  IS 
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Splduen. — This  is  done  in  a  Bpleissofen  (spleiss  furnace,  reTerber* 
atory  furnaoe)  of  the  Hungarian  construction.  In  the  beginning  the 
melting  was  done  with  generator  gases  in  furnaces  constructed  in  the 
manner  of  an  English  copper-melting  furnace,  hut  so  many  difficul- 
ties occurred,  and,  at  the  same  time,  the  smelting  was  so  expensiTe, 
that  the  old  method  was  taken  up  again.  The  hearth  of  the  spleiss 
furnace  is  formed  of  stamped  taloose  slate,  mixed  with  yellow  loam* 
When  yet  damp  it  is  beaten  in  and  covered  with  pine  brushes,  where- 
upon the  black  copper  is  laid.  A  charge  consists  of  30  to  60  cwt.,  and 
the  pieces  are  arranged  in  such  a  way  that  they  offer  an  ample  pas* 
sage  to  the  flame.  The  warming  lasts  4%  hours ;  then  follow  10  to  12 
hours  of  slow  firing,  in  which  the  copper  glows  only  dark  red,  after 
which  time  it  commences  to  melt  together.  Until  this  time  no  wind 
is  given,  but  now  the  same  is  turned  on,  and  the  fire  increased  to  melt 
the  slag.  This  lasts  2  to  3  hours.  The  slag  melted,  the  copper  be^ 
gins  to  boil,  then  the  wind  is  moderated,  and  the  slag  drawn  from  the 
copper  by  a  wet  piece  of  wood  fastened  to  an  iron  bar.  This  slag, 
first  drawing,  (Iter  absug,)  is  very  refractory,  has  a  dark  color,  and 
can  be  drawn  only  with  difficulty  from  the  furnace.  It  consists  mostly 
of  the  earthy  masses,  which  adhere  to  the  spleiss  chips,  which  are  re- 
turned into  the  furnace.  As  soon  as  the  slag  is  drawn,  and  the  cop- 
per appears  with  a  bright  surface,  a  dense  smoke  emanates  from  it, 
and  the  copper  is  now  in  the  state  which  is  called  the  ^^schwefeln," 
(emanation  of  sulphur,;  sulphurous  acid  emanates,  the  wind  is  quite 
turned  off,  and  the  fire  moderated,  so  that  the  copper  for  about  two 
hours  is  quietly  left  alone.  During  this  time  copper,  in  form  of  a  fine 
dust,  is  thrown  up  constantly  from  the  melted  metal.  As  long  as  this 
fine  dust  is  visible,  no  wind  can. be  given,  because  by  doing  so  copper 
dust  would  be  blown  out  of  the  furnace.  When  the  copper  begins  to 
become  quiet,  some  wind  and  more  fire  is  given,  and  both  are  increased 
for  about  8  to  10  hours  until  the  copper  is  tapped.  In  this  period 
every  hour  the  slag  must  be  drawn.  As  soon  as  this  is  done  a  great 
deal  of  antimonial  smoke  escapes.  During  the  last  hour,  when  by  an 
increased  wind  the  fire  must  be  very  strong,  the  slags  are  drawn  every 
quarter  of  an  hour.  As  soon  as  no  white  smoke  emanates  from  the  cop- 
per, it  is  stirred  up  with  green  birch  poles,  (poled,)  and  wet  pieces  of  wood 
are  made  to  swim  on  the  copper.  All  these  coppers  must  be  driven  very 
high  to  produce  a  good  copper  by  refining  lastly  in  an  open  hearth, 
(gussherd.)  The  quickly  cooled  proof  (gaarspan)  on  the  interior  side 
must  be  of  a  pink  color  without  dark  spots,  the  outside  dark  brown, 
the  edge  (grat)  thick  and  rounded,  not  thin  and  sharp.  If  all  these 
tests  are  found  perfect,  the  wind  is  turned  off,  and  the  copper  is 
tapped.  It  flows  by  two  tapholes  in  the  warmed  vortiegel  (pits  in  the 
form  of  crucibles,  cut  in  a  mixture  of  loam  and  charcoal,  which  is 
stamped  in  a  space  before  the  tapholes,  inclosed  by  iron  plates,)  then 
water  is  thrown  at  the  surface  of  it.  The  cold  disks  or  cakes  (spleis- 
sen)  are  taken  off  by  a  fork  (forkel)  and  thrown  into  cold  water.  The 
cakes  thus  obtained  are  sold  only  in  small  quantity  as  such,  but  most 
of  them  as  refined  into  hammered  plates,  (hammergaare  platten.)    To 
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tint  end  they  are  melted  in  an  open  hearth^  made  from  stamped  tal- 
oose  diate  and  some  loam,  and  as  soon  as  the  copper  is  refined  (gaar) 
it  )S  cast  bj  a  ladle  into  moulds.  Yet  red-hot  are  these  brought  be- 
neath a  water  hammer,  and  afe  forged  until  their  thickness  is  only 
two-thirds  of  the  original.  When  the  copper  in  the  hearth  smokes, 
the  hammer-master  drives  it  above  the  refining  point,  and  reduces  it 
again  by  stirring  it  with  a  wooden  pole  (poling),  and  let  it  then  come 
to  the  right  point  again,  and  repeats  the  operation  if  necessary. 

The  *^hammergaare  ruckstand-kupfer.*'  (refined  copper  from  the 
residues  of  the  black  copper  amalgamation)  thus  produced  has  the 
composition : 

Cn -,  9SW 

Sb « 101 

J^i ^ ^ ....^....^.^  trace. 
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This  cifn  be  hammered  without  getting  edge-cracks,  and  can  be 
rolled  to  thin  plates.  There  is  a  great  demand  for  it  in  Austria,  and 
it  is  preferred  to  many  other  brands. 

The  slag  of  this  process  (gaarschlacke)  contains,  separated  from 
the  grains  of  metallic  copper  dispersed  in  it,  of  suboxide  of  copper, 
12  per  cent.  ==  10*5  per  cent,  of  copper,  and  0*6  per  cent,  of  antimony* 
It  is  of  a  red-brown  color,  blown  up  like  foam,  and  difficult  to  melt» 
The  copper  from  the  crucible  assay  of  this  slag  contained  neither  nickel 
nor  iron.  The  slag  is  added  to  the  melting  of  the  residues  from  the 
amalgamation.  The  residue  of  150  tons  of  crude  speiss  and  200  tona 
of  refining  slag  has  to  be  worked  up  by  itself  yearly,  and  this  forms 
the  most  difficult  part  of  the  melting  operations. 

Working  up  of  the  Speui* — Ania^amatian. — Thetpeiss  is  powdered, 
and  a  charge  of  700  to  900  lbs.  is  placed  into  a  roasting  furnace.  Com- 
mencing with  a  slow  fire  on  the  grate,  this  is  removed  entirely  as  soon 
as  the  speiss  begins  to  glow,  and  the  roasting  is  performed  at  the 
lowest  possible  temperature.  The  charge  is  then  taken  out,  the  fur- 
nace cooled  down,  no  fire  at  all  given  to  the  grate,  and  a  new  charge 
pat  in.  This  in  a  short  time  begins  to  glow,  and  has  to  be  constantly 
stirred  and  turned,  and  every  attention  paid  that  the  furnace  does  not 
get  too  hot.  In  this  manner  the  roasting  is  conducted  for  months, 
without  fire  on  the  grate,  because  there  is  so  much  heat  remaining  in 
the  walls  of  the  furnace,  that  each  new  charge  begins  to  glow  by  it- 
self. The  furnace  is  recharged  every  8  hours.  The  speiss  powder, 
after  cooling,  is  sifted,  the  lumps  are  ground,  both  powders  mixed, 
and  turned  over  to  a  second  roasting.  6U0  lbs.  of  this  powder  roasted 
without  fire  are  mixed  with  100  lbs.  of  crude  speiss,  put  into  the  up- 
per furnace,  and  remain  ^there,  being  constantly  stirred  and  turned 
for  5  hours.  The  crude  speiss  is  added  for  the  purpose  of  easier  set- 
ting the  mass  on  fire  in  the  upper  furnace.  In  the  fifth  hour  there  are 
added  in  the  upper  furnace,  to  this  charge  of  700  lbs.,  100  lbs.  of 
crude  limestone.  After  the  fifth  hour  it  is  lowered  down  to  the  lower 
liaarlh,  where  it  is  mixed  with  8  to  4  shovelsful  of  charcoel  da8t^->- 
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This  is  done  three  times  from  the  fifth  to  the  seventh  hour.  Kow  the 
grate  is  fired;  and  in  the  ninth  hour  the  mass  mast  be  bright  red-hot; 
therefore  a  pretty  good  fire  is  kept  up,  which  is  extinguished  again  at 
the  end  of  the  tenth  hoar ;  so  that  can  be  reckoned  in  the  n[^er  and 
lower  furnace  together  as  follows : 

Incension,  no  fire  on  the  grate 1  hoar. 

Calcining,  (schwefeln,)  no  fire 7  hours. 

Boasting,  good  fire,  bright  red  heat 1|  hour. 

CooliDg,  no.  fire ^/, |  how. 

The  firing  is  done  by  chips  and  pine  branches.  It  is  necessary  that 
during  the  whole  process  of  roasting  the  charge  be  constantly  stirred 
and  turned;  therefore  the  upper  and  lower  furnace  are  furnished  each 
with  two  workmen,  who  alternately  do  the  work  from  hour  to  hour. 

The  powder  comes  from  the  furnace  in  a  sheet  iron  wagon,  in  which 
it  is  transported  to  a  corner  of  the  roasting  house,  where  it  cools  off 
entirely.  700  lbs.  of  it  are  mixed  with  49  lbs.,  or  7  per  cent.,  of  salt 
and  6  lbs.  of  crude  limestone,  and  then  it  is  given  to  the  lower  hearth 
of  a  furnace,  where  it  is  roasted  for  4  hours  at  dark  red  heat,  which 
is  somewhat  increased  during  the  last  hour.  Chloride  of  silver  is  here 
formed  without  sulphuric  salts  being  present,  which  emanate  sulphuric 
acid,  and  thereby  decompose  chloride  of  silver.  Then  the  amalgama- 
tion is  done  quite  in  the  same  manner  as  the  amalgamation  of  the 
black  copper. 


On  Magnetical  Errors^  Oompenaations,  and  Oorreetioniy  wWh  apeeicd 
reference  to  iron  ship%  and  their  compauee.  By  Professor  Airt. 

m»n  the  London  Atbameani,  April,  1866. 
^  (Concluded  from  page  109.) 

V.  Maffnetiem  of  Shipe^  especially  of  Iron  Ship8j  and  Correction  of 
Magnetic  iHeturbing  Forcee  on  the  Ship*%  Oompase. — 64.  Notes  on  the 
principal  steps  made  in  the  investigation  of  these  subjects,  by  Flinders, 
Christie,  Barlow,  Sabine,  (for  wood-built  ships  containing  some  iron;) 
by  the  Astronomer  Royal's  experiments  on  the  Rainbow  and  Iron- 
eidee;  by  Scoresby,  Liverpool  Committee,  Towson,  Rundell,  Evans, 
(experiments  and  approximate  theory  for  iron-built  ships ;)  by  A.  Smith, 
(inferences  from  Poisson's  general  theory,  change  in  the  form  of  the 
numbers  exhibited,  and  theorv  of  the  parallel  needle  compass.)  Spe- 
ci  treatises,  '^  Admiralty  Manual,"  edited  by  Captain  Evans  and 
Archibald  Smith,  Esq.;  "Practical  Information,"  by  John  Thomas 
Towson,  Esq.,  published  by  the  Board  of  Trade.  The  latter  is  strongly 
recommended  to  nautioal  men. 

65.  For  theoretical  purposes,  and  for  steering  a  ship,  (in  a  very 
contracted  range  of  latitude,)  by  a  table  of  errors  of  compass,  it  is 
necessary  to  measure  the  disturbance  of  the  compass  in  numerous  po- 
sitions of  the  ship.  For  the  practical  purpose  of  correcting  the  com- 
pass, it  is  only  necessary  to  place  the  ship  in  a  limited  number  of 
positions ;  eight  (at  the  utmost)  at  first,  and  two  in  subsequent  al- 
terations. 
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56.  Methods  of  measuriDg  the  disturbance  of  the  compass:  By  ob- 
eervation,  with  aeimath  sights,  (at  great  height  above  the  compass,  if 
necessary,)  of  a  very  distaDt  mark,  whose  true  bearing  by  compass  is 
known.  By  ainilar  obaervation  of  a  celestial  body,  whose  astronomi- 
cal asimuth  can  be  computed  and  can  be  converted  into  magnetic  azi- 
oittth.  (For  thia  purpose  a  knowledge  of  the  local  variation  is  neces- 
sary ;  it  can  be  taken  from  Captain  Evans'  very  valuable  chart.  By 
reciprocal  observations  of  acimuths  with  an  azimuth  compass  on  shore 
in  a  position  free  from  disturbance,  (a  method  practised  by  the  As- 
tronomer Royal  for  the  IranndeSj  and  frequently  used  since  that  time.) 
In  circuinstanoes  where  none  of  these  methods  can  be  used,  by  obser- 
vation of  a  moderately  nearmark,  accompanied  with  observations  which 
define  the  position  of  the  compass,  and  by  repeating  the  observations 
nearly  in  the  same  places  upon  a  wooden  raft  (as  practised  by  the 
Astronomer  Royal  for  the  Mainbow).  The  selection  or  invention  of  the 
method  to  be  used  must  be  left  to  the  judgment  of  the  operator  under 
the  actual  circumstances. 

57.  Methods  of  conveniently  recording  the  disturbances :  By  table 
of  errors.  By  Napier's  diagram^  with  equatorial  triangles.  By  con- 
centric circles. 

58.  Investigation  of  the  deviations  in  the  RainiaWj  in  which  the 
existing  theory  was  first  established.  General  obscurity  on  the  sub- 
ject. Deviations  of  the  steering  compass  amounting  to  50^  marked 
end  drawn  to  the  east,  and  50^  marked  end  drawn  to  the  west,  accord- 
ing to  the  position  of  the  ship's  head.  The  first  light  thrown  upon  it 
was  derived  from  observations  of  the  vibration  of  a  magnet  freely  sus- 
pended in'  the  pl»ce  of  the  compass,  the  observations  being  made  with 
the  ship's  head  ^N.  E.  S.  W.  The  vibrations  of  the  same  needle  were 
observed  on  shore.  By  comparison  of  these,  the  proportion  of  the  acting 
magnetic  force  on  the  ship's  compass  in  those  different  positions  of 
the  ship  to  the  earth's  undisturbed  magnetic  force  was  found.  (The 
acting  force  with  the  ship's  head  nearly  south  was  ten  times  as  great 
as  with  her  head  in  the  opposite  position.)  Thus  it  was  found  that, 
representtng  the  earth's  force  by  100  towards  the  north,  the  ship's 
polar  force  was  represented  by  80  towards  the  stern,  and  17  towards 
the  port  side,  or  by  82  in  a  direction  12^  from  the  stern.  (This  is  the 
largest  that  has  yet  been  observed.)  By  a  graphical  construction  with 
these  elements,  based  on  the  parallelogram  offerees,  it  was  found  that 
the  observed  disturbances  were  accurately  represented,  with  the  ex- 
ception of  a  small  quadradtal  quantity,  such  as  would  be  produced  by 
the  iron  of  the  ship  nearly  towards  the  head,  or  towards  the  stern, 
(Article  30.)  A  magnet  of  proper  intensity  was  prepared  and  placed 
in  the  proper  position  to  correct  the  ship's  solar  force,  and  a  scroll  of 
iron  was  placed  on  one  side  (Article  46)  to  correct  the  quadrantal  de- 
viation, and  the  compass  was  then  sensibly  perfect. 

69.  Treatment  of  the  deviations  in  the  Iron$ide$.  In  this  operation 
was  invented  the  method  of  using  two  magnets  instead  of  a  single  one ; 
s  most  important  step,  because  it  gave  the  means  of  efiecting  the  cor- 
nction  wUhoot  calculation.  The  ehip's  head  was  placed  magnetie 
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north  or  sonth,  bj  the  aid  of  a  shore  compass  viewing  her  masts,  and 
a  magnet  was  placed  on  the  ship's  deck  in  an  athwart  position,  ahead 
or  astern  of  the  compass,  and  was  slid  nearer  or  farther  till  it  cansed 
the  compass  to  point  correctly.  Then  the  ship's  head  was  placed  mag- 
netic  east  or  west,  and  a  magnet  was  placed  in  s  fore  and  aft  position 
on  the  deck  on  one  side  of  the  compass,  and  was  slid  nearer  or  further 
till  it  caused  the  compass  to  point  correctly.  The  first  magnet  does 
Hot  disturb  the  compass  in  the  ship's  second  position,  and  the  second 
magnet  does  not  disturb  the  compass  in  the  ship's  first  position.  Thaa 
the  compass  was  made  correct  in  the  four  cardinal  positions  of  the 
ship.  Then  the  ship  was  placed  in  an  intermediate  position,  her  head 
45^  east  of  north,  or  west  of  north,  and  a  mass  of  iron  was  placed  on 
one  side  of  the  compass  to  correct  quadrantal  deviation*  Then  the 
compass  was  sensibly  perfect.  This  is  the  process  which  is  still  uni- 
versally employed.  The  object  in  placing  the  magnets  either  below 
the  compass  or  broadside-on  is  to  avoid  introducing  a  vertical  force, 
which  is  produced  with  a  magnet  end-on,  (Article  22.) 

60.  Exhibition  of  the  process  of  correction  in  a  mode). 

61.  Description  of  the  different  substances  which  have  been  adopted 
for  correction  of  the  quadrantal  deviation ;  scroll  of  iron  plate,  small 
box  filled  with  fine  iron  chain,  masses  of  cast  iron,  &c. 

62.  Continuation  of  history.  After  a  time  it  was  found  that  the 
polar  magnetism  of  a  ship,  which  was  supposed  to  be  permanent,  was 
not  really  permanent,  and  the  term  ^^subpermanent"  was  introduced; 
in  particular,  reasons  appeared  for  supposing  that  the  polar  magnetism 
changed  rapidly  in  the  course  of  a  ship's  first  voyages.  The  Liverpool 
Committee  was  appointed  to  inquire  into  the  whole  subject ;  their  three 
reports  are  probably  the  most  valuable  documents  'that  we  possess 
referring  to  these  questions.  The  inquiries  were  conducted  principally 
by  Mr.  Towson  and  Mr.  Rundcll.  Among  their  most  important  con- 
elusions  were  these :  That  the  direction  of  a  ship's  polar  magnetism, 
as  affecting  her  compass,  might  always  be  inferred  from  the  position 
in  which  she  was  built ;  that,  therefore,  it  was  to  be  concluded  that 
her  magnetism  was  induced  by  subpermanent  magnetism  (Articles  87, 
88,  89)  produced  by  the  hammer  blows  in  uniting  the  plates  when 
building ;  that  much  of  this  was  soon  lost,  when  the  ship  was  afloat, 
but  that  a  part  remained,  with  little  alteration,  for  many  years.  The 
Astronomer  Royal  discussed  the  records  of  several  ships  of  the  Royal 
Kavy,  and  also  those  of  the  Royal  Charter,  and  showed  that  after  the 
first  voyages  the  change  of  polar  magnetism  was  small,  and  generally 
in  the  nature  of  diminution.  (Dr.  Scoresby's  special  observations  on 
the  Royal  Charter  had  no  important  relation  to  the  ship's  compass.) 

68.  Very  important  observations  on  this  matter  were  made  by  Cap- 
tain Evans  and  Mr.  Rundell  on  the  (}reat  Eastern^  which  they  fol- 
lowed through  several  stages  after  its  launching.  The  transversal  po- 
lar magnetism  diminished  very  greatly. 

64.  Among  the  points  elicited  by  the  inquiries  of  the  Liverpool 
Committee  was  this,  that  in  many,  but  not  in  all,  of  the  merchant  ships 
^hich  they  ezamined|  the  eorrection  of  the  cempaae  elected  in  Eng- 
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land  failed  so  much  in  southern  latitudes  as  to  lead  to  the  impression 
that  the  ship's  polar  magnetism  had  changed  considerably.  As  far  as 
had  been  observed,  there  was  no  similar  change  in  ships  of  the  Boyal 
Navy.  Remarking  that  in  merchant  ships  the  compass  is  nearer  ta 
the  stem  than  in  ships  of  the  Royal  Nayy,  Mr«  Rundell  was  led  to 
a  practical  conclusion  which  ought,  in  all  cases,  to  receive  attention. 
The  history  of  an  earlier  discovery  is  first  to  be  mentioned. 

65.  Captain  Flinders,  who  made  a  voyage  of  discovery  in  a  wood- 
built  ship  in  the  first  years  of  this  century,  remarked  with  great  accu« 
racy  the  errors  of  his  compass,  with  the  ship's  head  in  different  direo* 
tioDS,  and  with  the  ship  on  different  sides  of  the  magnetic  equator, 
and  with  singular  sagacity  referred  their  cause  to  the  induced  mag- 
netism in  the  vertical  iron  stanchions,  (Article  27,)  which  were  prin- 
cipally ahead  of  the  compass.  He  suggested  that  they  might  be  cor- 
rected by  placing  a  vertical  iron  bar  astern  of  the  compass.  General 
Sabine,  in  discussing  later  voyages,  remarked  that  the  change  due  to 
position  on  the  globe  did  not  immediately  follow  the  change  of  ship's 
position ;  which  showed  that  the  magnetism  of  the  stanchions,  ke.y 
partook  in  some  measure  of  the  nature  of  subpermanent  magnetism^ 
(Article  37.)  These  remarks  nearly  exhaust  the  subject  of  diaturbances 
in  wood-built  ships. 

66.  Mr.  Rundell,  apparently  without  any  knowledge  of  Captain 
Flinder's  proposal,  remarked  that  the  compass  of  merchant  ships  is 
not  far  in  advance  of  the  great  vertical  iron  bar  of  the  stern-post,  ac- 
companied in  screw  steamers  by  another  bar  of  the  rudder-post,  and 
that  a  magnet  which  corrected  the  influence  of  these  bars  in  north 
latitudes  would  increase  it  in  south  latitudes,  but  that  a  correction' 
valid  in  all  latitudes  might  be  made  by  fixing  a  vertical  iron  bar  ahead 
of  the  compass.  This  has  been  done  in  several  instances,  apparently 
with  uniform  success.  The  amount  of  correction  to  be  produced  ought 
probably  to  be  such  as  will  leave  the  fore  and  aft  magnetism  at  that 
place  nearly  similar  to  that  on  other  parts  of  the  ship. 

67.  The  disturbance  of  the  compass  is  undoubtedly  simpler  when 
a  ship  has  been  built  with  her  keel  in  the  magnetic  meridian,  but  there 
does  not  appear  to  be  any  strong  reason  for  deciding  between  the  po- 
sitions of  head  north  and  head  south: 

68.  After  every  care  has  been  taken,  the  ship's  subpermanent  mag- 
netism will  change,  (usually  diminishing  slowly,)  and  arrangements 
ought  to  be  made  for  meeting  this  change.  Nothing  appears  prrferable 
to  Gray*8  adjustable  binnacle. 

69.  For  the  application  of  this,  it  is  necessary  to  be  able  to  plaoe 
the  ship's  head  once  north,  (or  south,)  and  once  east,  (or  west,)  usinr 
for  this  purpose  either  a  land  mark  or  a  celestial  body.  The  dumb  card 
is  the  most  convenient  instrument  for  ^placing  the  ship's  head  in  the 
proper  position. 

70.  Adverting  now  to  the  quadrantal  deviation.  In  merchant  ships 
the  quadrantal  deviation  is  usually  8^  or  4^,  or  perhaps  in  a  few  cases 
6^,  and  in  nearly  every  case  it  is  of  that  kind  which  would  be  pro- 
duced by  a  mass  of  iron  exaetly  alMad  or  exactly  astern  of  the  com* 
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pass,  (Article  80,)  and  this  may  be  corrected  by  a  mass  of  iron  placed 
exactly  on  one  side,  or  by  masses  placed  exactly  on  both  sides,  (Arti* 
cle  46,)  and  an  error  of  6°  is  not  too  great,  especially  when  the  four- 
needle  card  is  used,  to  prevent  this  from  being  done  conveniently. 

71.  But  in  the  armed  ships  lately  built  for  the  Royal  Navy  with  iron 
decks  and  iron  in  every  part,  the  quadrantal  deviation  amounts  to  14% 
and  it  is  difficult  to  correct  this  by  a  mass  of  iron. 

72.  Perhaps  it  might  be  corrected  by  another  compass,  (Article  47,) 
but  the  same  correction  would  not  be  valid  in  different  latitudes.  (Ar- 
ticle 50.) 

73.  The  Astronomer  Royal  prefers  a  modified  card.  (Article  53.) 

74.  It  has  lately  been  discovered  by  Captain  Evans,  that  in  the  wood- 
built  ships  covered  with  the  thickest  armor  plates,  the  quadrantal  de- 
Tiation  is  small,  not  exceeding  3^  or  4°.  This  is  analogous  to  wba( 
ia  described  in  Article  29.  It  appears  to  show  that  the  riveting  of  the 
plates  of  an  iron-built  ship  produces  what  may  be  called  ^'  magnetic 
contact,"  but  that  the  juxtaposition  of  large  masses  of  iron  does  not 
produce  magnetic  contact.  In  the  latter  case,  the  simple  theory  of  the 
Astronomer  Royal,  {Phil.  Trans.^  1839,)  appears  preferable  to  the 
general  theory  of  Poisson.  The  form  of  their  results  is  the  same,  but 
the  co-efficients  are  different. 

75.  In  the  turret  ships  lately  built  it  has  been  necessary  to  place 
ike  compasses  out  of  the  central  line  of  the  ship's  deck.  That  eccen- 
tric position  modifies  the  law  of  quadrantal  deviation  in  this  way,  that 
the  quadrantal  deviation  is  represented  by  the  effect  of  a  mass  of  iron 
not  exactly  ahead  or  exactly  astern  of  the  compass,  but  in  a  direction 
somewhere  intermediate  between  the  fore  and  aft  direction  and  the 
transversal  direction.  The  difference  which  this  would  make  in  the 
correction  would  be  the  following:  After  having  adjusted  the  trans- 
versal magnet  to  make  the  correction  complete  with  the  ship's  head 
north,  the  correction  would  be  found  incomplete  with  head  south ;  and 
the  adjustment  must  be  altered  till  the  error  is  divided  between  the 
two  positions.  In  like  manner  with  head  east  and  head  west.  By  re- 
marking the  magnitudes  of  the  residual  errors  in  different  positions, 
the  operator  will  determine  with  considerable  accuracy  the  direction 
of  the  ship's  head  when  the  error  is  0 ;  and  the  mass  of  iron  must  be 
either  towards  north  or  south,  or  towards  east  or  west,  with  the  ship's 
head  in  that  direction.  That  choice  of  poaitiona  being  determined  for 
the  mass,  the  ship  roust  be  turned  45^  from  the  same  direction,  and 
the  mass  is  to  be  adjusted  to  make  the  compass  correct.  A  modified 
card  might  be  adapted  to  the  compass,  but  it  would  require  a  special 
commencement  of  readings. 

76.  The  order  of  operations  ought  in  all  cases  to  be  this:  (1.)  For 
a  compass  near  the  stern,  Rundell's  vertical  bar  ought  to  be  fixed.  (2.) 
The  two  magnets,  or  systems  of  magnets,  for  effecting  the  correction 
with  the  ship's  head  lf.E.S.W.  ought  to  be  applied.  (3.)  The  masses 
of  iron  for  correcting  the  quadrantal  deviation  ought  to  be'  applied, 
or  the  modified  card  ought  to  be  mounted.  These  will  never  require 
alteration,  nrhateTer  alteration  be  made  in  the  magnets.  (4.)  The  ship 
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shoald,  if  possible,  be  sent  on  a  short  voyage,  or  should  be  exposed 
to  agitation  by  the  sea,  and  to  tremor  by  her  machinery,  in  different 
positions  of  her  head,  for  several  days.  (5.)  The  positions  of  the  mag* 
nets  ought  to  be  readjusted.  It  will  probably  be  sufficient  to  place 
the  ship  once  with  her  head  north,  (or  south,)  and  once  with  her  head 
east*  (or  west.) 

77.  It  is  of  ver^  great  importance  that  the  ship  should  not  be  hur- 
ried out  immediately  for  a  long  voyage^  hut  that  me  should  he  exposed 
to  agitation  andtremors^  with  her  head  in  different  directions^  several 
days  at  least,  and  that  her  magnets  should  he  readjusted  before  sail- 
ing on  a  long  voyage. 

78.  On  the  voyage,  the  captain  should  be  prepared  to  readjust  the 
magnets,  as  is  described  in  Articles  69  and  59,  (omitting  all  that  re- 
lates to  correction  of  quadrantal  deviation,  which  will  never  alter.) 

79.  Some  of  the  methods  described  in  the  Admiralty  Manual  relate 
to  the  determinations  in  different  localities,  and  at  different  times,  of 
the  principal  elements  of  magnetic  disturbance,  as  the  error  of  the 
lubber-line,  the  subpermanent  or  other  polar  forces  towards  the  ship's 
bead  and  the  ship's  side,  the  apparent  direction  and  measure  of  action 
of  the  masses  which  act  by  induction,  (Article  80,)  and  the  loss  of 
directive  power,  (Article  85.)  In  instance  of  the  importance  of  these 
determinations  it  may  be  pointed  out  that  in  iron  ships  of  the  Royal 
Navy  the  loss  of  directive  power  is  from  one-eighth  to  one-sixth  of  the 
whole.  These  methods  are  of  the  highest  value  for  the  philosophical 
inTestigations, connected  with  compass  disturbance,  and  are  strongly 
recommended  to  the  advanced  mathematician ;  but  they  are  not  likely 
to  be  useful  in  the  merchant  service. 

80.  Others  of  the  methods  in  the  Manual  relate  to  the  possibility 
of  converting  a  table  of  errors  determined  for  one  locality  into  a  table 
of  errors  applicable  to  another  locality.  It  does  not  appear  probable 
that  such  a  process  can  ever  be  used  in  the  merchant  service. 

81.  On  the  general  question  of  *'  correction  or  non-correction  "  of 
the  compass,  the  arguments  appear  to  stand  as  follows :  (It  is  to  be 
remarked  that,  if  the  ship's  subpermanent  magnetism  undergoes  a 
change,  it  affects  both  systems  with  equal  injury,  and,  therefore,  that 
occurrence  is  omitted  in  the  comparison.) 

NON-GORRBCTED  COHPASS.  GORRBCTED  OoMPASS. 

( Using  a  Table  of  Errors,)  {The  Binnacle  being  adjustable.) 

The  directive  power  on  the  compass  is       The  directive  power  on  the  compass 
extremely  different  on  different  courses,    being  sensibly  constant. 

The  principal  part  of  the  tabulated  er-       The  magnets  which  perfectly  correct 
rors  arises  from  subpermanent  magnet-  the   subpermanent    magnetism    in   one 
ism,  whose  effects  in  producing  deviation  place  will  also  perfectly  correct  it  in  an-^ 
▼ary  greatly  indifferent  parts  of  the  earth,   other  place. 
(Article  20.) 

It  is,  therefore,  absolutely  necessary       Only  when  there  is  suspicion  of  change 
from  time  to  time  to  make  a  new  table  in  the  ship's  magnetism  are  new  observa- 
of  errors  by  observations  in  numerous  tions  necessary,  and  then  two  are  sufficient,, 
positions  (not  fewer  than  eight)  of  the   (Article  69.) 
ship's  head. 

In  difficult  navigation,  as  in  the  chan-       In  any  hydrographical  difficulty,  th^ 
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nels  of  the  Thames  or  the  Mersey,  espe-  corrected  comjiafls  is  right  on  all  tackp  of 
cially  with  frequent  tacks,  the  use  of  a  the  ship,  and  its  use  i;»  perfectly  simple, 
table  of  errors  would  be  attended  with 
g^eat  danger. 

82.  The  Astronomer  Royal  has  no  hesitation  in  giving  his  own 
opinion  that  the  compasses  used  for  directing  the  ship's  course  ought 
to  be  corrected,  and  that  the  efforts  of  scientific  men  ought  to  be  di- 
rected mainly  to  the  rendering  this  correction  rigorously  accurate  and 
easy  of  application.  But  the  captain,  who  desires  to  make  his  voyages 
really  serviceable  to  magnetic  science,  must  have  one  compass  on  board 
which  either  is  not  corrected,  or  whose  correction  is  never  altered, 
and  must  frequently  observe  it,  not  for  the  purpose  of  steering  his 
ship,  but  for  the  collection  of  magnetical  facts.  This,  however,  is  to 
be  considered  as  a  philosophical  experiment,  not  as  an  aid  to  navi- 
gation. 

83.  The  disturbances  and  their  corrections,  as  treated  up  to  this 
Article,  apply  to  a  ship  on  even  beam,  or  without  any  heel ;  and,  by 
using  the  methods  above  described,  there  is  no  difficulty  whatever  in 
making  the  correction  sensibly  perfect.  The  heeling,  at  present,  offers 
considerable  difficulty,  not  in  estimation  of  its  magnitude,  or  in  appli- 
cation of  a  correction  at  any  one  place,  but  in  doing  this  in  a  way 
Vfhich  will  apply  at  all  parts  of  the  earth. 

84.  The  general  law  of  the  effect  of  heeling  is  this :  When  a  ship's 
head  is  east  or  west,  no  sensible  effect  is  produced  by  heeling.  When 
the  ship's  head  is  north  or  south,  heeling  produces  the  greatest  effect. 
Usually,  but  not  in  all  cases,  the  marked  end  of  the  needle  is  attracted 
to  the  windward  or  raised  side  of  the  ship  in  north  latitudes,  and  the 
unmarked  end  in  south  latitudes.  Usually,  in  iron  ships,  with  ship's 
head  north  or  south,  one  degree  of  heel  produces  one  degree  of  dis- 
turbance of  the  compass ;  but  in  some  instances  one  degree  of  heel 
produces  two  degrees  of  disturbance  of  the  compass. 

84*.  The  disturbance  by  heeling  appears  to  arise  immediately  from 
these  separate  causes : 

(1.)  Part  of  the  action  of  the  subpermanent  magnetism  is  perpen- 
dicular to  the  deck,  and  this  has  not  been  touched  by  the  operations 
of  correction  of  the  forces  in  the  plane  of  the  deck  (if  the  magnets  are 
applied  broadside-on).  When  the  ship  heels,  this  untouched  magnet- 
ism is  inclined  to  the  horizon,  and  produces  partly  the  effect  of  hori- 
zontal magnetism,  and  thus  disturbs  the  compass.  If  the  blue  end  of 
the  magnetism  perpendicular  to  ship's  deck  is  uppermost,  it  will  attract 
the  marked  or  red  end  of  the  compass. 

(2.)  If  there  are  masses  of  iron  fore  and  aft  of  the  compass,  and 
also  masses  of  iron  to  starboard  and  port  of  the  compass,  and  other 
masses  added  for  correction  of  quadraatal  deviation,  the  masses  fore 
and  aft  will  produce  no  new  effect  from  heeling,  but  the  masses  to  port 
and  starboard  will  be  raised  on  the  windward  side  and  lowered  on  the 
leeward.  The  red  end  of  the  former,  which  is  its  lower  surface,  will 
be  nearest  to  the  needle,  and  will  repel  the  marked  end ;  and,  in  like 
manner,  the  upper  or  blue  magnetism  of  the  mass  on  the  lee  side  will 
attract  it. 
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(8.)  A  mass  near  the  ship's  keel,  considered  in  the  the  same  way, 
Krill  hare  an  effect  opposite  to  that  of  (2),  but  agreeing  with  that  of  (1.) 

(4.)  A  transversal  deck-beam  nearly  nnder  the  compass  will,  on 
being  inclined  by  the  heeling,  have  blue  magnetism  in  its  higher  end, 
which  will  attract  the  marked  end  of  the  compass,  agreeing  with  (1) 
and  (8).  It  appears  that  in  most  instances  the  aggregate  effects  of  (1), 
(8),  and  (4)  exceed  that  of  (2). 

85.  Attempts  have  been  made  to  separate  these  various  effeots  by 
theoretical  considerations,  but  their  success  appears  doubtful. 

86.  There  appears  to  be  no  safe  way  of  determining  the  amount  of 
the  effect  of  heeling,  except  by  making  the  ship  to  heel,  and  observing 
how  much  the  compass  is  effected,  either  by  heaving  her  down  (in  dock) 
or  by  subjecting  her  to  the  action  of  the  wind  (on  a  river  or  sea). 

81 «  In  all  cases  the  effect  can  be  corrected  by  fixing  a  magnet  be- 
low the  compass  in  a  position  perpendicular  to  the  deck.  For,  when 
the  ship  heels,  this  magnet  becomes  inclined,  and  a  portion  of  its  mag* 
netism  acts  horizontally,  and  can  be  made  (by  trial)  exactly  to  neu- 
tralize all  the  other  effects. 

88.  Gray's  binnacles  are  adapted  to  receive  such  a  magnet,  and  to 
give  power  of  adjusting  it.  It  is  carefully  to  be  remarked  that  this 
magnet  must  be  mounted  and  adjusted  after  fixing  the  masses  of  iron 
used  to  correct  quadrantal  deviation,  (Article  61.) 

89.  Either  the  magnet  may  be  adjusted  in  position  while  the  ship  is 
inclined,  or  the  following  course  may  be  pursued :  By  means  of  a 
^^clinometer,"  the  ship's  inclination  may  be  observed  while  experiments 
are  made  on  the  deviation,  and  thus  a  proportion  may  be  obcained  be- 
tween the  angle  of  heel  and  the  angle  of  deviation.  By  means  of  an 
experimental  pendulum,  (whose  axis  passes  through  the  centre  of  a 
compass-card,)  on  which  a  magnet  can  slide,  the  position  may  be  found 
at  which  a  magnet  will  produce  the  same  proportion  between  the  angle 
of  heel  and  the  opposite  deviation.  The  distance  of  this  from  the  cen- 
tre of  the  experimental  card  is  the  distance  at  which  the  same  magnet 
most  be  fixed  below  the  ship's  compass. 

90.  On  a  voyage  into  southern  seas,  these  experiments  ought  to  be 
repeated. 

90*.  And,  as  a  general  rule,  a  corrected  compass  ought  to  be  con- 
sidered available  in  the  same  manner  as  a  chronometer  for  longitude. 
Very  great  reliance  may  be  placed  on  it  for  even  very  long  distances, 
bat  it  ought  to  be  checked  at  every  possible  opportunity. 

91.  For  experiments  on  iron  ships,  the  following  apparatus  (among 
others)  may  be  found  desirable :  Two  or  more  azimuth  compasses, 
(prismatio  compasses  also  are  sometimes  convenient.)  A  dumb  card* 
A  vibrating  needle  for  horizontal  intensity,  either  suspended  by  a  silk 
fibre,  or  in  the  form  used  by  Captain  Evans.  A  defiexion  needle  for 
horisontal  intensity,  in  Mr.  Towson's  form.  A  vibrating  needle  for 
vertical  force,  in  Captain  Evans'  form.  A  dip  needle,  balanced  to  a 
definite  angle,  for  vertical  force,  in  Mr.  Towson's  form.  An  ordinary 
dipping  needle.  A  clinometer,  or  pendulum,  with  graduated  arc.  A 
p^ranliim  adapted  to  carry  a  magnet.  Magnets.  Iron  for  induction 
experiments.  Magnetic  anvil. 
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(Continued  from  page  128.) 

The  national  standard  gae^holders  were  made  at  the  works  of  MesBrs. 
Bryan  Donkin  &;  Co.,  whose  weIl-kno?m  accuracy  in  workmanship,  and 
perfect  machinery  for  drawing  truly  cylindrical  tubes  of  large  sise, 
recommended  them  for  such  an  undertaking.  They  were  constructed 
tinder  my  direction  and  constant  superintendenoe.  In  constructing 
the  instruments,  the  various  properties  of  gas  I  have  just  named  had 
to  be  taken  into  account,  and  the  following  conditions  were  laid  dowa 
as  essential  : 

1.  That  they  should  be  composed  of  anon-corrodible  metal,  capable 
of  resisting  the  chemical  action  of  the  constituents  of  coal-gas  and 
water. 

2.  That  the  surface  of  the  bell  should* readily  part  with  water. 

8.  That  the  bell,  or  measuring  part  of  the  instrument,  should  be  a 
truly  cylindrical  vessel,  and  sufficiently  rigid  to  resist  change  of  form 
from  the  application  of  any  ordinary  forces. 

4.  That  it  should  have  a  correct  scale  engraved  upon  it  to  indicate 
its  capacity  in  cubic  feet,  and  the  subdivisions  of  the  feet  into  minute 
fractional  parts. 

6.  That  ic  should  be  correctly  balanced,  and  that  a  part  of  the  couu- 
terpoise,  suspended  by  a  cord  passing  over  a  spiral,  should  preserve 
its  equipoise  at  various  depths  of  its  immersion  in  the  water  in  the 
cistern. 

6.  That  the  sides  of  the  bell  should  be  maintained  vertical  in  its 
ascent  and  descent. 

7.  That  the  taps  should  be  lined  with  the  anti-corrosive  alloy,  and 
the  density  of  their  rubbing  surfaces  be  so  varied  as  to  reduce  their 
friction  to  a  minimum,  and  secure  their  durability  and  soundness. 

8.  That  the  different  parts  of  the  instrument  should  be  so  perfectly 
adapted  to  each  other,  that,  when  put  together  as  a  whole,  it  should 
work  easily,  steadily,  and  correctly. 

The  standards  having  been  constructed,  the  next  point  of  difficulty 
was  the  application  of  the  cubic  foot  bottle  in  graduating  them.  Their 
graduation  involved  nice  scientific  considerations,  and  a  series  of  ex- 
periments requiring  much  delicacy  and  care.  I  may  here  state,  that 
in  the  graduation  and  experimental  adjustment  of  the  standard  gas- 
holders, I  received  most  valuable  assistance  from  Mr.  William  Graeme 
Tompkins,  C.E.,  who  was  afterwards  employed  at  the  Exchequer  in 
the  application  of  the  standards  in  the  verification  of  the  gas-holders 
for  testing  meters  furnished  to  the  local  authorities,  and  in  this  his 
engineering  knowledge  and  experience  in  the  manufacture  and  use  of 
instruments  of  precision  was  of  great  service.  Though  the  cubic  foot 
bottle  already  described  was  accurately  adjusted  for  containing  the 
^4egal  standard  and  unit  of  measure,  there  was  no  method  known 
by  which  it  could  be  used  in  measuring  gas,  or  in  the  graduation  of 
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holders.  An  instrnment  called  a  ^^  transferrer"  was  resorted  to.  It 
consisted  of  **  an  upper  chamber,  containing  ezactlj  the  volame  of  one 
cubic  foot,  and  adapted,  with  proper  arrangement  of  cocks  and  pipes, 
by  repeated  discharges  of  the  water  filling  the  upper  chamber  into  the 
low€r  chamber,  to  discharge  in  succession  any  number  of  volumes  of 
air,  each  of  one  cubic  foot,  into  any  vessel  properly  prepared  for  their 
reception."  This  instrument  was  resorted  to  without  any  satisfactory 
result.  It  was  open  to  serious  objections.  The  filling  of  the  bottle 
produced  agitation  of  the  water,  displacing  air  from  the  water,  and  en- 
tangling variable  quantities  of  it  in  minute  bubbles,  many  of  which 
adhered  to  the  inner  surface  of  the  bottle.  Every  means  which  sug- 
gested itself  was  tried  to  make  it  available,  but  these  giving  no  satis- 
factory result,  it  was  laid  aside.     Analogous  methods  were  tried  of 

Fig.  2. 


GBO.  QLOVBR  S  DIRBCT  TRAJNSFBBRBR. 
Scale  ^  inch  =  1  foot 

▲.  In^ertAd  cable  foot  bottle. 

B.  Cistern  to  be  raised. 
c  c.  Small* pulleys  for  rope-connecting  windlass  with  cistern. 
D  D.  Pillars  to  support  cubic  foot  bottle,  and  to  which  the  pulleys  are  fixed. 

s.  Windlass  with  ratch  for  raising  the  lank  or  cistern. 

v.  The  exit  pipe  Arom  bottle. 

o.  The  box  in  which  the  whole  instrument  is  enclosed. 

B.  Window  covering  the  aperture  made  by  the  withdrawal  of  ^}ip  |K%  of  the 
tap  of  the  bottle. 

I.  Tap  be^xt  bottle^aod  holder. 
Vol.  LIL— Thiw)  Sbeies.— No.  8,— Sbftbhbeb,  18S6.  16 
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trantferriDg  the  exact  eabic  foot  of  air  to  the  gas-holder,  bat  with 
hardly  more  saceess.  A  closer  approximation  in  some  instances  wss 
obtained,  bnt  the  uniformity  was  not  such  as  to  jasiify  their  adoption 
in  the  diTision  of  the  scale.  At  last  it  ooonrred  to  me  that,  instead  of 
using  the  bottle  indirectly,  it  might  be  used  directly,  the  second  Tcssel 
being  dispensed  with.    The  diagram^  Fig«  2,  will  explain  the  process* 

1.  The  bottle  was  ioverted* 

2.  The  ping  was  drawn  out. 

8.  The  openings  caused  by  the  withdrawal  of  the  plug  were  closed 
with  glass. 

4.  A  piece  of  leaden  tube  was  soldered  to  the  end  of  the  tap. 

5.  This  tube  was  connected  with  the  gas-holder  to  be  tested. 

6.  A  cistern  containing  distilled  water  was  placed  below  the  bottle 
thus  secured  in  a  fixed  vertical  position. 

7.  The  cistern  was  raised  steadily,  without  the  water  being  agitat- 
ed, through  the  entire  length  of  the  bottle,  until  the  water  reached 
the  point  where  the  plug  of  the  tap,  had  it  been  retained,  would  have 
stopped  it,  and  the  entire  volume  of  air,  vis :  one  cubic  foot,  defined 
by  the  contents  of  this  bottle,  was  found  to  have  been  transferred  to 
the  gas-holder. 

By  this  method,  simple  and  direct,  the  various  errors  occasioned  by 
the  complicated  character  of  the  **  indirect  transferrer  "  are  at  once 
avoided.  Tested  by  numerous  experiments,  the  results  of  this  method 
have  been  invariably  satisfactory,  and  it  has  removed  a  difficulty  long 
felt  by  meter  makers  in  the  graduation  of  their  holders  for  testing 
meters.  In  his  letter  to  the  Lords  Commissioners,  from  which  I  have 
already  quoted,  the  Astronomer  Royal,  referring  to  it,  says :  **  The 
yolume  of  air  defined  by  the  contents  of  the  cubic  foot  bottle  was  forced 
into  the  gas-measurer,  Fig.  8,  under  trial  br  a  process  invented  and 
introduced  by  Mr.  George  Glover,  in  which  the  nearly  undisturbed 
surface  of  water  is  carried  gradually  through  the  entire  length  of  the 
bottle  without  risk  either  of  absorbing  or  giving  out  air.  For  the  one- 
foot  gas  measurer  this  operation,  in  strictness,  was  required  only  once, 
(but,  as  a  cautionary  step,  it  was  repeated  several  times.)  For  the 
ten-feet  gas  measurer  it  was  necessarily  to  be  done  ten  times.  The 
result  of  the  examination  was  that  the  five-feet  measurer  exhibited  no 
trace  of  error ;  that  the  ten-feet  measurer  appeared  to  show  an  error 
of  about  Yi^n  part,  which  appeared  to  be  undoubtedly  due  to  a  little 
change  of  temperature ;  and  that  the  one-foot  measurer,  which  is  ex- 
tremely sensitive  to  such  changes,  apparently  exhibited  errors,  some- 
times +  1^99  sometimes  —7^9.  Regarding  these  indications  as  mere- 
ly illusory,  I  do  not  doubt  that  the  gas  measurers  are  as  accurate  as 
it  is  possible  for  human  skill  to  make  them,  and  I  therefore  report 
them  as  being,  to  all  intents  and  purposes,  perfect." 

The  experience  of  five  years,  I  am  happy  to  say,  has  only  confirmed 
this  testimony. 

In  yerifying  holders,  and  in  testing  meters,  thermometers  of  a  pe- 
culiar construction.  Fig.  4,  are  used  with  elongated  bulbs,  by  which 
sufficient  delicacy  of  indication  is  insnredi  whether  of  the  testing  room, 
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Fig.  8. 
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Inverted  cylindrical  yessel,  commonlv  called  the  bell. 

The  Boale  engraved  on  the  bell. 

Chain  or  band  bf  \vhieh  the  bell  is  hung. 

Wheel  or  pulley  over  which  the  chain  or  band  works. 

CounterhAlance  weight  for  the  bell ;  upper  parts  movable,  so  as  to  give  the 

two  pressures  required  by  Clause  13  of  the  Act. 
The  cycloids  or  apirals  fixed  on  the  pulley-shaft,  a  nd  balancing  each  other. 
A  counterbalance  weight  attached  to  the  extrem  ity  of  one  of  the  cycloids  to 

maintain  the  true  balance  of  the  bell  at  varying  depths  of  the  water. 
Microscope  for  reading  the  scale.  N  K.  Cistern  or  tank. 
Thermometer  on  the  bell.  o  o.  Adjusting  screws  for  leveling  cistern. 

Pressurorgauge  on  the  bell.  p  p.  Thermometers  on  testing- table. 

Taps.  Q  Q.  Pressure-gauges  on  table. 

Inlet  pipe.  Y.  Exit  column  from  secondary. 

Outlet  pipe.  z,  Exit  column  from  standard. 
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the  standard  bell,  the  outlet  of  the  standard  bell,  or  the  outlet  of  the 
instrument  bein^  tested.  On  one  side  of  the  thermometer  is  a  scale 
for  temperature,  on  the  other  a  scale  for  corrections  rendered  neces- 
sary by  variations  of  temperature  and  moisture  in  the  gas.  The  scale 
is  calculated  from  the  tables  for  temperature  and  moisture  kept  at 
Greenwich  Observatory  during  a  period  of  twelve  years,  and  Mr. 
Glaisher  kindly  assisted  in  rendering  these  instruments  more  perfect, 
and  in  carefully  comparing  them,  throughout  the  whole  scales,  with 
the  standard  thermometer  at  the  Observatory. 

Thermometers  in  general  use  vary  to  a  large  extent,  not  only  from 
each  other,  but  from  themselves,  in  different  parts  of  the  scale.  Gas, 
as  you  know,  expands  about  \  per  cent,  from  temperature  and  mois- 
ture for  every  degree  of  Fahrenheit's  scale,  «.e.,  in  round  numbers, 
about  5  per  cent,  for  20  degrees.  Gas  coming  out  of  the  ground  at  the 
temperature  of  40^  would  increase  5  per  cent,  in  this  room  if  the  tem- 
perature were  60®. 

In  fixing  a  unit  of  measure,  and  providing  standards  of  measure  of 
the  highest  attainable  accuracy,  the  '^  Sales  of  Gas  Act "  has  rendered 
a  great  and  valuable  service.  And  here  I  am  reminded  of  the  lan- 
li^age  employed  by  the  famous  Laplace,  when  speaking  of  national 
standards  for  weights  and  measures  generally  :  ^*  We  cannot  reflect  on 
the  prodigious  number  of  measures  in  use,  not  only  among  different 
nations,  but  even  in  the  same  country,  their  capricious  and  inconveni- 
ent divisions,  the  difficulties  of  determining  and  comparing  them,  the 
embarrassments  and  frauds  they  occasion  in  commerce,  without  re> 
garding,  as  one  of  the  greatest  benefits,  the  improvements  of  science 
and  the  ordinances  of  civil  government  can  render  to  mankind,  the 
adoption  of  a  system  of  measures,  of  which  the  divisions  being  uni- 
form, maybe  easily  derived  in  calculations,  and  which  may  be  derived 
in  a  mjinner  the  least  arbitrary  from  the  fundamental  magnitude  indi- 
cated by  itself.  A  nation  that  would  introduce  such  a  system^  would 
unite  to  the  advantage  of  reaping  the  first  fruits  of  the  improvement 
the  pleasure  of  seeing  its  example  followed  by  other  countries,  of 
l^hich  it  would  thus  become  the  benefactor." 

And  so,  in  the  present  instance,  we  are  already  reaping  the  fi:aits 
of  the  ^'  Sales  of  Gas  Act/'  A  great  advance  towards  correct  mea- 
surement has  been  effected.  The  inaccuracy  of  the  meters  in  general 
use  hitherto  has  been  fully  established.  The  companies  and  the  com- 
munity can  now  be  protected.  So  far  the  legislature  has  done  its  duty. 
Lord  Redesdale's  Act  carried  legislation  as  far  as  the  present  state  of 
our  information  justified,  and  it  avoided  the  grave  error  of  going  be- 
yond it.  The  prudent  and  wise  course  for  government  to  pursue  is 
clear.  It  is  at  once  its  duty  and  its  interest  to  protect,  encourage, 
and  give  every  facility  to  a  manufacture  now  so  intimately  connected 
as  gas  is  with  the  public  welfare. 

And  here,  I  may  remark,  in  passing,  that  the  clamor  now  being 
raised  against  gas  manufactories  being  conducted  in  the  heart  of  our 
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tilies  and  towns  is  unreasonable.  It  has  gained  strength  from  the 
recent  explosion  of  a  gas-holder  not  far  oSy  m 
circnmstance  which  has  excited  needless  appro* 
hensions.  No  occurrence  could  be  more  excep* 
tronal.  I  believe  it  is  without  precedent,  and  it 
arose  from  a  cincamstance  which  miffht  easily 
have  been  prevented.  When,  in  1854-65,  I 
^  had  the  honor  to  be  instructed  bj  Sir  Benjamia 
1  Hall  {now  Lord  Llanover)  to  examine  and  re*- 
I  port  on  the  gas-works  of  the  metropolis,  for  his 
I  guidance,  with  reference  to  the  ^^  Nuisances  Re- 
I  moval  Act,*^  I  reported  that  gas-works  could 
£  be  conducted  in  populous  neighborhoods  without 
I  being  a  nuisance  or  injuring  the  public  health. 
8  Legally  to  constitute  a  nuisance  three  things 
I  must  be  established:  A  noxious  element  in  suf- 
I  ficient  quantity;  that  element  in  suflScient  in- 
I*  tensity  and  in  continuous  action ;  and  gas-works 
^  were  not  deckred  such  a  auisanoe.  To  science, 
i  in  fact,  and  not  to  legislation,  must  the  public 
t  look  for  the  removal  or  mit^ationof  any  evil  or 
I  danger  which  they  may  occasion. 
Ig  But  to  return.  The  government  having  done 
I  its  duty,  it  should  be  the  endeavor,  as  it  is  the 
I  interest,  of  meter  manufaetorers  to  produce  me- 
•e  ters  SQch  as  will  satisfy  the  just  demands  of  th^ 
J  public.  The  work  of  reform  in  the  measure- 
ij,  ment  of  gas  which  emanated  from  the  legisla- 
ture must  be  carried  on  systematically  and  ear- 
nestly throughout  the  community.  Neither 
party  interests  nor  party  prejudices  can  be  per*"" 
mit^d  to  obstruct  the  public  weal.  Old  mono- 
l^oBes  here,  as  in  other  kinds  of  manufacture, 
injurious  in  the  first  instance  to  the  public,  and 
eventually  to  the  monopolists  themselves,  must 
be  considered  among  things  that  were,  and  the 
principle  of  free  a&d  unrestricted  competition-t- 
•*  a  fair  field  and  no  favor," — as  the  only  prin- 
ciple which  can  secure  the  benefits  the  ^^  Sales 
tif  Gas  Act*'  was  m^ftnt  to  yield.  Mere  slop  work,  the  bane  of  every 
%ther  kind  of  manufacture,  must  be  done  away  with  in  this.  Slovenly 
workmanship,  bad  ma/terials,  ^  rough  and  ready,"  ^  finger  and  thumb  * 
adjustment,  whether  of  the  wet  or  the  dry  meter,  must  give  place  to 
careful  execution,  suitable  materials,  and  correct  nechanical  adapta- 
tions. 

In  respect  to  the  wet  meter  the  following  points  may  be  considered 
as  clearly  established :  That,  with  the  introduction  of  water,  the  pro- 
Terbial  instabUity  of  water  is  introduced;  that  the  level  of  the  wa^er 
is  disturbed  by  the  pressure  of  die  ^as  oeastanlj  varyiag;  that  tlpe 
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use  of  the  wet  meter  exposes  the  companies  to  severe  loss,  and  tliose 
who  use  them  to  annoy&noes  and  dangers  from  which  dry  meters  are 
comparatively  exempted ;  that  corrosion  from  the  action  of  the  con- 
Btitnents  of  coal-gas  and  water  is  actively  at  work,  and  fatal  to  their 
durability.  Of  Tate  it  has  become  customary  to  make  cases  of  cast 
iron,  to  conceal  the  corrosion,  without  reference  to  what  is  going  on 
internally,  and,  by  repeated  coatings  of  green  paint,  to  convey  the  idea 
of  soundness,  an  idea  which  is  simply  delusive.  Mr.  Hawksley,  whose 
knowledge  and  experience  on  every  subject  connected  with  gas  enti- 
tles his  testimony  to  mnch  weight,  stated  before  a  committee  of  the 
House  of  Lords  that,  in  1864,  in  the  Nottingham  gas-works,  830,- 
000,000  of  cubic  feet  of  gas  had  been  made,  and  that  50,000,000  of 
cubic  feet  of  that  quantity  had  not  been  paid  for. 

No  doubt  he  attributed  a  considerable  portion  of  this  loss  to  over 
consumption  in  the  street-lamps,  and  to  leakage.  The  public  will  be 
astonished  when  told  that,  even  at  present,  most  companies  acknow- 
ledge that,  of  the  whole  gas  manufactured  by  them,  from  15  to  20  per 
«ent.  is  lost  or  unpaid  for,  a  loss  which  is  usually  ascribed  to  leak- 
age. Most  gas  companies,  as  a  rule,  have  no  correct  method  of  ascer- 
taining the  exact  amount  of  loss  ;  but,  whenever  the  question  is  care- 
fully gone  into,  arid  accurate  methods  of  measurement  applied,  the 
loss  out  of  profits  is  found  to  be  from  20  to  25  per  cent.,  and,  in  some 
instances,  even  more.  About  16  per  cent,  of  this  loss  may  fairly  be 
put  down  to  defective  meters.  The  tenacity  with  which  many  compa- 
nies have  clung  to  the  wet  meter,  and  their  efforts  to  maintain  it,  have 
been  in  no  small  measure  owing  to  the  want  of  a  suitable  substitute, 
and  the  failures  which,  with  one  exception,  have  marked  the  history 
of  the  dry  meter  manufacture.  These  failures  may  be  traced  to  one 
or  other  of  the  following  sources :  The  inadequate  scientific  knowledge 
of  the  manufacturers  themselves ;  the  complexity  of  the  conditions  the 
manufacture  involves  ;  the  error  of  adopting  angular  movements  in 
the  measuring  chambers  instead  of  direct  action ;  the  use  of  rotary 
valves ;  the  difficulty  of  arriving  at  the  combination  of  metals 'in  sttch 
definite  ratios  as  to  constitute  a  true  alloy,  the  uniform  density  and 
structure  of  which  shall  be  such  that,  when  manufactured  into  a  i> 
slide  valve,  the  rubbing  surfaces  shall  wear  equally,  and  the  perfect 
soundness  of  the  valve  shall  be  maintained. 

(To  be  continued.) 
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(A  Lecture  delivered  May  16, 1865.) 
'  From  the  Loadon  Journal  of  tbe  SodHy  of  Arta,  Na  677. 

The  importance  of  the  subject  which  I  intend  to  bring  before  yoa 
this  evening  is  so  extensive,  that  it  ought  to  be  the  subject  of  a  series 
of  lectures  instead  of  attempting  to  condense  it  into  one,  and  there* 
fore  I  shall  only  give  a  re9umi  of  some  of  the  discoTeries  which  haT« 
1>een  made  during  the  last  two  years. 
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Ton  are  probably  all  aware  that  England  occupies  the  first  position 
among  nations  as  a  source  of  mineral  wealth,  and  to  enable  you  to 
appreciate  the  truth  of  this  assertion,  allow  me  to  cite  a  few  figures 
published  by  Mr.  Robert  Hunt,  F.R.S.,  the  keeper  of  mining  records 
at  the  Royal  School  of  Mines.  In  1863  the  value  of  minerals  pro- 
duced was  ^£29,151,976,  from  which  metal  of  the  value  of  X36,864y- 
827  was  extracted.     There  were  produced — 

Tin  ore 15,170  tong. 

Copper  ore 212,947    " 

Lwid  ore 91,283     *< 

Silver  ore 88    " 

Zinc  ore 12,941     « 

Iron  ore 8,500,000    •« 

Further,  it  is  interesting  to  compare  the  results  given  by  Mr.  Hunt, 
in  1858,  with  the  above,  for  we  find  that  the  mineral  wealth  of  England 
has  nearly  doubled  in  five  years ;  for  in  1858  the  value  of  the  metals 
produced  amounted  only  to  ^18,105,708.  I  must  not  omit  to  state 
that,  during  the  last  few  years,  England  has  also  taken  the  lead  in  the 
mannfacture  of  aluminium  (Jno.  Bell  &  Co.,  manufacturers,  Newcastle) 
and  magnesium,  by  Messrs.  Mellon  &  Co.,  Salford,  who  have  adopted 
the  method  proposed  by  Mr.  Sonstadt.  As  to  the  four  new  metals 
which  have  been  of  late  discovered,  viz  :  coesium,  rubidium,  thallium, 
and  indium,  they  are  as  yet  but  scientific  curiosities,  but  as  their  dis- 
covery is  due  to  spectrum  analysis,  I  shall  refer  to  them  more  espe- 
cially when  treating  of  the  method  by  means  of  which  the  discovery 
of  these  metals  has  been  made,  an  illustration  of  which  I  shall  be  able 
to  give,  through  the  kindness  of  Mr.  Ladd,  who  will  show  you  the 
various  spectra  on  the  screen  at  the  conclusion  of  the  lecture. 

Since  1  had  the  pleasure  of  drawing  your  attention  last  year  to  the 
then  novel  application  of  magnesium  to  the  art  of  photography,  owing 
to  the  intense  light  which  that  metal  produces,  (for  it  has  been  calcu- 
lated to  be  equal  to  ^1^  part  of  that  solar  light,  and  has  been  seen  at 
a  distance  of  28  miles  at  sea,  and  also  to  its  intense  actinic  power,) 
Mr.  Bultinck  has  proposed  the  substitution  of  this  metal  for  zinc  in 
galvanic  batteries,  and  states  that  he  believes  the  substitution  would 
prove  a  very  advantageous  one  to  electricians.  The  employment  of 
this  metal  will  be  greatly  facilitated  by  the  large  works  which  have 
been  erected  for  its  manufacture  at  Boston,  in  America. 

Although  Mr.  Faraday  observed  many  years  ago  that  light  was 
transmitt^  through  thin  leaves  or  sheets  of  the  following  metals: 
platinum,  palladium,  rhodium,  gold,  silver,  copper,  tin,  lead,  iron,  and 
aluminium,  still  we  were  not  prepared  for  the  interesting  results  that 
Mr.  Quincke  has  obtained  and  published  in  the  Philosophical  Maga- 
zine for  March,  1864.  That  gentleman  endeavored  to  determine  di- 
rectly the  velocity  with  which  light  travels  through  metals,  and  he 
found,  strange  to  say,  that  it  travels  faster  through  gold  and  silver 
than  through  a  vacuum.  Further,  he  adds  that  he  was  unable  to  de- 
tect any  difference  in  the  components  of  the  light  which  had  previously 
passed  through  transparent  substances,  such  as  plates  of  glass.    The 
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comparative  rapidity  of  light  in  passing  through  metals  and  a  vacanm 
appears  to  me  to  be  in  favor  of  the  new  theory  of  light,  which  I  took 
the  liberty  of  expounding  to  you  in  my  first  lecture.  Although  we 
could  conceive  the  passage  of  light  through  a  thin  film  of  metal,  still 
chemists  were  astonished  when  Mr.  Henry  St.  Claire  Deville,  whose 
name  I  have  had  the  pleasure  of  often  citing  in  these  lectures,  pub- 
lished, conjointly  with  Mr.  Troost,  some  interesting  papers  on  the  po- 
rosity of  substances  under  the  influence  of  high  temperatures.  His 
experiments  enabled  him  to  show  that  even  platinum  and  wrought  iron 
tubes,  the  latter  one-eighth  of  an  inch  thick,  are,  when  carried  to  a 
high  temperature,  permeable  to  gases.  The  ipiportance  of  these  re- 
sults cannot  be  overrated  by  chemists,  when  the  permeability  of  pla- 
tinum is  considered,  as  that  metal  has  been  employed  by  them  under  the 
conviction  that  its  high  density  and  mode  of  manufacture  destroyed 
all  porosity.  As  to  iron,  the  knowledge  of  that  fact  is  most  important, 
especially  in  the  manuFacture  of  coal-gas,  where  iron  retorts  are  used 
for  distilling  the  coal.  So  complete  is  the  permeability  of  iron  at  a 
high  temperature,  that  an  iron  tube,  which  had  been  filled  with  hydro- 
gen gas  before  the  experiment,  was  found  to  contain  only  c  trace  of  it 
at  the  end  of  a  few  hours. 

Considering  the  short  space  of  time  which  I  have  at  my  command, 
I  can  only  state  that  you  will  find  in  the  Royal  Society's  Transac- 
tions (vol.  152,  part  1,  page  1)  a  most  elaborate  paper  on  ^'  The  In- 
fluence of  Temperature  on  the  Electrical  Conducting  Power  of  Met- 
als," and  also  (vol.  150,  part  1,  page  85)  one  on  the  "  Conductibility 
of  Copper."  These  researches  of  Dr.  Mathiessen  deserve  the  close 
attention  of  all  electric  telegraph  engineers. 

The  study  of  metals  must  convince  every  student  that,  although 
science  has  progressed  in  a  marked  manner  during  the  last  fifty  years, 
etill  that  there  is  a  great  deal  more  to  do  than  has  been  done.  Al- 
though we  have  known  copper,  zinc,  lead,  tin,  and  iron  for  many  cen- 
turies, still  hardly  a  month  passes  without  new  properties  of  these  met- 
als being  discovered,  or  facts  connected  with  the  improvement  of  their 
manufacture,  or  the  removal  of  the  impurities  they  contain.  I  there- 
fore deem  it  my  duty  to  advert  to  a  few  papers  that  have  been  pub- 
lished recently  respecting  certain  impurities  which  particular  metals 
contain,  which  impurities,  in  some  instances,  enhance  the  value  of  the 
metal,  and  in  others  lower  their  commercial  value.  No  class  of  sub- 
stances teaches  the  young  chemist  the  difficulties  and  the  labors  he 
must  be  prepared  for,  if  he  wishes  to  be  what  is  technically  termed  a 
good  operator,  and  if  he  pretends  to  prepare  a  pure  substance.  I  would 
therefore  advise  all  young  men  studying  chemistry,  carefully  to  read 
the  labors  of  J.  S.  Stas  on  ^*  The  Determination  of  the  Equivalents  of 
Chlorine,  Sulphur,  Nitrogen,  Silver,  Potassium,  Sodium,  and  Lead,"  . 
published  in  the  Montteur  Seientifiqtie  of  1861  and  1864,  where  they 
will  notice  that  Stas  has  spent  months  of  time  to  obtain  a  few  ounces 
otffure  silver,  lead,  &c. 

Copper. — The  same  may  be  said  of  the  researches  of  Mathiessen 
to  obtain  pore  copper,  for  hia  studies  above  aUuded  to  hare  enabled 
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him  to  state  that  there  is  no  alloj  of  copper  which  conducts  electricity 
better  than  pore  copper,  (page  92  of  the  above  memoir,)  for  he  found 
that  the  most  minute  quantities  of  arsenic,  phosphorus,  sulphur,  sele- 
nium, tellurium,  and  oxygen  diminished  the  conducting  power  of  that 
metal.  Whilst  on  the  impurities  of  copper,  I  must  not  fail  to  men- 
tion some  valuable  additions  which  Messrs.  Abel  and  Field  have  pub- 
lished in  the  Journal  of  the  Chemical  Society  of  London,  on  the  means 
of  determining  various  impurities  which  copper  contains.  Thus  they 
found  sometimes  traces,  and  sometimes  several  per  cent.,  of  the  follow- 
ing impurities  in  many  samples  of  commercial  copper,  silver,  arsenic, 
antimony,  bismuth,  lead,  tin,  and  iron,  (see  tables,  vol.  14,  page  802,) 
and  Mr.  Abel,  in  a  paper  inserted  in  the  same  journal  in  1864,  proved 
that  copper  contained  sulphur,  as  a  general  constituent,  but  only  in 
minute  quantities ;  selenium,  as  an  occasional  constituent ;  and  that 
oxygen  was  always  present,  and  sometimes  in  considerable  proportion. 
Thus,  in  dry  copper  he  found  the  quantity  of  oxide  of  copper,  not  as 
Messrs.  Dick  and  Percy  have  stated,  from  10*21  to  9*84  per  cent., 
but  from  8*77  to  4*56  per  cent.  Mr.  Abel  gives  the  following  num- 
bers as  representing  the  average  proportion  of  oxygen  obtained  with 
a  series  of  samples,  taken  in  diverse  stages  in  the  manufacture  of 
copper: 

Oxygen  per  cent. 

<«Dry"  copper 0-42 

Do.,  (another  specimen) 0*50 

"  Half-poled  "  copper 0-20 

•<  Tough-pitch  "  '*      0-08 

"  Over-poled "    «*      0-08 

Iron. — ^As  far  as  our  present  day's  knowledge  extends,  no  metal  is 
more  influenced  than  iron,  either  for  good  or  for  bad,  by  the  presence 
in  it  of  a  minute  quantity  of  another  element.  Thus,  a  few  thou- 
sandths of  carbon  transform  it  into  steel,  and  a  few  per  cent,  of  the 
same  element  converts  it  into  cast  iron ;  a  few  thousandths  of  sulphur, 
or  a  few  per  cent,  of  silicium,  renders  iron  **  red-short,"  that  is  to  say, 
brittle  at  a  red  heat,  whilst  the*same  quantity  (thousandths)  of  phos- 
phorus makes  it  '*  cold-short,"  or  hrittle  at  natural  temperature.  These 
facts  explain  why  iron  smelters  and  manufacturers  do  all  in  their 
power  to  use  ores  as  free  as  possible  from  these  impurities,  or  apply 
all  their  skill  to  remove  them  from  the  ores  or  metal  when  present.  I 
am  therefore  satisfied  that  all  iron  smelters  will  appreciate  the  value 
of  the  following  facts,  published  by  M.  Garon  in  the  Comptes  Itendus 
of  the  Academy  of  Science  of  1863,  on  the  influence  of  manganese, 
when  used  on  the  bl^st  furnace  to  remove  silicium  from  cast  iron.  The 
following  table  shows  the  relative  quantity  of  manganese  and  silicium 
existing  in  the  cast  iron  thus  produced : 

Manganese.    Silicium. 

No.  1 7  93  0  05 

"    2 6-82  008 

«    8 4  70  0  80 

"    4 3-81  0-65 

"    6 2  26  0-76 

"    6 8-90  0-60  cold  blast 

"    7 2  10  0-76  hot  blaat. 
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This  table  shows  that  as  the  qaantitj  of  manganese  decreases  in 
the  pig  iron,  the  quantity  of  siliciam  increases ;  farther,  that  the 
higher  the  temperature  (all  the  rest  of  the  operation  being  conducted 
in  the  same  manner)  the  quantity  of  silicium  increases  and  the  mao< 
ganese  decreases. 

M.  Caron  has  further  made  the  important  remark,  that  it  is  the  in* 
terest  of  the  iron  smelter  to  use  as  much  lime  in  the  blast  furnace  as 

{practicable,  when  manganiferous  ores  are  employed ;  for  not  only  does 
ime  facilitate  the  introduction  of  manganese  into  the  iron,  bat  also 
helps  in  a  marked  degree  to  remore  the  excess  of  silicium. 

Eight  or  nine  years  ago  I  made  the  observation  that  if  maneanese 
had  not  the  property  of  removing  phosphorus  from  iron,  it  had  the  oue 
of  hiding  or  of  counteracting  the  bad  influence  of  that  element  on  iron ; 
in  fact,  I  found  that  cast  iron,  containing  as  much  as  one  or  two  pa 
cent,  of  phosphorus,  would  yield  good  mercantile  iron  if  the  pig-iron 
contained  at  the  same  time  five  or  six  per  cent,  of  manganese,  and  I 
have  lately  heard  that  manganiferous  ores  have  been  used  with  great 
advantage  by  the  Cleveland  iron  smelters  to  overcome  the  ^^  cold  short- 
ness "  of  their  cast  iron,  which  is  due,  as  is  well  known,  to  the  pre- 
sence of  phosphorus  compounds  in  the  Cleveland  iron  ore. 

It  is  highly  probable  that  the  advantages  which  have  been  derived 
from  the  employment  of  ^^  spiegeleisen  "  iron,  in  improving  the  quality 
of  steel  produced  by  Bessemer's  process,  is  owing,  not  only  to  the  fact 
that  this  peculiar  iron  contains  a  large  quantity  of  carbon,  which  it 
yields  to  the  molten  iron  contained  in  the  large  crucible  used  in  Bes- 
semer's  process,  but  that  the  manganese  it  contains  contributes  also  to 
hide  the  influence  of  the  phosphorus,  or  to  overcome  the  detrimental 
properties  which  a  trace  of  phosphorus  would  impart  to  the  steel  pro- 
duced by  this  process.  I  say  hide,  because  the  phosphorus  is  still 
present,  since  that  substance  cannot  be  removed  by  the  above  process 
from  any  pig  iron  in  which  it  may  be  present. 

M.  Caron  has  published  in  the  Technologists^  for  1864,  a  paper,  in 
which  he  shows  that  no  amount  of  lime  on  the  blast  will  remove  phos« 
phorus  from  any  ore  which  may  contain  it ;  and  that  tin-plate  manu- 
facturers and  others  who  employ  charcoal  iron,  should  pay  the  great- 
est attention  to  the  quantity  of  phosphorus  contained  in  the  charcoal 
they  employ  for  refining  ordinary  iron.  Thus  some  charcoals  are  sus- 
ceptible of  yielding  as  much  as  1  per  cent,  of  phosphorus  to  iron,  whilst 
Others  only  0  12  per  cent.,  and  lastly,  some  only  a  trace. 

If  phosphorus,  sulphur,  and  silicium  are  injurious  to  the  quality  of 
iron,  the  metal  called  tungsten,  on  the  contrary,  appears  to  improve 
in  a  marked  degree  its  quality,  especially  when  in  the  state  of  steel. 
This  fact  has  not  only  been  demonstrated  beyond  all  doubt  by  Mr, 
Mushet,  but  also  recently  by  some  scientific  researches  due  to  M.  Ca- 
ron, who  has  proved  that  steel  containing  tungsten  presents  greater 
tenacity,  and  can  be  used  with  great  advantage  for  many  purposes; 
in  fact,  he  thinks  that  tungsten  can  be  used  instead  of  carbon  as  a 
converter  of  iron  into  steel.  There  can  be  no  doubt  that  the  employ- 
ment of  tungsten,  in  connexion  with  the  hardening  of  steel,  and  other 
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varioin  applications  wbich  that  metal  is  susceptible  of,  will  be  ereatlj 
ehhaDced  if  the  fact  stated  in  the  Chemical  New»  of  August  ISth  is 
brought  to  bear,  tIk  :  that  a  Swedish  chemist  has  found  a  simple  and 
practical  method  of  extracting  tungsten  from  its  ore  so  as  to  reduce 
its  cost  of  production  to  a  few  shilliugs  per  pound. 

Mr.  R.  Johnson  and  myself  have  published  a  paper  in  the  Memoirs 
of  the  Royal  Society,  in  which  we  showed  that  the  conductibility  of 
iron  was  greatly  modified  by  the  quantity  of  carbon  it  contained,  as 
proYcd  by  the  following  table : 

Conductibility  of 
'  Pound,    silver  =  1,000. 

Wrought  iron , , 18  92  486 

Steel 12  66  897 

Cast  iron 11-46  369 

We  also  found  that  the  hardening  of  steel  had  the  greatest  influence 
on  its  expansibility ;  for  whilst  a  steel  bar,  hardened  to  the  maximum, 
expanded  to  a  degree  wh'ch  may  be  represented  by  84,  the  same  steel, 
rendered  as  soft  as  possible,  expanded  only  62. 

Although  the  oxidation  of  iron,  or  its  rapid  destruction  under  the 
influence  of  the  carbonic  acid  and  the  oxygen  of  the  air,  is  a  source  of 
great  advantage  to  those  who  manufacture  this  article,  still,  in  many 
instances,  it  is  a  source  of  annoyance  to  those  who  possess  articles 
made  of  that  valuable  metal,  and  in  others  it  is  a  national  loss,  as  in 
the  rapid  decay  which  our  iron  ships  of  war  undergo.  Allow  me, 
therefore,  to  say  a  few  words  on  these  points. 

It  IS  easy  to  preserve  small  articles  made  of  iron  from  rust,  either 
by  plunging  them  into  a  weak  solution  of  caustic  alkali,  (whether  the 
iron  is  preserved  by  a  peculiar  action  of  the  alkali,  or  because  it  pre- 
vents the  action  of  the  carbonic  acid  of  the  atmosphere  in  conjunction 
with  oxygen  and  moisture,  are  points  to  be  determined,)  or  covering 
them  with  a  varnish  made  of  india  rubber,  gutta-percha,  and  a  small 
amount  of  fatty  matter.  As  to  the  preservation  of  ships'  bottoms  from 
corrosion,  without  entering  here  into  the  various  methods  that  have 
been  proposed  of  late  to  tSect  this  important  object,  still  I  deem  it  my 
4utj  to  call  your  attention  to  one  or  two  methods  that  have  been  tried 
with  apparent  success.  Thus  Mr.  Leach  has  applied  on  the  iron  sur- 
face of  ships'  bottoms  a  coating  of  guttapercha  or  other  cement,  and 
fastening  by  it  sheets  of  glass  of  about  one-fourth  of  an  inch  in  thick- 
ness. The  glass  is  previously  bent  to  the  shape  of  the  ship,  and  pierced 
for  the  reception  of  the  screw  or  bolts,  which  are  preserved  from  im* 
mediate  contact  with  the  metal  bolts  by  coating  them  with  a  little  of 
the  fastening  mixture. 

M.  Becquerel  relates,  in  the  Oomptes  Bendius  of  the  Academy  of 
Sciences,  1864,  the  results  which  he  obtained  by  the  application  of  his 
galrano-electric  process  on  the  iron  keels  of  some  of  the  French  men- 
of-war.  This  process  is  based  on  the  same  principles  as  those  adopted 
by  Sir  Humphrey  Davy,  in  1824,  for  preventing  copper  sheathing 
from  being  rapidly  corroded  by  sea-water,  and  which  consisted,  as  you 
mr0  mware,  in  attaching  at  various  distances  blades  of  sine  between  the 
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'wooden  Bitle  of  tbe  vessel  and  the  copper  sheets,  or,  what  effected  tlie 
same  purpose,  in  using  brass  nails  for  fastening  the  copper  to  the  sides 
of  the  vessel. 

M.  Becqnerel  employs  sine  in  connexion  with  iron,  thns  estabM- 
ing  a  galvanic  current  which  renders  the  iron,  like  the  copper  in  Sir.  H. 
Davy's  experiment,  electro-negative,  or  possessing  the  same  kind  of 
electricity  as  oxygen;  therefore  communicating  to  it  the  property  of 
liberating  oxygen  from  any  compound,  instead  of  absorbing  or  fixing 
it.  M.  Becquerel  has  proved  that  the  galvanic  action  of  the  sine  on 
the  iron  exercises  its  influence  on  the  whole  of  the  iron  surface  of  the 
ship,  but  nevertheless  that  its  influence  decreases  as  the  square  of  tbe 
distance,  and  consequently  that  its  action  is  only  sufficiently  powerful 
to  preserve  iron  from  corrosion  for  a  limited  distance,  and  consequently 
the  preserving  bands  of  zinc  must  be  placed  at  short  intervals  from 
each  other. 

Mr.  Johnson  and  myself  published,  as  I  hope  you  will  remember,  ia 
the  Journal  of  the  Society,  two  or  three  years  since,  two  papers  bear- 
ing upon  this  same  subject,  the  first  paper  containing  facts  exactly 
identical  with  those  published  in  1864  by  Becquerel;  the  second 
showing  the  advantage  that  would  be  derived  by  ship-builders  in  using 
galvanized  iron  plates,  instead  of  wrought  iron  ones,  for  plating  our 
men-of-war,  for  you  are  aware  that  the  attack  of  sea-water  on  iron 
plates  in  contact  with  oak  was  very  great,  being  2*880  as  compared 
with  galvanized  iron,  which  was  only  of  0*095,  all  the  circumstanceB 
of  action  being  equal  in  both  cases. 

But  the  most  important  result  that  Mr.  Johnson  and  I  have  arrived 
at  on  this  point,  is  the  demonstration,  in  a  paper  we  have  published, 
on  ^' The  Action  of  Sea-water  on  certain  Metals  and  Alloys,"  that  the 
action  of  sea-water  on  lead  is  nearly  nil,  as  seen  by  the  following 
table: 

Action  o/JSea-water  upon  Metals, 
1  Metre.  Grammes. 

Steel 29  JH 

Iron 27  87 

Copper  (best selected).. 12-96 

J&o.    (rough  cake) 18  85 

Zinc 6  66 

OalTanized  iron  (Johnson's  process) 1'12 

Biocktin.... ^ ^ X-46 

Stream  tin.. «. ^ 1'45 

Lead  fvirgin) ^ trace. 

Lead  (common) trace. 

This  metal  can,  therefore,  be  used  with  great  advantage  to  preserve 
the  keels  of  iron  ships  from  being  corroded  bv  the  action  of  sea-water, 
and  that  the  objection  which  miffht  be  raised  as  to  its  softness  might 
be  easily  overcome  by  adding  to  lead  a  few  hundredths  of  either  arse- 
nic or  antimony,  which  would  increase  its  hardness,  and  thus  render 
it  better  fitted  for  the  purpose  referred  to.  From  experiments  that 
we  have  made  we  can  further  state  that,  in  our  opinion,  Monti's  metal 
is  a  far  superior  article  to  copper  for  sheathing  diips.  (See  Sodety  of 
ArUP  Journal^  April  21,  1865.) 
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As  a  few  ladies  have  done  me  the  honor  to  attend  these  lectures,  it 
may  be  interesting  to  them  to  have  a  simple  method  of  cleaning  silrer, 
or  silver-plate,  withoat  the  trouble  of  employing  rouge  or  other  clean- 
ing powder,  which,  besides  rapidly  wearing  off  the  metal,  takes  up 
much  of  their  servant's  time.  It  consists  in  plunging  for  half  an  hour 
the  silver  article  into  a  solution  made  of  1  gallon  of  water,  1  lb.  hypo- 
sulphide  of  soda,  8  ozs.  muriate  of  ammonia,  4  ozs.  liquid  ammonia,  and 
4  ozs.  cyanide  of  potassium ;  but  as  the  latter  substance  is  poisonous, 
it  can  be  dispensed  with  if  necessary.  The  plate  being  taken  out  of 
the  solution,  is  washed  and  rubbed  with  a  wash  leather. 

Improvements  have  also  been  made  of  late  in  coating  cheap  metals^ 
such  as  iron  and  brass,  with  more  valuable  ones,  so  as  to  enhance  the 
value  of  the  fancy  articles  made  with  them.  If  you  remember,  I  re- 
ferred to  a  process  devised  by  Mr.  Oudry  for  coating  cast  iron  with 
copper  or  bronze.  The  method  that  I  wish  now  to  bring  before  your 
notice  is  one  devised  by  Mr.  Weil,  snd  is  based  on  the  same  principle 
as  the  one  which  has  been  in  practice  for  some  time  in  tinning  iron 
pins,  or  covering  brass  with  gold,  viz  :  plunging  the  article  to  be 
coated  into  a  boiling  alkaline  solution  of  a  salt  of  tin,  or  a  salt  of 
gold,  and,  in  the  case  of  Mr.  Weil,  into  one  of  copper,  which  consists 
of  an  organic  salt  of  copper,  (say  the  double  tartrate  of  copper  and 
potash,)  with  an  excess  of  alkali,  taking  care  that  the  cast  or  wrought 
iron  to  be  coated  is  in  contact  with  a  brass  wire  during  the  operation. 

I  shall  now  take  the  liberty  of  dwelling  for  a  short  time  on  various 
memoirs  which  have  been  published  in  connexion  with  the  physical 
properties  and  chemical  composition  of  alloys. 

You  will  find  in  the  "  Transactions  of  the  Royal  Society,"  vol.  150, 
some  extensive  researches  by  Dr,  Mathiessen  on  ^'  The  Electrical  Con- 
ducting Power  of  Alloys;"  also  in  vol.  154,  on  the  influence  which 
heat  exercises  on  that  important  physical  property  of  alloys.  Mr. 
Johnson  and  myself  have  published  papers  on  the  density  of  alloys,  as 
well  as  on  the  hardness,  expansion,  and  conductibility  of  the  same.  It 
was  admitted,  some  years  ago,  that  alloys  were  simply  a  mechanical 
mixture  of  various  metals,  but  the  systematic  researches  which  we 
have  published  leave  no  doubt  that  when  certain  metals,  such  as  tin 
and  copper,  bismuth  and  lead,  zinc  and  copper,  are  employed  in  equi- 
valent quantities,  and  that  the  proportion  of  each  metal  does  not  ex- 
ceed two  or  three  equivalents  of  one,  to  one  equivalent  of  the  other, 
that  they  are  susceptible  of  combining  and  forming  definite  compounds. 
I  may  sute,  in  corroboration  of  this  statement,  that  if  one  equivalent 
of  zinc  and  one  equivalent  of  copper  are  melted  together,  or  49-82  of 
copper  and  50*68  of  aino,  and  well  stirred,  and  allowed  to  cool  until  a 
crust  is  formed  on  the 'surface,  and  then  a  bole  be  made  in  the  crust, 
and  the  fluid  portion  poured  out,  well-defined  prismatic  crystals,  some- 
times of  ^inch  long,  wilt  be  found  to  coat  the  interior  of  the  solidified 
mass,  whilst  if  45  per  cent,  of  copper  and  55  per  cent,  of  ainc,  that  is 
to  say,  proportions  which  are  no  longer  equivalent  to  each  other,  then, 
iastead  of  obtaining  a  fine  golden  colored  crystalline  alloy,  a  white 
amorphous  mass  will  be  produced ;  in  fact,  no  brass  founder  attempts 

ToL.  LII.— Thibd  Sxbixs.— No.  8.— SxrrxMBxa,  1866.  17 
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to  V86  more  than  40  per  cent,  of  copper  to  prodace  brasSy  for  expert 
ence  has  taaght  him  that  if  he  ezceeda  that  quantity,  he  obtains  snoh 
a  white  metal  that  it  is  no  more  a  marketable  article.  Another  ex- 
ample is  furnished  by  certain  alloys  for  bronze.  Thus,  when  two  equi* 
Talents  of  tin  for  one  equivalent  of  copper  are  employed,  the  conducti- 
bility  of  this  alloy  for  heat  is  equal  to  that  of  both  the  metals  together 
entering  into  its  composition,  whilst  if  the  conductibility  of  alloys, 
composed  of  three  equivalents  of  capper  to  one  equivalent  of  tin,  or 
four  equivalents  of  copper  to  one  equivalent  of  tin,  is  ascertained,  it 
will  be  found  that  their  conductibility  is  quite  different  and  indepen* 
dent  of  that  of  the  metals  entering  into  their  composition ;  in  fact,  the 
conductibility  of  four  equivalents  of  copper  and  one  equivalent  of  tin 
is  five  times  less  than  the  one  first  cited. 

Without  occupying  your  time  with  further  instances,  let  me  call 
your  attention  to  an  important  fact  that  Dr.  Mathiessen,  Mr.  John* 
son,  and  myself  have  observed,  via :  that  the  addition  of  a  small  quan* 
tity  of  a  metal,  which  may  be  considered  as  an  impurity,  completely 
modifies,  in  many  instances,  its  properties,  and  the  most  important 
example  that  I  am  acquainted  with,  is  the  influence  which  the  addi- 
tion of  one  or  two  per  cent,  of  iron  exercises  on  the  properties  of 
brass.  If  a  brass  be  composed  of  60  per  cent,  of  copper  and  40  per 
icent.  of  zinc,  it  will  be  susceptible  of  being  drawn  or  bent  when  cold, 
but  cannot  be  forged  or  worked  when  heated,  whilst  if  1*75  or  2*0  per 
cent,  of  iron  be  substituted  for  the  same  quantity  of  zinc,  then  a  most 
Valuable  brass  is  obtained,  for  not  only  is  this  brass  capable  of  being 
forged  at  a  red  heat  like  iron,  but  its  tenacity  is  increased  in  an  enor- 
mous proportion,  for  each  square  inch  of  surface  is  able  to  support  a 
*^  breaking  weight "  of  from  27  to  28  tons,  a  tenacity  nearly  equal  to 
that  of  iron. 

Messrs.  Beyer  k  Peacock  of  Manchester,  who  experimented  with 
bolts  made  of  this  alloy,  in  the  hope  of  substituting  them  for  iron  ones 
in  the  fire-boxes  of  locomotives,  found  that  these  bolts  would  support 
»  strain  equal  to  those  of  iron,  and  that  the  threads  of  the  screw  were 
not  stripped  with  more  facility  than  those  of  iron  when  exposed  to  the 
same  strain. 

There .  is  no  doubt  that  when  this  alloy  becomes  more  generally 
known,  many  valuable  applications  of  it  will  be  made  in  the  arts  an^ 
manufacturea. 

Whilst  dwelling  on  valuable  brass  alloys,  let  me  state  that  two  alloys 
have  lately  been  introduced  which  will  prove  useful  to  those  requiring 
th«n,  namely,  a  white  alloy,  which  is  chiefly  employed  for  the  bear- 
ings of  the  driving  wheels  of  locomotives,  owing  to  its  extreme  hard* 
ness,  and  which  is  composed  of — 

Zinc 77 

Tin 17 

Copper 6 

'       100 

;   The  other  alloy  has  been  lately  proposed  to  calico  printers  by  Hf« 
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Lenssen  as  a  substitate  for  the  steel  blades  used  by  them  to  remore  the 
excess  of  color  which  adheres  to  the  surface  of  their  printing^roilerSi 
and  which  blades  bear  the  name  of  ^^doctora." 
Mr.  Lenssen's  metal  is  composed  of — 

Tin 4P8 

Zino 9-78 

\/oppcr*««».^««a  »•■•••  •••••••••••••■«  ••••Mi  •«•*•>  ••••••  ••••^•^ft*  «■•*•#•««••••  ■•••••  od'^v 

10000 

This  alloy  is  stated  to  have  all  the  flexibility,  tenacity,  and  hard^ 
ness  required  for  the  ^'  doctors  "  used  in  calico  printing ;  and  farther, 
it  presents  the  great  advantage  of  not  being  acted  upon  by  acid  liquors, 
which  action  is  often  a  great  source  of  annoyance  to  calico  printers. 

I  shall  conclude  this  lecture  by  alluding  to  the  extraordinary  modi- 
fication in  the  fusibility  of  metals  when  several  are  fused  together. 
Thus,  fer  exampld,  the  following  well-knowA  alloys,  which  liquify  ia 
boillBg  water: 

Kewton'*8  alloy,    D'Arcet's  alloy, 
fuflible  at  212<>.      fusible  at  201^'. 

Bi8iDuth«««.M .«.....,. •..^•••MM. •«•«.«•.•>•.« ^•.^..•«  5  .,«.,. .M«>« B 

Tin 8 8 

Lead 2  6 

Whilst  the  fusing  point  of  these  metals,  when  taken  separately,  is  as 
follows : 

Bismuth - 618* 

Tin 451° 

Lead.^.. 620o 

Therefore  the  fusing  point  of  each  metal  is  several  hundred  times 
higher  than  when  they  are  mixed  in  the  abov-e  proportions. 

A  still  more  fusible  alloy  has  lately  been  brongh4^  before  the  notice 
of  the  puUic  by  a  Mr.  Wood,  in  one  of  the  American  journals,  in  which 
he  states  that  by  melting  together 

Lead ^ ^.,^ ...^ ^ ^..^ 8  parts. 

Bismuth ^ ^ 6      " 

•pijj^ ^ ^^^^^  4      •* 

Cadmium.... ...«...•.».«. ••3... ^ «......«.,. ..a.*«... 8      " 

An  alloy  is  obtained  whose  point  of  fusion  is  equal  to  140  degrees ; 
therefore  susceptible  of  being  used  with  great  sidvantage  for  dental 
purposes. 

I  have  BOW  to  refer  to  the  four  metals  which  have  recently  been 
discovered,  vizt  ooesium,  from  cceeiugy  "sky-colored,"  owing  to  two 
blue  lines  which  it  produces  in  the  spectrum ;  rubidium,  from  rtibiduBy 
"  dark-red,*'  owing  to  the  existence  in  its  spectrum  of  two  red  lines  of 
remarkably  low  refrangibility ;  thallium,  discovered  by  Mr.  William 
Crookes,  and  which  derives  its  name  from  thaUos,  "  a  budding  twig," 
symboliaing  the  beautifal  green  tint  of  budding  vegetation  ;  indium, 
discovered  by  Messrs.  Reich  &  Richter  of  Freiburg ;  all  of  which  are 
due  to  the  introduction  into  science  of  a  mode  of  investigation  known 
mm  the  ^^apectrum  analysis/' 
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The  privoiple  upon  which  thig  mode  of  research  is  based  has  been 
of  late  so  well  described  and  illustrated  by  Dr»  Wm.  Allen  Miller,  in 
a  paper  read  before  the  Pharmaceutical  Society,  (see  Society's  Jour- 
naly  February,  1862,)  and  by  Professor  Roscoe  in  four  lectures  at  the 
Royal  Institution,  London,  (see  Chemical  New9^  vols.  5  and  9,)  and 
which  lectures  have  received  such  a  wide  publication  that  I  think  it 
useless  here  to  enter  into  details,  and  more  especially  as  Mr.  Ladd 
will  illustrate,  by  means  of  his  powerful  electric  lamp,  the  spectra  of 
some  of  the  above  metals,  as  well  as  those  of  potassium,  strontium, 
barium,  &c. 


Locks  and  Keyt. 

Jtom  tha  ItfBdon  JaarMl  of  Um  Soctot/ .of  Att^  No.  708. 

At  a  recent  meeting  of  the  Institution  of  Mechanical  Engineers,  a 
description  of  a  new  construction  of  lock  and  key  was  communicated 
by  Mr.  J.  B.  Fenby,  of  Birmingham.  The  writer  pointed  out  that  in 
all  previous  locks  there  had  been  two  important  defects  in  principle, 
which  are  fatal  to  their  security — the  first  being  that,  although  access 
to  the  works  of  the  lock  is  greatly  impeded  by  the  many  ingenious  con- 
trivances, they  still  admit  of  the  works  being  got  at  through  the  key-hole, 
and  thus  allow  of  a  series  of  attempts  being  made  to  pick  the  lock; 
while  the  second  defect  is  the  possibility  afforded  for  repeating  the 
trisl  of  a  false  key,  and  thus  perfecting  it  by  successive  alterations 
after  trial.  In  the  new  lock  described  in  the  paper,  which  is  the  in- 
Tcntion  of  the  writer,  the  principle  is  adopted  of  dividing  the  key  into 
two  parts,  the  bit  or  portion  by  which  the  levers  of  the  lock  are  raised 
being  separate  from  the  stem  or  handle  of  the  key.  For  unlocking  the 
lock  the  bit  is  inserted  through  a  second  key-hole  into  a  radial  slot 
contained  in  a  solid  rotating  cylinder,  the  cylinder  being  then  turned 
round  by  the  stem  of  the  key  acting  in  the  centre  key-hole ;  the  bit 
while  being  carried  round  is  also  pushed  outwards  along  the  radial 
slot  by  means  of  a  cam,  and  is  thus  made  to  protrude  from  the  cir- 
cumference of  the  cylinder  sufficiently  to  act  upon  the  levers  of  the 
lock,  and  thereby  set  the  bolt  at  liberty  to  be  withdrawn.  The  bit  is 
then  pushed  out  of  the  radial  slot,  and  drops  into  a  receptacle  inside 
the  door ;  and  the  further  revolution  of  the  cylinder  withdraws  the 
bolt,  and  unlocks  the  door.  The  consequence  of  this  mode  of  construc- 
tion is  that^  as  soon  as  the  bit  has  been  inserted  in  the  lock  and  the 
cylinder  turned  round  for  unlocking,  the  radial  slot  in  the  cylinder  is 
carried  away  from  the  key-hole,  which  is  completely  closed  by  the 
solid  cylinder,  whereby  all  access  to  the  interior  of  the  lock  through 
this  opening  is  effectually  prevented,  nor  can  anything  be  passed  into 
the  lock  in  this  way  except  a  detached  bit  of  metal  not  larger  than 
the  bit  by  which  the  lock  is  opened.  The  centre  key-hole,  into  which 
the  stem  of  the  key  is  inserted  for  turning  the  cylinder  is  simply  a 
blind  socket  with  parallel  sides,  and  without  any  communication  with 
the  interior  of  the  lock.  The  only  possibility  of  opening  the  lock  by 
fraudulent  means  lies,  therefore,  in  the  use  of  a  counterfeit  bit  intro« 
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4ttced  into  the  lock  in  place  of  the  true  bit ;  but  this  connterfeit  is  ab- 
Bolately  lost  to  the.  operator  and  retained  inside  the  safe  at  the  very 
first  trial,  so  that  he  is  not  only  limited  to  a  single  attempt,  but  from 
the  attempt  itself  no  clue  whatever  is  obtained  as  to  the  nature  of  the 
defect  in  the  counterfeit.     In  consequence  of  the  levers  not  being  ac- 
cessible for  feeling  through  the  key-hole,  and,  therefore,  not  requiring 
to  be  all  shaped  to  the  same  average  curve  at  the  portion  acted  upoa 
by  the  key,  each  lever  can  be  shaped  to  its  ewn  proper  curve,  and  the 
play  in  the  action  of  the  levers  is  thus  reduced  to  a  minimum  ;  hence 
a  much  slighter  amount  of  error  in  the  counterfeit  than  is  admissible 
in  the  case  of  previous  locks  will  prevent  its  opening  this  lock.    The 
importance  of  these  advantages  in  the  principle  of  the  new  lock  is 
illustrated  by  the  celebrated  bullion  robbery  of  the  South-<easteiii  Rail- 
way some  years  ago,  which  attracted  special  attention  from  the  re- 
markable skill  with  which  it  was  accomplished  and  the  largo  value  of 
the  property  stolen ;  but  even   in  this  case  success  was  not  attained 
until  as  many  as  seven  trials  had  been  made  with  the  same  false  key, 
the  latter  being  altered  after  each  trial  according  to  the  indications 
obtained  from  the  trial,  until  it  was  at  last  sufficiently  perfected  to  be 
capable  of  opening  the  lock  of  the  bullion  safe.    In  that  instance  also 
the  successive  trials  were  made  without  leaving  any  indication  behind 
that  the  lock  had  been  fraudulently  attempted,  although  it  was  fitted 
with  detector  contrivances  for  this  special  purpose;  but  in  the  present 
lock  the  false  bit,  being  retained  inside  the  safe,  is  found  when  next 
xhe  safe  is  opened,  and  furnishes  proof  of  the  fraudulent  attempt  hav- 
ing been  made,  as  well  as  showing  how  near  the  counterfeit  key  has 
^approached  to  the  original.    The  locks  are  made  with  six  levers,  and 
the  corresponding  steps  in  the  bit  are  cut  with  the  greatest  accuracy 
by  a  machine  specially  contrived  by  the  writer  for  the  purpose,  with 
^  permutating  arrangement,  having  an  extent  of  permutation  admit- 
ting to  each  lock  differii^  from  every  other  lock  made.     For  locking 
the  lock,  the  stem  only  of  the  key  is  required,  as  the  boltxis  shot  sim* 
ply  by  turning  the  cylinder;  and  as  the  key-hole  for  the  stem  is  made 
with  a  notch  cut  out  on  one  side  only,  while  the  cylinder  is  not  permit- 
ted to  make  a  complete  revolution,  the  key-stem  cannot  be  taken  out 
of  the  lock  whilst  it  remains  unlocked.     This  lock  has  an  important 
advantage  in  simplicity  as  welt  as  solidity  of  construction,  as  there 
are  no  more  than  sixteen  separate  pieces  altogether  in  the  complete 
lock.    Moreover^  as  both  key-holes  are  simply  blind  holes  with  [arallel 
sides,  having  no  communication  with  the  interior  of  the  lock,  they  do 
not  admit  of  injury  to  the  lock  by  the  explosion  of  gunpowder.   Spe- 
cimens were  exhibited  of  the  new  lock,  the  action  of  which  was  shown 
both  with  the  true  kej  and  with  counterfeit  keys;  and  it  was  shown 
bj  trial  that  the  counterfeit  failed  to  open  the  lock,  notwithstanding 
that,  by  means  of  the  permutating  cutting  machine^  it  had  made  a 
much  nearer  approach  to  a  perfect  copy  than  was  practicable  in  the 
best  hand-work  from  a  wax  impression.   The  key-cutting  machine  for 
cutting  the  bits  was  also  exhibited,  having  been  lent  for  the  purposs 
bj  Messrs.  Whitfield,  <of  Birmingham,  the  makers  of  the  lock. 
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Photographing  Cannon  Balls. 

From  the  London  BritiBb  Joaraal  of  Photography,  No.  82S. 

Some  few  months  ago,  when  on  a  visit  to  Woolwich  Arsenal,  we  were 
Bhown  by  Mr.  M'Kinlay,  Proof  Master,  some  photographs  taken  of 
guns  while  being  fired,  which  not  unnaturally  excited  feelings  of  sur- 
prise. So  rapid  had  been  the  exposure,  and  so  well  had  the  proper 
moment  for  the  exposure  been  seized,  that  the  projectile  could  be  seen 
protruding  from  the  cannon's  mouth  while  in  the  act  of  proceeding  on 
its  distant  mission.  Mr.  M*Kinlay  kindly  afforded  us  every  requisite 
information  relative  to  his  invention  for  securing  such  wonderful  re- 
sults ;  and,  from  the  fact  that  the  comparative  eflSciency  of  certain 
kinds  of  small  arms  and  the  influence  they  are  now  exercising  in  Earo- 
pean  affairs  are  at  present  receiving  a  large  share  of  public  attention,  we 
think  that  it  may  not  prove  uninteresting  to  bring  before  our  readers 
some  matters  of  scientific  interest  in  connexion  vrith  our  own  ^^  great 
guns,**  and  the  means  employed  for  ascertaining  by  photography,  and 
■with  the  utmost  possible  precision,  not  only  the  path  of  a  projectile  in 
the  air,  but  the  time  occupied  in  its  progress  between  two  or  more 
points  anywhere  in  the  course  of  its  flight. 

It  will  be  obvious  that,  when  it  is  desired  to  obtain  a  photograph  of 
a  gun  at  the  moment  of  discharge,  the  gun  itself  must  be  made  sub- 
servient to  the  exposing  and  covering  of  the  sensitive  plate.  It  is  im- 
possible that  any  person,  however  delicate  his  eyes  and  ears  may  be, 
can  operate  so  dexterously  as  to  stop  the  exposure  when  the  ball  has 
been  projected,  say  a  few  inches  from  the  muzzle  of  the  gun,  and  when 
it  is,  consequently,  traveling  at  its  greatest  velocity.  This  can  only  be 
accomplished  by  automatic  arrangements,  aided  by  electricity. 

Let  us  now  suppose  that  a  stereoscopic  camera,  fitted  with  powerful 
lenses  of  short  focus,  has  a  thin  light  disk  fitted  up  in  front  of  the 
lenses,  revolving  on  an  axis  between  the  two  lenses.  Two  holes  in  this 
disk  correspond  with  the  apertures  of  the  lenses,  so  that  if  a  circular 
spring — like  that  of  a  pair  of  snuffiers — cause  the  disk'  to  make  half  a 
revolution  with  great  rapidity,  the  holes  or  apertures  will,  when  flash- 
ing past  the  apertures  of  the  lenses,  admit  the  light  for  an  exceedingly 
brief  period  of  time.  This  is  the  means  employed  in  the  Arsenal  for 
effecting  the  exposure  of  the  plate. 

We  shall  now  enter  into  the  details  of  the  manner  of  discharging 
and  arresting  the  circular  exposing  diaphragm.  The  opening  and 
shutting  of  the  camera  at  the  precise  instant  of  time  is,  as  we  have 
said,  by  far  too  nice  an  operation  to  be  accomplished  by  hand.  It 
must  be  borne  in  mind  that  a  gun  commences  to  recoil  as  soon  as  the 
projectile  is  fairly  clear  of  its  muzzle.  The  picture  which  we  examined 
bad  been  taken  while  the  projectile  was  yet  emerging  from  tbe  gun's 
mouth,  and  before  it  had  got  quite  clear  of  it,  and  consequently  before 
the  recoil  of  the  gun  had  commenced.  The  exposure  was  very  rapid, 
but  not  BO  much  as  to  show  the  front  edge  of  the  emerging  projectile, 
■ifith  a  sharp  outline.   Although  the  gun,  from  the  recoil  not  having 
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commenced,  ifas  quite  sharp,  the  front  edge  of  the  projectile  was,  so 
to  speak,  vignetted. 

The  gun  is  fired  by  means  of  the  galvanic  tube  invented  by  Mr* 
M'Kinlay,  and  such  as  is  used  in  proving  ordnance.  Inside  of  this 
there  is  a  small  platinum  wire,  which,  when  a  current  of  electricity 
is  passed  through  it,  instantly  becomes  red>hot  and  melts.  Let  us  now 
see  how  this  affects  the  operation  of  photographing  the  gun.  When 
the  gun  is  ready  for  firing,  the  disk  in  front  of  the  lenses  is  wound  up, 
so  that  the  rotating  force  of  the  spring  in  the  centre  is  at  its  maximum. 
It  is  retained  in  this  position  by  means  of  a  catch  and  trigger,  (which 
we  shall  presently  describe,)  the  latter  of  which  is  operated  on  by 
means  of  an  electro-magnet.  The  following,  then,  is  what  takes  place : 
When  the  galvanic  current  is  sent  through  the  wire,  the  fine  platinum 
wire  imbedded  among  the  gunpowder  of  the  discharging  tube  or  fuse 
immediately  becomes  red-hot  and  melts.  But  while  in  process  of 
melting  it  accomplishes  two  things — it  transmits  a  current  through  it 
by  which  the  electro-magnet  becomes  vivified  and  pulls  the  discharg- 
ing trigger  of  the  disk  in  front  of  the  camera  lenses  ;  and,  secondly, 
it  ignites  the  gunpowder  and  discharges  the  gun.  But  were  this  all, 
the  exposure  would  be  made  before  the  powder  had  time  to  ignite  and 
consequently  discharge  the  gun ;  hence  it  is  important  that  the  lenses 
be  kept  open  until  the  gun  really  discharges  its  contents.  The  means 
for  effecting  this  are  as  simple  as  they  are  ingenious  and  complete. 
When  the  trigger  acts  so  as  to  release  the  disk  from  its  enforced  pent- 
up  condition,  it  is  propelled  forward  by  the  central  spring  until  the 
apertures  in  the  disk  and  those  of  the  lenses  coincide,  where,  by  means 
of  a  stop,  the  disk  is  retained  until  the  powder  is  ignited  and  the  gun 
discharged,  when,  the  platina  wire  being  ruptured,  the  passage  of  the 
electricity  is  stopped,  the  electro-magnet  simultaneously  losing  the 
power  by  which  it  was  enabled  to  arrest  the  rotary  progress  of  the 
disk,  which  thus  darts  forward  and  closes  up  the  camera  as  the  con- 
tents of  the  gun  are  in  the  act  of  being  ejected  from  it. 


Latent  Discovery  in  Electricity. 

Fipm  \ht  Pnctlcal  Mechanic's  Joifrnal,  Jnoe,  1866. 

In  the  course  of  some  experiments  with  a  magneto-electric  machine 
of  rather  peculiar  construction,  it  has  been  discovered  by  Mr.  Wilde 
that  if  the  induced  current  from  the  armature  were  made  to  pass 
throuj^h  the  coils  of  an  electro-niagnet,  the  magnet  attained  more  than 
four  times  the  lifting  power  of  the  permanent  magnet  from  which  the 
force  was  at  first  obtained,  and,  as  it  would  appear,  prima  facte  in  op- 
position to  the  laws  of  conservation  of  energy.  Mr.  Wilde  has  thus 
expressed  himself:  ^^  Having  discovered  the  fact  that  a  large  amount 
of  magnetism  can  be  developed  in  an  electro-magnet  by  means  of  a 
permanent  magnet  of  much  smaller  power,  and  as  definite  quantities 
of  magnetism  are  accompanied  by  the  evolution  of  proportionate  quan* 
titles  of  dynamic  electricity,  and  since  an  electro-magnet,  when  ez- 
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cited  by  means  oi  a  voltaic  battery,  possesses  all  the  properties  of  a 
permanent  magnet,  it  appeared  reasonable  to  suppose  that  a  large 
electro-magnet,  excited  by  means  of  a  small  electro-magnetic  machine, 

could,  by  suitable  arrangements,  be  made 
instrumental  in  evolving  a  proportionately 
large  quantity  of  dynamic  electricity,  not- 
withstanding the  pulsatory  character  of  the 
electricity  transmitted  through  the  wires 
surrounding  the  magnet."  The  accompany- 
ing figures  will  afford  a  tolerably  clear  idea 
of  the  apparatus  Mr.  Wilde  employed  at  the 
beginning  of  his  experiments.  The  cylinder 
c  c  has  a  truly  bored  hole,  A,  in  its  centre. 
The  cylinder  is  composed  of  two  slabs  of 
cast  iron,  0  0,  which  are  separated  from 
each  other  by  bars  or  strips,  B  B.  Screws 
are  inserted  through  the  slabs  and  strips  by 
which  these  are  held  together.  A  number 
of  permanent  magnets,  one  of  which  is  re- 
presented by  D  D,  are  placed  over  the  cylinder,  and  these  magnets  are 
formed  so  as  to  grip  the  cylinder  tightly,  thereby  making  good  con- 
tact. The  iron  sides,  under  these  conditions,  become  the  poles  of  a 
powerful  magnet,  which  are  increased  in  power  as  one  magnet  after 
another  is  added.  Within  the  hole  a.  Fig.  1,  an  armature  is  made  to 
rotate.  This  armature  is  slA)Wn  in  section  and  elevation  at  Figs.  2 
and  8.  In  the  armature  two  deep  grooves  are  cut,  and  wire  is  wound 
longitudinally  over  it,  as  at  M  N,  Fig.  3.  From  the  construction  it 
•will  be  evident  that,  as  the  armature  is  made  to  rapidly  revolve  in  the 
hole  A,  its  magnetism  will  be  reversed  twice  in  each  revolution,  and 
its  surrounding  wire  will  give  off  electrical  currents  as  with  an  electro- 
magnetic machine  of  the  usual  form.  The  armature  was  driven  at  the 
rate  of  3000  (or  thereabouts)  revolutions  per  minute  by  means  of  a 

small  steam  engine.  At 
this  velocity  6000  waves 
of  electricity  would  be 
given  off,  each  alternating 
in  opposite  directions. 
Where  a  commutator,  how- 
ever, is  attached  to  the  machine,  the  currents  would  then  be  all  sent 
in  one  direction.  In  one  of  the  earliest  experiments  with  this  appara- 
tus the  wires  of  the  armature  were  connected  with  a  tangent  galvano- 
meter, to  measure  the  amount  of  electricity  evolved.  One  magnet, 
weighing  about  one  pound,  was  first  placed  on  the  cylinder,  and  three 
other  magnets  of  the  same  size  were  added  in  succession.  It  was  found 
that  the  amount  of  electricity  given  off  was  directly  proportional  to 
the  number  of  magnets  on  the  cylinder.  When  the  electricity  obtained 
from  one  of  these  four  permanent  magnets  was  made  to  pass  through 
the  coils  of  an  electro-magnet,  the  latter  lifted  nearly  four  times  the 
weight  of  the  former*    This  induced  Mr.  Wilde  to  maike  »  second  cyl- 
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inder,  and  place  it  in  coBtact  with  electro-magnets  excited  by  tBe  first 
machine,  a  very  powerful  carrent  being  the  result.  Lastly,  he  added  a 
third  machine,  with  a  cylinder  of  10  inches  interna)  diameter,  and  when 
the  three  pieces  of  apparatus  were  connected  together,  and  the  arma- 
tures made  to  revolve,  quantities  of  electricity  far  exceeding  that  ob* 
tainable  by  any  other  means  hitherto  used  were  given  off.  The  ilinmi- 
nating  power  of  the  current  thus  obtained  was  of  the  most  splendid 
description.  Two  carbon  electrodes,  half  an  inch  square,  were  placed 
in  the  holders  of  the  electric  lamp,  and  a  parabolic  reflector  was  fixed 
so  that  the  rays  should  diverge  at  a  considerable  angle.  With  this 
arrangement  placed  on  the  top  of  a  lofty  building,  ^^  the  light  evolved 
from  it  was  sufficient  to  cast  shadows  from  the  flames  of  the  street-lamp 
a  quarter  of  a  mile  distant  upon  the  neighboring  walls."  When  viewed 
from  that  distance  the  light  was  a  magnificent  object  to  behold,  hav-< 
ing  all  the  rich  effulgence  of  sunshine.  The  calorific  power  of  the  cur** 
rent  was  so  great  that  it  melted  pieces  of  cylindrical  iron  rod,  15  inches 
long,  and  ^  inch  diameter.  It  melted  15  inches  of  No.  11  copper  wire 
0-125  of  an  inch  thick,  and  with  another  arrangement  of  the  armatures 
melted  7  feet  of  No.  16  iron  wire  0065  of  an  inch  in  diameter,  and 
made  21  feet  of  the  same  wire  red-hot.  The  most  remarkable  fact  of 
all  is  that  the  primary  permanent  magnets  weigh  only  one  pound  each, 
and  the  current  they  give  is  insufficient  to  melt  thcahort^st  piece  of 
iron  wire,  yet,  by  the  intervention  of  electro-magnets  as  described,  a 
current  of  extraordinary  power  is  prodnced.  The  third  machine  made, 
which  was  the  largest,  had  a  cylinder  with  a  10-inch  bore.  The  whole 
machine  is  only  80  inches  in  length,  24  inches  wide,  60  inches  high, 
and  weighs  4^  tons.  The  smaller  cylinders  of  the  other  machines  were 
2}  inches  in  diameter.  The  whole  of  there,  therefore,  occupy  very 
little  space,  and  although  they  are  heavy  the  only  moving  portions  of 
them  are  the  armatures.  The  invention,  therefore,  seems  likely  to  be 
of  special  value  for  light-house  illumination,  and  for  other  purposes 
which  as  yet  it  is  impossible  to  foresee.  This  most  imp<frtant  discovery 
of  Mr.  Wilde  was  brought  before  the  Royal  Society,  at  a  recent  meet- 
ing, by  the  distinguished  Michael  Faraday. 


Safety  Gunpaper. 

Prom  the  London  MaehaniM*  llaKMin«»  April,  1866. 

The  inventive  genius  of  man  is  as  constantly  developing  itself  in 
the  direction  of  munitions  of  war  as  it  is  in  that  of  implements  of  peace. 
As  we  are  called  upon  from  time  to  time  to  record  some  vast  stride  in 
the  improvement  of  machinery  the  object  of  which  is  peace  and  the 
conservation  of  human  life,  so  have  we  occasionally  to  chronicle  the 
advent  of  some  weapon  or  material  the  mission  of  which  is  war  and 
destruction.  We  have  gunpowder,  gun-cotton,  gunnsaw-dust,  and  now 
we  add  to  this  category  a  new  material — gunpaper.  Now,  however 
lightly  we  may  esteem  the  lives  of  those  against  whom  we  are  to  try 
the  force  of  these  various  explosive  compounds,  we  are  apt  to  have  a 
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flomewbat  higher  regard  for  oar  own.  Hence  the  object  has  alwa]^^ 
been  to  obtain  a  material  embodying  a  maximum  explosive  power,  and 
which,  at  the  same  time,  shall  carry  with  it  a  minimum  of  dan<;er  to 
the  user.  Id  gun-cotton  we  obtain  the  first-named  element  in  a  marked 
degreo,  but  unfortunately  not  the  last,  and  this  has  led  to  the  Aus- 
trians  recently  clearing  out  their  stores  of  gun-cotton  and  returning 
to  their  old  love — gunpowder.  This  fact  of  insecurity  to  life  being  the 
inherent  condition  of  all  explosive  compounds  has  been  the  basis  of 
attempts  to  render  them  explosive  and  non-explosive  at  will,  and  the 
attempts  have  succeeded ;  but  success  has  been  purchased  at  too  great 
an  expense — the  portability  of  a  given  mass  of  gunpowder  is  vastly 
decreased,  and  its  usefulness  on  an  emergency  sadly  impaired.  So, 
from  one  cause  or  other,  the  powder-protecting  schemes  have  passed 
away  to  that  land  which  is  constantly  receiving  fresh  accessions  of 
useless  ingenuities.  But  besides  exercising  itself  in  rendering  existing 
explosive  compounds  safe  to  handle  and  transport,  ingenuity  has  been 
endeavoring  to  achieve  a  far  better  result.  It  has  striven  to  produce 
a  material  which,  with  all  the  elements  of  destruction  in  its  nature, 
should  yet  embody  the  much  desired  principle  of  safety.  And,  in  these 
respects,  the  safety  gunpaper,  as  now  presented  to  us,  certainly  appears 
to  succeed  in  a  marked  degree.  It  combines  highly  penetrative  power 
with  a  safety  which,  if  not  absolute,  is,  at  any  rate,  far  superior  to 
that  of  either  gun-cotton  or  gunpowder* 

This  gunpaper  is  the  introduction  of  Mr.  6.  S.  Melland,  of  88  Lime 
Street,  London,  who  is  well  known  as  having  been  the  means  of  intro- 
ducing many  new  things  in  fire-arms,  the  Snider  breech-loader  and  the 
Joceljrn  rifle  amongst  others.  It  consists  of  paper  impregnated  with 
a  composition  formed  of  the  following  ingredients :  Chlorate  of  pot- 
ash, 9  parts ;  nitrate  of  potash,  4^  parts ;  prussiate  of  potash,  3^ 
parts ;  powdered  charcoal,  S^  parts ;  starch,  i^^  P^^^ »  chromate 
of  potash,  j^^  part;  and  water,  79  parts.  These  materials  are 
mixed  together  and  subjected  to  an  hour's  boiling ;  the  solution  is 
then  ready  for  use,  and  the  paper  is  passed  in  sheets  through  the  mix- 
ture. The  saturated  paper  is  now  ready  for  manufacturing  into  the 
form  of  a  cartridge,  and  is  rolled  into  compact  lengths  of  any  diame- 
ter, from  that  of  a  small  revolver  to  that  of  a  600-pounder.  These 
rolls  may  be  made  of  the  exact  length  required  for  each  charge,  or 
they  may  be  made  a  foot,  or  even  a  yard  long,  and  be  afterwards  cut 
up  to  suit  the  charge.  After  rolling,  the  gunpaper  is  dried  at  a  tem- 
perature of  1212^  Fahr.,  when  it  presents  the  appearance  of  a  com- 
pact grayish  mass,  resembling  nothing  so  much  as  a  piece  of  vulcan- 
ized india  rubber  door  spring.  Some  comparative  experiments  we 
have  recently  made  with  this  material  lead  us  to  the  conclusion  that 
the  advantages  claimed  for  it  over  gunpowder  are  by  no  means  ima- 
ginary or  slight.  It  appears  to  afibrd  a  perfect  substitute  for  gunpow- 
der, superseding  gun-cotton  and  all  other  explosive  compounds  yet 
tried.  It  is  safe  alike  in  manufacture  and  in  use ;  the  chemical  solu- 
tion is  the  reverse  of  combustible,  and  the  paper  is  dried  at  a  very  low 
temperature*    In  use  its  manipulation  is  unattended  by  the  danger 
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attftching  to  gUB-cotton,  it  may  be  freely  bandied  without  fear  of  ex- 
plosion, which  is  not  even  indnced  by  percttssive  action.  It  is,  in  fact, 
only  exploded  by  contact  with  fire  or  at  equivalent  tenrperatures,  and 
is  readily  and  accurately  cut  into  cartridges  by  band.  In  its  action 
it  is  quick  and  powerful,  having,  in  this  respect,  a  decided  advantage 
over  gunpowder,  than  which  it  is  also  much  cleaner  in  action.  Its  use 
is  unaccompanied  by  the  greasy  residuum  always  observable  in  gun« 
barrels  fired  with  powder,  the  barrels,  after  firing  the  gunpaper,  being 
perfectly  dry  and  comparatively  clean.  Its  explosion  produces  less 
smoke  than  that  of  gunpowder,  and  it  was  only  occasionally  that  we 
observed  it  to  leave  a  slight  deposit  behind,  and  that  was  of  a  dry 
nature,  and  might,  we  think,  be  obviated  by  improved  details  of  manu* 
facture.  It  has  less  recoil,  with  quicker  penetrative  power  than  gun^^ 
powder,  and  is  stated  to  be  less  liable  to  deterioration  from  damp  than 
the  latter  material.  It  is  readily  protected  from  all  chance  of  damp 
by  a  solution  of  xyloidin  in  acetic  acid.  The  xyloidin  is  prepared  by 
acting  on  paper  with  nitric  acid,  one  part  thereof  being  dissolved  in 
three  parts  of  acetic  acid  of  specific  gravity  of  1*040. 

Its  advantages  are  substantiated  by  the  results  of  the  experiments 
to  which  we  have  alluded,  in  which  the  weapon  used  was  one  of  Mr. 
Melland*s  improved  revolvers.   Six  rounds  were  first  fired  with  cart- 
ridges containing  15  grains  of  gunpowder  and  a  conical  bullet  at  16 
yards  range,  which  gave  as  a  result  an  average  of  1|\  inch  pene- 
tration  into  deal.    Six  rounds  w^re  next  fired  with  10  grains  of  gun- 
paper  and  a  conical  bullet  at  the  same  range,  the  result  being  an 
average  penetration  of  If  inch  into  deal.     This  shows  the  superior 
penetrative  power  of  gunpaper  to  be  ^'g  inch  over  that  of  gunpowder 
at  equal  ranges,  but  with  88  percent,  less  material.    Six  rounds  were 
then  fired  with  an  increased  charge  of  15  grains  of  gunpaper  and  a 
conical  bullet,  at  the  same  range,  and  at  each  shot  the  bullet  passed 
through  a  3-inch  deal.   But  this  does  not  represent  the  ultimate  power 
of  the  gunpaper,  as  even  ai  29  yards  range- 12  grains  of  the  paper 
fired  from  a  pistol  of  54  gauge  ('44-inchj  sent  a  heavier  bullet  through 
a  8-inch  deal.   The  power  of  the  safety  gunpaper  was  thus  proved  to 
be  far  greater  than  that  of  gunpowder ;  how  much  more  matters  not 
for  our  present  purpose.     In  a  Snider  breech-loader,  charges  of  2 
drachms  of  gunpaper  with  a  conical  bullet  were  fired  from  a  capsule 
*with  central  fire  and  metal  base,  with  equally  good  results,  and  with 
a  comparatively  slight  recoil.   In  order  to  test  whether  the  use  of  the 
safety  gunpaper  produced  any  corroding  action  upon  the  metal  of  the 
1>ore,  we  preserved  a  fouled  revolver,  and  after  four  days  we  could  not 
detect  any  symptoms  of  corrosion,  or  any  other  sign  of  deterioration 
"whatever.    We  must  not  pass  by  one  special  advantage,  which  it  oc- 
curs to  us  the  safety  gunpaper  presents  as  applied  to  breech-loaders. 
About  25  per  cent,  is  saved  by  gunpaper  as  against  gunpowder  in  the 
length  of  the  cartridge,  and  this  shortening,  of  course,  admits  of  a 
corresponding  reduction  in  the  length  of  the  nrdech,  thereby  adding  tb 
the  strength  of  the  piece  at  this  point,  and  diminishing  its  weight. 
yi'itii  regard  to  the  commercial  bearing  of  the  question,  which  is  aK 
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ways  an  important  point,  we  have  not  jet  sufficient  data  to  fom  tn 
opinion.  We,  however,  have  Mr.  Melland's  authority  for  stating  that, 
taking  into  aceonnt  the  smaller  quantity  required  to  give  an  equal 
effeet,  the  cost  of  the  safety  gunpaper  will  be  from  80  to  50  per  cent. 
less  than  that  of  gunpowder.  From  what  has  already  been  stated,  the 
relatiye  merits  of  gunpaper  and  gunpowder  will  be  clearly  seen,  aad 
A  yery  strong /7rtma/aci6  case  is  made  out  in  favor  of  the  former.  It 
remains  for  time  and  extended  application  to  bring  out  any  latent 
defects  it  may  possibly  possess,  and  which  could  not  be  expected  to 
manifest  themselves  at  our  limited  trial.  We  trust  Mr.  Melland's  en- 
terprise in  introducing  the  safety  gunpaper  may  meet  with  the  success 
it  merits.  As  far  as  our  knowledge  of  the  new  material  and  its  capa- 
bilities extends,  we  have  no  reason  to  fear  that  the  ultimate  results 
will  prove  otherwise  than  satisfactory. 


Pyrotechnic  Experiments, 

From  tbe  London  Chemical  Newib  No.  837. 

On  looking  over  a  number  of  receipts,  collected  among  my  earlier 
4ays  of  chemical  experimenting,  I  came  upon  a  number  of  original  re- 
ceipts for  colored  stars,  for  rockets,  Roman  candles,  and  shells,  which, 
«e  they  were  the  result  of  many  experiments,  I  can  confidently  recom- 
mend as  very  brilliant  in  color  and  good,  and  I  venture  to  hope  that 
not  only  amateurs,  but  even  some  professional  pyrotechnists,  may  find 
the  receipts  serviceable,  for  even  in  professional  exhibitions  some  of 
ihe  colors  are  often  sadly  wanting  in  brilliancy. 

The  ingredients  for  each  of  these  stars  for  rocket-headj>,  &c.,  is  pow- 
dered separately,  and  then  the  whole  is  made  up  into  a  thick  paste 
with  water,  which  is  rolled  out  to  the  proper  thickness  and  punched 
into  square  stars  and  carefully  dried  till  quite  hard. 

1.  lied  Stars. — Dried  nitrate  strontia,  i ;  chlorate  potash,  2 ;  sul- 
phur, 2 ;  black  sulphide  antimony,  1. 

2.  Oreen  Stars. — Nitrate  baryta,  5 ;  chlorate  potash,  2 ;  sulphur, 
2;  black  SbS„L 

8«  Lilac  Stars, — Chlorate  potash,  49;  sulphur,  25;  chalk,  20; 
black  CuO^  6. 

4.  Purple  or  Blue  Stars. — Chlorate  potash,  42 ;  pure  nitrate  pot- 
ash, 22;  sulphur,  22;  CnO,  10.    . 

With  regard  to  the  remaining  receipts,  I  am  not  able  to  state  whe- 
ther they  are  original  or  not  at  this  distance  of  time;  still,  as  they 
Mre  all  well  proved,  I  venture  to  send  them,  if  they  will  not  take  up 
too  much  room  in  your  journal : 

&  WhiU  ^Sbir^.— Saltpetre,  16 ;  sulphur,  4 ;  black  sulphide  anti- 
Inony,  & 

Blasting  powder  at  6(2.  per  pound,  reduced  to  powder,  is  meant  in 
the  following  reoeipts ; 

6.  JTotfeci  iSter#.-— £laating  powder,  8;  sulphur,  8j  saltpetre,  8; 
^aajTse  charcoal,  8. 
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Charge  for  two-ounce  rockets. — Blasting  powder,  20 ;  charcoal,  6  j 
saltpetre,  4.  A  moderate  amonnt  of  blasting  powder  for  the  bead  to 
light  and  disguise  the  stars. 

Composition  for  Roman  candles  between  the  stars  lying  on  powder 
at  1«.  Zd,  per  pound. — Saltpetre,  6 ;  blast  powder,  1} ;  sulphur,  1 ; 
sand,  1. 

Spur  Fire. — Saltpetre,  4J ;  sulphur,  2 ;  finely  powdered  and  mixed, 
and  then  gently  rubbed  with  lamp-black,  1} ;  pack  in  cases  6  inches 
long  and  |  inch  internal  diameter. 

So  far  for  the  receipts. 

Having  had  occasion  to  speak  of  baryta  and  strontia,  I  may  as  well 
take  this  opportunity  for  mentioning  a  fact  the  discovery  of  which, 
some  years  ago,  interested  me  much,  and  may  prove  interesting  to 
such  of  your  readers  as  are  mineralogists,  and  know  Olifton  from  its 
beautiful  suspension  bridge  or  otherwise.  Geological  books  state  that 
sulphate  of  baryta  exists  in  our  Clifton  rocks.  After  much  trouble  in 
my  early  days  I  found  it  in  the  form  of  red  veins  traversing  the  lime- 
stone cliffs.  No  other  sulphate  of  baryta,  I  believe,  was  known  in  the 
neighborhood.  Sulphate  of  strontia,  I  believe,  was  not  known  to  be 
found  nearer  than  Aust-passage,  until  a  quantity  was  found  at  Pyle* 
bill  railway  cutting,  Bristol,  a  few  years  ago,  and  I  once  found  some 
crystals  at  Clevedon,  twelve  miles  distant,  in  the  sea-cliffs.  But  dur- 
ing the  last  few  years  a  number  of  fields  running  directly  eastwards 
from  the  Clifton  downs  towards  Cotham,  and  familiar  from  child- 
hood, have  been  disturbed,  the  grass  has  been  taken  up,  and  number- 
less buildings  erected.  This  has  disclosed,  lying  horizontally  over  the 
upturned  limestone  strata  forming  the  Clifton  rocks  and  downs,  a  layer 
of  new  red  sandstone  of  pale-yellow  color.  This  layer  abounds  in  massed 
of  white  pulverulent  sulphate  of  baryta  and  fine  crystals  of  sulphate 
of  strontia.  E.  A.  H. 


On  the  CombuBtian  of  Ga9  for  JEconomic  Purposes.  By  Dr.  Lethebt. 

(A  Lecture  deUvered  before  the  British  ABsociation  of  Gas  Managen.) 

9k«  the  LoDdoB  ClMmieal  Newi,  Ma  8*1. 

At  the  close  of  the  last  lecture  which  I  had  the  honor  of  delivering 
to  this  Association  at  the  meeting  in  Binningbam,  I  referred  very 
briefly  to  the  general  phenomena  of  gaseous  combustion,  and  to  the 
principles  of  the  economic  use  of  coal-gas.  It  was  my  intention,  indeed, 
to  have  entered  fully  into  this  matter;  but  so  much  tine  waa  occofHed 
in  the  examination  of  the  chemical  and  physical  properties  of  the  moat 
important  constituenta  of  coal-gas,  that  little  was  left  for  the  eonaidera- 
tion  of  this  part  of  our  subject.  I  have,  therefore,  been  re^foeated  to 
make  it  the  especial  subject-matter  of  this  evening's  letture ;  and, 
in  order  that  you  may  follow  me  through  the  Tariooa  delaila  of  the 
inquiry,  it  will  be  necessary  to  pursue  it  frem  the  beginning. 

The  phenomena  of  visible  combustion  are  always  tkeTemOls  of  < 
"Vol.  LII.— Thibd  Saaiwi.— No.  8.-^irTsicssB|  1S66.  18 


Digiti 


zed  by  Google  — 


206  Meehanicif  Phj/neiy  and  Chemiitry. 

getic  chemical  action ;  and  the  heat  and  light  which  characterize  it 
are  the  consequences  of  the  violent  collisions  and  rapid  trembling  of 
the  combining  atoms.  TVhen  this  collision  occurs  by  the  showering 
down,  as  it  were,  of  gaseous  atoms  upon  a  solid,  as  you  here  see  in 
the  combustion  of  carbon  and  of  iron  in  oxygen  gas,  and  of  antimony 
in  chlorine,  there  may  be  a  very  intense  ignition  of  the  solid,  but  there 
is  no  flame.  On  the  other  hand,  when  the  conflict  is  entirely  among 
the  particles  of  gaseous  or  vaporous  matter,  or  matter  in  a  finely 
divided  and  mobile  condition,  the  phenomena  are  altogether  different; 
for  although,  as  before,  the  atoms  or  molecules  lof  the  burning  body 
are  intensely  heated,  yet  from  their  mobility  they  give  rise  to  that  ap* 
pearance  called  flame. 

In  all  cases,  therefore,  we  must  regard  flame  as  gaseous,  or  vapor- 
ous, or  very  finely  divided  matter  intensely  heated.  That  the  particles 
of  the  gas  or  vapor  must  be  themselves  bodily  and  intensely  heated 
to  produce  fljime  is  evident  from  this — that  when  I  burn  hydrogen,  or 
coal-gas,  or  the  vapor  of  ether,  or  alcohol  by  means  of  a  finely  divided 
solid,  as  I  do  here  with  a  rosette  of  fine  platinum  wire,  you  see  how 
the  fire  glows;  but  there  is  no  flame,  for  the  combustion  is  limited  to 
the  thin  layer  of  gaseous  matter  which  immediately  surrounds  the 
metal,  and  the  temperature  of  the  combustion  is  comparatively  low. 
But  if  I  raise  it  to  a  higher  temperature,  as  will  sometimes  happen  of 
itself,  then  the  whole  mass  of  escaping  gas  or  vapor  is  thrown  into  a 
state  of  ignition,  and  it  bursts  into  flame. 

Let  us  pause  for  awhile  to  study  the  complicated  nature  of  this  phe- 
nomenon.  Whenever  a  gas  or  vapor  burns  in  an  atmosphere  of  another 
gas  or  vapor,  as  we  here  see  in  the  flame  of  the  burning  gas  and  can- 
dle, the  phenomena  are  very  complicated.   At  the  points  of  contact 
which  are  now  at  the  outside  of  the  flame,  the  collision  of  the  parti- 
cles, because  of  their  rapid  chemical  union,  is  most  violent;  and  here, 
therefore,  we  have  the  highest  temperature ;  but  as  a  portion  of  the 
outer  atmosphere  penetrates  for  some  distance  into  the  burning  gas,  it 
extends  the  conflict  into  the  body  of  the  flame,  and  there  finding  itself 
in  the  presence  of  complex  particles,  it  closes  with  those  whose  ener- 
gies are  most  active.   In  this  manner  the  hydrogen  of  the  hydro-car- 
bon is  burnt  first,  and  the  liberated  carbon,  standing  for  awhile  in  an 
ignited  state,  forms  the  luminous  shell  of  the  flame ;  and  within,  wait- 
ing for  the  presence  of  air,  or  rather  passing  out  to  take  part  in  the 
conflict,  is  the  unchanged  gas  or  vapor.   Every  common  flame,  there- 
fore, consists  of  at  least  three  parts :  The  inner  layer  of  unchanged  gas 
or  vapor,  next  the  shell  or  cone  of  luminous  matter,  and,  lastly,  the 
outer  shell  of  perfect  combustion.   That  there  is  always  an  inner  por- 
tion of  gas  or  combustible  vapor  in  every  common  flame  may  be  proved 
by  drawing  it  out  with  a  glass  ,tube  and  burning  it  at  the  end.   See 
how  I  do  it  here  with  the  flame  of  burning  ether,  and  the  same  may 
be  done  with  all  other  flames. 

And  now  we  are  prepared  to  ask  why  it  is  that  different  substances 
burn  with  such  different  degrees  of  luminosity.  The  answer  is  clearly 
to  be  found  in  the  circumstance  that  different  substances  contain,  or 
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evolve,  or  produce  different  amounts  of  solid  particles.  In  all  these 
flames  of  hydrogen,  and  sulphur,  and  carbonic  oxide  there  are  no  solid 
particles  to  be  neated ;  but  in  this  gas,  and  candle,  and  parafiEln  lamp 
the  particles  of  soot  or  carbon  are  very  numerous,  and  if  it  so  happens 
that  the  products  of  the  combustion  are  also  solid  particles,  the  inten* 
sitj  of  the  light  is  so  much  the  greater.  Look  at  the  splendid  combus- 
tion of  phospnorus  in  oxygen,  and  of  magnesium  in  air.  In  both  cases 
you  will  notice  that  the  products  are  a  white  powder,  every  particle  of 
which  at  the  moment  of  its  formation  is  intensely  heated.  It  follows 
from  this  that  every  circumstance  which  increases  the  number  of  solid 
particles,  within  a  reasonable  limit,  or  which  prolongs  the  time  of  their 
ignition,  or  which  exalts  the  temperature  of  it,  increases  the  light  of 
the  flame,  and,  conversely,  everything  which  destroys  the  particles  or 
lowers  their  temperature  will  also  destroy  the  light. 

If  I  throw  the  solid  particles  of  lime  into  this  almost  invisible  flame 
of  oxygen  and  hydrocen,  you  will  notice  how  vividly  I  bring  out  the 
light ;  and  so,  also,  if  I  give  the  vapor  of  a  hydro-carbon,  as  benzole, 
which  is  rich  in  carbon,  to  the  hydrogen  by  merely  passing  it  through 
a  tube  packed  with  tow,  and  moistened  with  naphtha,  yon  observe  how 
brightly  the  hydrogen  burns.  In  the  same  way  We  can  increase  the 
illuminating  power  of  coal-gas  by  passing  it  into  a  chamber  containing 
naphtha ;  and  experiment  shows  that  with  common  13-candle  gas  the 
illuminating  power- is  increased  about  4*5  per  cent,  by  every  grain  of 
naphtha  to  the  cubic  foot.^ 

On  the  other  hand,  if  I  destroy  the  solid  particles  by  hastening  their 
eombustion,  the  light  of  the  flame  is  diminished.  Here,  with  a  common 
Argand  burner,  I  merely  increase  the  flow  of  air  to  the  gas  by  lengthr 
ening  the  glass  chimney,  or  by  enlarging  the  central  aperture,  or  by 
driving  the  gas  by  great  pressure  through  small  openings,  and  you 
see  how  I  destroy  the  light ;  and,  worse  still,  if  I  mix  air  with  the  gas, 
so  that  the  particles^of  carbon  find  themselves  at  once  in  the  presence 
of  atmospheric  oxygen,  there  is  no  light  at  all.  Let  me  blow  out  the 
gas-flame  from  this  Argand  burner,  and  put  a  piece  of  wire  gauze  upon 
the  top  of  the  glass  chimney.  The  gas  will  now  draw  in  the  air  and 
mix  with  it  before  it  reaches  the  top  of  the  chimney,  and  see  how  the 
light  is  destroyed.  The  same  is  the  case  with  this  burner  of  Professor 
Bunsen.  It  is  a  metal  tube  of  5  or  6  inches  in  length,  and  from  ^  to 
1  inch  diameter ;  the  gas  is  admitted  through  a  small  aperture  at  the 
bottom  of  the  tube,  and  just  below  this  point  there  are  four  or  five 
-openings  for  the  admission  of  air.  As  the  gas  issues  from  the  jet  and 
passes  up  the  tube,  it  draws  in  the  air,  and  this,  mixing  with  the  gas, 
burns  at  the  top  of  this  tube  without  any  light,  but  with  great  heat. 
This  indicates  to  us  the  disadvantage  of  allowing  air,  even  in  smali 
proportion,  to  get  into  the  gas ;  in  fact,  experiment  shows  that  with 
common  12-candle  gas,  the  loss  of  light  with  different  proportions  of 
iiir  will  be  ^  follows  i 
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Lo$9  of  Light  from  Air  in  Otu* 
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The  practical  conclusions  from  these  inquiries  are,  that  gas  must 
be  burnt  with  such  a  proportion  of  air  as  that,  on  the  one  hand,  the 
particles  of  carbon  shall  be  intensely  heated,  and  shall  remain  as  loDg 
as  possible  in  an  ignited  state,  and,  on  the  other  hand,  they  must  not 
escape  unburnt. 

Relative  luminoeiiy  of  different  humerSf  calculated  for  the  same  eonsymptUm. 


Kind  of  Burner. 


Single  let.. 

Fishtail 

Bat's  wing, 

Argand 

Bengal 


Pressure  at 
Burner. 


0-50 
0-26 
0-18 
017 
01? 


Belative  value 
per  foot  Oas. 


100 
146 
158 
198 
214 


Relative  luminoaiiy  of  jets  of  different  sizes  calculated  for  the  same  eontumptiotL 


Size  of  Jet,  Inch. 

Pressure  at  Burner. 

Belative  value  per  foot 
Gas. 

0040 

0-87 

100 

0-056 

0-85 

120 

0083 

012 

186 

0100 

004 
FishtaUs. 

150 

0086 

0-47 

100 

0045 

0-39 

194 

0066 

0-24 

293 

0062 

0-39 
Bai?  swings. 

319 

0008 

119 

100 

0012 

0-49 

184 

0016 

0-24 

282 

0020 

016 

298 

0-024 

0-11 

818 

0-028 

009 

822 

0082 

007 

816 

0038 

0-04 

810 

0-040 

008 

807 
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The  difficttlties  in  arriring  at  these  results  are  almost  insuperable,  for 
every  illnminating  agent  has  its  own  particular  conditions,  and  requires 
its  own  especial  appliances  to  bring  out  the  fullest  effects. 

Take,  for  example,  the  effect  of  different  kinds  of  burners,  each 
burning  at  its  best,  with  the  same  gas,  (IS-candle.) 

Arganda  of  15  KoUb  and  l^inch  chimney^  consuming  5  cubic  feet  of  gas  per  hour. 


Size  of  Inner  Hole. 

FMmnre,  Inch. 

Belative  yalue  per  foot 
Gas. 

0-70 
0-67 
0-48 
0  44 
0-4S 
0-42 

0-66 
0'4S 

ou 

017 
017 
0-17 

100 
108 
117 
120 
115 
110 

.Relative  luminosUy  of  the  eame  jet  (0*04  inch)  ai  different  pressureSf 

for  equal  consumptions. 


ealcuUtipd 


ConBumption_per  hoixr, 
Cubic  Feet. 

Prewure,  Inch. 

Gm. 

0-88 

0*28 

100 

1-81 

0-48 

166 

1:80 

0*87 

195 

.2-33 

1-88 

240 

2-88 

1-97 

264 

8-5S 

2*68 

270 

•2-oe 

017 

loe 

.8-00 

0*84 

109 

4-00 

0*50 

111 

600 

0-74 

110 

6-oe 

1*00 

-95 

Baes  wngs,  (0O15  inch  Mlitj 

2-oe 

018 

100 

8-00 

0*21 

109 

4*00 

029 

185 

600 

0*45 

128 

6-00 

0*58 

122 

7-00 

0*68 

J21 

Suff's  Argand  15  holes,  (0*45  intenud  diameter;  hole,  005  inch,) 

2-0 

P-04 

100 

8-0 

0*08 

148 

40 

0-13 

188 

5-0 

017 

20« 

55 

019 

201 

6-0 

019 

196 

18* 
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Again,  the  flame  kind  of  burner,  bat  of  dillerent  rises,  will  gire  dif- 
ferent values. 

And,  again,  the  same  burner  with  different  pressures,  and,  therefore, 
different  rates  of  consumption,  will  give  different  values,  when  calcu- 
lated  for  the  same  quantity  of  gas. 

And  so  also  with  cannel  gas,  although  in  many  cases  the  variations 
are  not  so  great  as  with  common  gas,  yet  they  are  sufficiently  con- 
siderable to  be  serious.  This  is  seen  by  the  following  table,  which  I 
have  drawn  up  from  the  experiments  of  Mr.  King,  of  Liverpool: 

Relative  iUuminaiinff  power  of  eannel  gas,  whtn  burnt  from  different  hurt^ers, 
and  in  different  guantities  from  the  same  burner. 

Power  in  sperm  candles  (120)  per  foot  of  gas. 


Kind  of  Burner. 


Single  jet 

Lancashire  fishtail,  (No.  2 

"  "        (No.  4 

liondon  "        (No.  2 

Bat's  wing 

Sizteen-hole  Argand 

Winfield  28-hole  Argand.. 


2-64 
8-28 
8  59 
8-49 
809 
0-26 
0-28 


859 
8-95 
861 
8  76 
1-74 
204 


8-66 
411 
8-89 
405 
2-43 
8-09 


^2 


40 
8  85 
4-11 
8-58 
8-57 


I. 


416 
8-68 
8-77 


What,  then,  is  to  be  done  in  the  apparent  confusion  of  all  these 
facts,  and  can  any  useful  generalisation  be  made  of  them  ? 

In  the  first  place,  we  perceive  that,  of  all  kinds  of  burners,  the  sin- 
gle jet  is  the  least  effective. 

Secondly,  we  notice  that,  although  the  bat's  wing  and  fishtail  burn- 
ers are  not  subject  to  so  great  variations  in  power  as  others,  and  are, 
therefore,  best  suited  for  common  use,  yet  they  require  certain  pre- 
cautions  to  be  fully  effective.  The  best  burners  are  those  which  con- 
sume from  8  to  5  cubic  feet  of  gas  per  hour,  and  the  slits  and  holes 
should  be  so  graduated  that  the  gas  issues  at  a  pressure  of  from  0-08 
to  0*12  of  an  inch  for  verv  poot  gas,  (12-eandle,)  and  from  0*20  to 
0*40  for  14-candle  gas,  and  from  0*4  to  0*6  inch  for  cannel  gas. 

Thirdly,  we  find  that  Argand  burners  are  only  fit  for  gas  of  less 
than  18  or  19-candle  power.  For  very  poor  gas,  (up  to  18-candIe,) 
the  best  form  of  Argand  burner  is  the  poroelain  Argand  of  France, 
(the  Bengal,)  which  has  the  following  measurements : 

Bengal  burner  (Argmnd)  of  80  lioks. 

Total  height  of  homer 8-160  inches, 

Trottk  galleiy  rest  to  top ^ 1'220  •* 

External  diameter 0-886  *• 

Internal        **        ^ 0*864  " 

Diaibeter  of  circle  of  holes * 0'660  «« 

•«        of  holes 0024  •• 

Height  of  glass „ 7-87  " 

Xxtemal  £«meterof  glaas.., , , , „  2  QO  *• 
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The  flame  is  protected  from  onrrente  of  Air  bj  a  cage  or  basket  of  . 
porcelain  below,  which  is  pierced  with  109  holes  of  the  0*118  of  an 
inch  in  diameter.  This  focrner  requires  a  pressure  of  from  0*16  to  0*25 
for  the  proper  consumption  of  the  gas,  and  the  rate  at  which  it  burns 
nerer  exceeds  8*5  cubic  feet  per  hoar.  This  is  the  standard  burner 
for  France,  and,  compared  with  the  best  English  burners,  the  value 
of  the  light  for  5  cubic  feet  of  IS-candle  gas  is  as  118  is  to  100. 

In  this  country  the  best  form  of  Argand  burner  is  the  15-hole  stea- 
tite burner  of  Mr.  Sugg.   The  measurements  of  it  are  as  follows : 
Suffg's  steatite  (Argand)  of  1^  kolee. 

Total  height  of  barner , 8-00  inches. 

Prom  gallery  rest  to  top 1-10      ** 

External  diameter I-IO      '< 

Internal f  Variable  according 

\    toquahtyofgw.     . 

Diameter  of  cirole  of  holes , 0*80  inches. 

"        of  holes 006      " 

beightof glass ».... 7-00      " 

External  diameter  of  glass 2-00      «* 

The  flame  is  protected  by  a  perforated  mretal  disk  placed  under  the 
gallery,  the  perforations  being  0*08  inch  in  diameter,  and  Sin  the  inch 
linear. 

The  diameter  of  the  inner  hole  or  air*channel  should  yary  according 
to  the  power  of  the  gas,  thus : 

For  12-cand)egas e-44inch« 

«•    14        •*         0-48    " 

«    16        •*         0«56    •• 

«*    18        •*  0-60    " 

All  these  Argands  have  the  holes  the  0*06  of  an  inch  diameter,  and 
the  pressure  is  only  0*07  of  an  inch  instead  of  0*17,  as  with  the  old 
Sugg  of  0*04  diameter.  Above  18  candles,  the  bat's  wing  is  the  best 
burner  for  educing  the  light,  and  it  should  be  regulated  from  4*5  feet 
to  4  feet,  according  to  the  richness  of  the  gas.  And  now,  before  I 
leave  this  part  of  the  subject,  I  will  show  you  some  of  the  contrivances 
which  have  been  proposed  for  increasing  the  illuminating  power  of  a 
poor  gas. 

Tou  have  already  seen  that  the  single  jet  gives  proportionably  less 
light  than  the  double  jet  or  fishtail,  and  this  is  because  of  the  larger 
surface  of  the  flame  exposed  to  oxidation.  In  this  experiment,  when 
I  bring  the  jets  together,  ^ou  will  notice  how  the  light  is  at  once  in- 
creased, the  proportion  of  increase  being  shown  in  the  diagram. 
Relative  iUuminaiting  poyter  cfjete  uparaie  o/nd  together* 


' 

Belaiive  value  per  foot  of  gas. 

Size  of  Jet, 
Inch. 

Pressure, 
Inch. 

Separate. 

Together. 

0-067 

0-ess 

O'lOO 

0-24 
0*20 
©•12 

100 
100 
100 

164 
180 
184 
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'-  Bot  tTie  pressure  may  he  sneh  as  to  spread  out  the  flame  too  mneh, 

f  and  then  it  is  over  oxichited.   To  cheek  this  there  are  the  eontrivaneeB 

^  of  Hart,  WiHiaroson,  and  others,  which  are  fishtail  boroers  attached 

to  a  box  stnfed  with  wool,  or  having  a  small  aperture  within,  as  com- 
pared with  the  aperture  without.   This  offers  resistance  to  the  flew  of 
^  the  gas,  and  by  making  it  tail  a  little  it  thickens  the  flame  and  brightens 

the  light;  but  the  same  effect  would  also  be  produced  by  altering  the 
tap,  provided  the  tap  is  placed,  as  it  always  should  be,  at  a  distance 
of  about  18  inches  from  the  burner;  in  fact,  if  it  is  nearer  than  this, 
as  is  generally  the  case,  there  is  no  space  or  chamber  for  the  eqnali- 
zation  of  the  pressure,  and  the  gas  always  burns  at  a  disadvantage. 
Again,  there  are  contrivances  on  the  outside  of  the  burners — as  caps, 
,^  and  rings,  and  thickenings  of  the  top  of  the  jet — whereby  the  flow  of 

*  air  to  the  gas  is  checked  and  oxidation  diminished. 

f  Even  with  the  Argand  borner,  if  the  gas  is  over  oxidated,  as  by 

'  burning  it  wUh  too  large  an  inner  aperture,  or  with  too  high  a  chim- 

f  noy,  or  at  too  small  a  rate,  the.light  is  improved  by  checking  the  draft 

of  air ;  and  this  may  be  done,  as  you  see,  by  putting  a  cap  of  wire 
gause  over  the  chimney.  In  fact,  the  whole  of  these  contrivances  hate 
for  their  object  such  an  adaptation  of  the  gas  to  the  air,  or  the  air  to 
the  gas,  as  that  the  flame  is  just  short  of  smoking.  Under  these  cir> 
cumstances,  the  solid  particles  remain  as  long  as  possible  in  an  ignitod 
state,  and  yet  at  last  they  are  perfectly  consumed. 

(To  be  continued.) 


Effect  of  Sigh  Seat  an  Compound  Gases, — M.  H.  Sainte-Claire 
Beville,  by  a  series  of  beautifully  devised  and  carefully  executed  ex* 
periments,  has  shown  the  curious  fact  that  at  very  high  temperatures, 
such  as  are  obtained  in  the  wind  furnace  or  the  oxyhydrogen  blow- 
pipe, gases,  which  have  at  more  moderate  temperatures  the  highest 
affinity  for  each  other,  become  indifferent,  and,  if  already  united, 
separate,  so  that  at  these  temperatures,  for  instance,  steam  sepa- 
rates into  oxygen  and  hydrogen.  To  this  curious  and  very  import^ 
ant  phenomenon  he  has  given  the  name  ^'  dissociation."  M.  Cailletet 
reports  to  the  Academy  of  Sciences  of  Paris  (April  16,  1866)  a  series 
of  observations  made  upon  the  gases  of  the  iron  furnace  which  fully 
confirm  M.  Deville^s  conclusions,  and  are  of  themselves  of  the  highest 
importance.  Thus  at  a  distance  of  8  inches  inside  of  the  tuyere  nole, 
where  porcelain  and  platinum  were  instantly  melted,  the  gases  showed 
15-24  per  cent,  of  uncombined  oxygen,  1*8  of  free  hydrogen,  and  77*86 
of  nitroeen;  while  of  compounds  there  were  but  2*1  of  carbonic  oxide, 
and  8  of  carbonic  acid.  And  when  we  remember  that  the  gases  had 
to  be  cooled  to  the  ordinary  temperature  before  analysis,  and  that 
however  rapidly  this  operation  is  performed  there  is  still  time  for  par- 
tial combination,  it  would  appear  to  assume  that  in  the  presence  of 
free  carbon  at  hydrogen,  at  the  heat  of  fusing  platinum,  oxygen 
remains  uncombined.  The  results  were  confirmed  by  a  second  series 
of  experiments  in  a  welding  furnace.    The  following  are  the  results 
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In  the  first  series  the  ^as  was  taken  immediately  above  the  grate,  por* 
eelsin  melting  rapidly ;  in  the  second,  15  meters  (50  feet)  above  the 
grate,  between  the  melting  point  of  copper  (1900^)  and  antimony, 
(824^ ;)  in  the  third  series  the  gases  were  taken  at  the  same  point  as 
in  the  second,  bnt  allowed  to  cool  more  slowly. 


I. 

II. 

III. 

Oxyfijen 

12  74 
2-71 

2-62 
81-98 

7-65 

8-21 

7-42 

8172 

1-21 

1-42 

15  02 

82-86 

Carbonic  oxide 

Carbonic  acid 

STitrogen 

MISCELLANIES. 

Mxeeedingly  Hard  Iron. — The  Mechanics'  Magazine  says ;  Some 
years  ago  M.  Gaudin  found  that  by  heating  iron,  tolerably  free  from 
carbon,  with  a  small  quantity  of  boron,  to  a  very  high  temperature,  he 
obtained  a  product  which  could  not  be  forged,  but  which  possessed  ex* 
traordinary  hardness.  He  has  now  found  that  an  equally  hard  metal 
may  be  obtained  by  adding  to  ordinary  cast  iroA,  in  fusion,  phosphate 
of  ircm  and  peroxide  of  manganese — he  does  not  mention  in  what  pro- 
portions. The  product  cannot  be  forged,  but  it  casts  easilVf  and  is 
therefore  readily  applicable  to  the  construction  of  such  machines,  or 
parts  of  machines,  as  require  in  their  material  extreme  hardness  rather 
than  tenacity.  The  metal  so  produced  is,  moreover,  singularly  sonor* 
oufl,  and  M.  Oaudin  accordingly  proposes  it  as  a  material  for  bells.  He 
findis  that  a  still  harder  metal  is  producible  by  the  addition  of  tungsten 
— again  be  omits  to  say  in  what  amount — to  ordinary  cast  iron.  He 
atates  that  this  tungsten  iron  surpasses  everything  previously  known 
as  a  material  for  tools  for  cutting  rocks,  and  that  crystals  of  it  will  cut 
glass  as  readily  as  the  diamond. — Jour.  Soc.  ArtSy  ]No.  685. 

Artificial  Ivory, — We  learn  from  the  Les  Mondes  that  an  artificial 
ivory  is  made  in  France  by  M.  Dttpr6  from  a  simple  paste  of  papier 
j9ka?Aeand  gelatine.  Billiard  balls  formed  of  this  material,  though  barely 
a  third  of  the  price  of  those  made  from  real  ivory,  are  yet  so  durable 
and  elastic,  that  they  can  be  thrown  from  the  top  of  a  house  on  to  the 
pavement  or  violently  struck  with  a  hammer  without  injury.  •  With  this 
same  paste,  to  which  the  name  of  Parisian  marble  is  given,  among  many 
other  things,  the  finest  and  most  complicated  mouldings  for  ceilings 
oan  be  made,  or  capitals  of  columns  can  be  constructed  in  any  color, 
BO  as  to  resemble  the  most  valuable  marbles. — Lond.  Reader. 

New  Proceeefor  Engraving. — I  see  a  simple  way  of  engraving  in- 
tended to  replace  wood-cutting,  which  I  will  quote  from  Lee  Mondee. 
^Ihe  iaventor  starts  with  a  smooth  plate  of  chalk,  on  which  he  makes  his 
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drawing  with  gum-water  or  something  else  that  will  harden  on  thechalt 
He  then  sets  to  work  with  a  hard  brush  and  scrubs  out  the  soft  part 
not  drawn  on,  and  so  gets  his  design  in  relief.  He  subsequently  hardens 
the  plate  by  putting  it  in  a  bath  of  gelatine  and  then  drying  it. — Chem. 
News,  No.  289. 

Action  of  Gelatinous  Phosphate  of  Lime. — M.  CoUas  dissolved 
some  isinglass  in  water,  and  divided  the  solution  into  two  parts. 
With  one  he  mixed  a  little  gelatinous  phosphate  of  lime ;  the  other 
he  set  aside  as  it  was.  Each  as  it  cooled  became  a  ielly,  but  that 
containing  the  phosphate  soon  liquefied,  and  in  thirty-six  hours  began 
to  putrefy,  while  the  simple  solution  of  isinglass  remained  sweet  for 
'  six  days.  The  author  made  a  corresponding  experiment  with  fresh 
beef,  and  found  that  the  admixture  of  phosphate  accelerated  pQtr^ 
faction.  The  author  is  of  opinion  that  the  value  of  phosphate  of 
lime  as  manure  must  be  in  part  attributed  to  this  action.  Buried  in 
the  soil  it  comes  in  contact  with  nitrogenized  matters,  and  decom- 

foses  them,  rendering  them  soluble  and  easy  to  be  absorbed  by  planti. 
t  must  not  be  considered  as  a  passive  body,  simply  necessary  for  the 
organization  of  the  plant.  It  is  also  a  powerful  stimulant  to  vege- 
tation, preparing  itself  the  nutriment  of  the  plant.  The  easy  digest!- 
bility  of  fish  the  author  considers  to  be  owing  to  the  presence  of  phos- 
phate of  lime,  and  he  suggests  that  beef  and  mutton  may  be  ren* 
dered  much  more  digestible  by  adding  gelatinous  phosphate  of  lime 
to  them«  M.  Collas  believes,  in  fact,  that  an  immense  amount  of  good 
may  be  done  by  administering  phosphate  of  lime  in  the  form  of  gela- 
tinous hydrate. — Les  Mondes. — Ohem.  News,  No.  329. 

Ingredients  to  Atmospheric  Air. — H.  Reinsch  stretched  18  square 
feet  of  carefully  washed  linen  cloth  upon  poles,  so  as  to  form  a  sort 
of  roof.  Over  one  such  roof  he  allowed  very  dilute  hydrochloric  acid 
to  trickle  for  fourteen  days,  and  over  another  a  1  per  cent,  soda  solu- 
tion for  the  same  time.  The  collected  liquors  were  then  evaporated  and 
examined.  The  acid  liquor  was  first  distilled.  A  beautiful  violet-col- 
ored (an  analine  ?)  compound  passed  over  first,  then  sal  ammoniac,  and 
last,  some  pyrogenous  products  arising  from  the  organic  substances  ab- 
sorbed by  the  acii  The  residue  was  then  completely  carbonised,  and 
the  ash  examined.  It  contained  traces  of  metals  precipitable  by  H^, 
(Pb,  Sn,  or  Cu?)  The  aqueous  extract  of  the  ash  contained  Na,  con- 
siderable traces  of  Ca  and  K,  and  doubtful  traces  of  Mg.  The  hydro- 
chloric sohition  of  the  ash  contained  Ga,  Fe,  Mn,  Al,  and  traces  of  SQr 
fiilica  remained  behind  insoluble.  In  the  collected  soda  liquor  the 
author  found  much  01  and  OOj,  with  decided  traces  of  PO^  and  SO,. 
"There  were  also  traces  of  Ca,  and  much  organic  matter,  with  Fe,  Md, 
^  and  SiOj.— jy.  Jahrh.  /.  Pharm.,  24, 198.  ZeitscLf.  Ohem.,  1866,  81. 

Improved  Candles. — The  late  Dr.  B.  F.  Joslyn,  more  than  twenty 
years  ago,  gave  to  tallow  candles  a  thin  coating  of  wax,  which  prevented 
the  running  down  of  the  melted  tallow,  and  enabled  a  small  wick  to  be 
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used,  as  in  wax  candleB ;  and  thus  the  use  of  snnfferB  was  rendered  un- 
necessary, and  smoke  was  avoided.  He  found  that  a  pound  of  tallow, 
properly  hurned,  gave  more  light  than  a  pound  of  wax.  The  only  ob- 
jection to  such  candles  is,  that  there  is  a  cup  of  melted  tallow  at  the  top, 
which  may  be  spilled  if  carelessly  handled.  The  reason  of  this  invention 
is  this :  Tallow  melts  at  a  temperature  so  low  that  the  heat  of  the  flame 
melts  it  at  a  considerable  distance;  the  capillary  attraction  of  a  small 
wick  is  therefore  insufScient  to  draw  up  the  melted  tallow  fast  enough 
to  make  a  good  light ;  it  is,  therefore,  necessary  to  use  a  thick  wick* 
Bat  the  thick  wick  will  not  bend  over,  so  that  the  air  may  touch  it, 
and  supply  oxygen  to  burn  it ;  it  therefore  has  to  be  snuffed.  But 
when  the  outer  film  is  wax,  it  does  not  melt  easily,  but  holds  the  tallow, 
BO  that  the  flame  may  burn  close  to  its  surface,  and  a  small  wick  has 
suflicient  capillary  attraction  to  draw  up  all  the  tallow  required  for  a 
bright  flame.  Some  years  ago  a  chemist  in  Venice  made  candles  that 
melted  at  a  higher  temperature  than  wax,  and  offered  them  as  a  great 
improvement,  in  that  they  would  not  drip,  to  be  used  in  churches. — 
Prae.  Mech.  Jour. 

Free  Laboratory  in  France. — About  a  year  ago  MM.  Fremy  and 
Chevreul  started  a  laboratory  in  France  in  which  poor  and  ardent 
students  might  work,  and  have  the  advice  of  the  two  worthy  profess- 
ors named,  gratis.  M.  Duruy,  the  Minister  of  Instruction,  has  recently 
made  a  grant  of  10,000  francs,  and  M.  Menier  has  offered  to  supply 
the  cbemicais  for  nothing,  and  thus  the  cost  of  the  establishment  has 
been  provided  for,  although  the  professors  still  superintend  it  without 
fee.  The  generosity  of  M.  M6nier  does  not  end  with  the  supply  of  the 
cbemicais ;  it  is  said  that  a  few  students  who  show  special  aptitude  for 
research  receive  pecuniary  assistance  from  a  fund  which  he  has  placed 
at  the  disposal  of  the  professors. — Mee,  Mag.^  July,  1865. 

Method  of  Fracturing  0a9t  Iron  with  Water, — Advantage  has  re- 
cently been  taken  of  the  non-compressibility  of  water  to  effect  the 
reduction  of  large  masses  of  cast  iron  in  France.  The  met]iod  of  pro- 
ducing the  fracture  is  both  simple  and  ingenious.  It  consists  in  drill- 
ing a  hole  in  the  mass  of  cast  iron  for  about  one-third  of  its  thickness, 
and  filling  the  hole  with  water,  then  closing  it  with  a  steel  plug  which 
fits  very  accurately,  and  letting  the  ram  of  a  pile-driver  fall  on  the 
plug.  The  first  blow  separates  the  cast  iron  into  two  pieces. — Mee. 
Mag.,  March,  1866.  # 

Indestructible  Bottle  Labels, — Bottle  lablesmay  be  made  indestruc- 
tible by  coating  them  with  white  of  egg,  and  steaming  them  until  they 
become  opaque,  and  then  drying  them  in  an  oven  at  212^.  The  albu- 
men becomes  hard  and  transpareot,  and  is  unaffected  by  oils  or  acids. 
— Jf^A.  Mag.y  August^  1865. 
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Meteorology  of  PhUadelphia. 


A  Comparison  of  iome  of  the  M$Uorohgical  Phenofnma  of  Jttlt,  1866,  via 
ihoM  of  July,  1866,  wui  of  the  same  month  for  bixtkkn  years,  at  PhUadd- 
phiay  Pa.  Barometer  60  feet  above  mean  tide  in  the  Delaware  Ri  ver  Latitude  X9» 
67J'  N.;  Longitude  76®  Uy  W.  from  Greenwich.  By  PRoy.  J.  A.  Kirkpatwci, 
of  the  Central  High  School. 


July, 

July, 

July, 

1866, 

1865. 

for  16  yean. 

101  00* 

97  00O 

lOP 

"          date, 

nth. 

7th. 

17th,  '66. 

Warmest  day—mean 

,      92-83 

87-33 

92-88 

"      date, 

17th. 

28th. 

17th,  '66. 

Lowest— degree,     . 

6400 

68  00 

58  00 

date, 

10th  &  2l8t. 

14th. 

2, 8, '62;  3, '57. 

Coldest  day — mean, 

69  00 

7000 

69-70 

"       date, . 

21st. 

14th. 

8d,'57. 

Mean  daily  oscillation 

,     1687 

12-13 

15-60 

•*        "  range,  . 

4-22 

4  44 

884 

Means  at  7  ▲.  m.,  . 

76-28 

74-76 

78-91 

•«           2  p.  M.,    . 

87-81 

83  44 

83-67 

"           9  p.  M.,    . 

78-63 

76-66 

76^41 

**      for  the  month, 

80-72 

78-29 

78-00 

Barometer^Highest— inches, 

80-072  ins. 

80-141  ins. 

80-212  ins. 

date,    . 

2d. 

8l8t 

6th,  '59. 

Greatest  mean  daily  press. 

80  016 

80-078 

80-197 

*•    date,      . 

2d. 

31st 

6th, '59. 

Lowest— inches,  . 

29-501 

29-637 

29448 

date,      . 

28d. 

17th. 

19th,  '61. 

Least  mean  daily  press.. 

29-660 

29-598 

29-462 

«'        "      date. 

23d. 

17ih. 

80th,  '56. 

Mean  daily  range. 

0-088 

D-(»89 

0-098 

Means  at  7  A.  M., 

29  792 

29  766 

29-881 

2  p.  M., 

29-757 

29-762 

29-802 

"            9  p.  M., 

29-773 

29-771 

29  819 

**     for  the  month,  . 

29-774 

29-768 

29-817 

Torce  of  Vapor— Greatest— inches, 

0-980  in. 

0-917  in. 

0-988  in. 

*«          date,     • 

17th. 

26th. 

26th,  '54. 

Least — inches, 

•481 

•342 

-255 

"      date, 

nth. 

10th. 

22d,  '64. 

Means  at  7  A.  m,,  . 

•6t)7 

•614 

-612 

"         2  p.m.,. 

•688 

•605 

•606 

"         9  p.m.,. 

•696 

•635 

•689 

**    for  the  month, 

•667 

•618 

-619 

Solative  Hamidity-^Greatest— per  ct , 

date, 

89-0  per  ct 
22d. 

900  per  ct 
2dth. 

97-0  per  ct 
often. 

Least— per  ct, 
"       date,    . 

86-0     . 

87-0 

260 

81st 

9th. 

28d,  '56. 

Means  at  7  a.  m., 

72-7 

70-2 

72-8 

"          2  p.m., 

49-8 

63-8 

62-6 

"          9  p.  m., 

70^1 

68-2 

69-9 

^                          <*  for  the  month 

64-0 

68-3 

64-9 

Clouds— Number  of  clear  days,*     . 
"             cloudy  days,    . 
Means  of  sky  cov'd  at  7  a.  m., 

12 

10 

7-8 

19 

21 

28-7 

41-6  per  ct 

67-4  per  ct 

58<2  per  ct 

"           "        "       2  p.m., 

61-6 

62-6 

68-9r 

"           "        "       9  p.m., 

40-7 

40-6 

4P6 

«           «       forthemonth 

44-6 

685 

62-9 

Rain — Amount,        .... 

2-618  ins. 

2185  ins. 

3-622  isa. 

No.  of  days  on  which  rain  fell, 

12 

9 

11-0 

Preyailing  Winds— Times  in  1000,      ai 

52«67'w»06ft 

88042^w278  s 

68«41>wl71 

*  Bky  o&«-ihird  or  l«i  ooY«r«d  at  tlM  hoars  of  obMryaUoiL 
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PASCAL  IRON  WORKS, 

Establlslied  In  1891. 

MORRIS,  TASKER  &  CO., 

Wroufflit  Iroli  Welded  Tabes,  i-inch  to  8  inches  bore,  for  Steam, 
Gm,  Water,  te.,  with  T's,  L's  Stops,  Valves,  &c.,  with  Screw  Joints  to  soit  tabes. 
Malleable  Iron  and  Brass  Fittings,  Glass  Blower  Tabes,  Blasting  Tubes,  fto. 

GalTanlzed  Tubes  and  Fittings  for  water. 

Map- Welded  Boiler  Flues,  H  to  10  inches  outside  diameter,  cut-  to 
definite  lengths,  22  feet  or  under. 

Artesian  Well  Pipes,  of  wrought  Iron,  screw-coupled;  flush  inside  and 
out.  Also  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  flush 
iniide  and  out,   and  Pumps  for  same. 

OollS  of  Tube,  for  boiling  and  evaporating  by  steam  or  hot  water. 

Tuyere  Colls,  for  Blast  Furnaces,  and  tube  cut  and  fltted  to  plans  andspeci- 
flcationssent  • 

Itoable  Kettles,  for  steam  boiling  and  evaporating,  and  cooking  by  steam; 

DrylnfC  Closets,  heated  by  steam ;  Wash  Houses  and  Steam  arrangements 
for  Public  Institutions  and  Private  Dwellings. 

Warming  and  TentllatlniT  Steam  apparatus  of  the  most  approved  plans, 
for  Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  Ac; 
constructed  and  adapted  to  the  buildings  to  be  warmed. 

Hot  Water  Apparatus;  Tasker's  Patent  Self-Bctgulating  Hot  Water 
Apparatus,  for  Private  Dwellings,  School  Houses,  Hospitals,  Green  Houses,  &c. 

Iron  and  Brass  Castings,  of  every  description. 

Qb»  Work.  Castings:  Retorts  and  Bench  Castings  for  Goal  Gas  Works; 
Street  Mains,  Bends,  Branches,  Drips,  Lamp-posts,  Lanterns,  ^bo.  r 

Itosin  CkES  Apparatus,  for  Factories,  Public  Buildings,  Hospitals,  and 
Private  Dwellings. 

Gre^n  floose  Pipes  and  Boilers  t  Fire  Doors  and  Frames,  Hot  Water 
Pipes  for  Forcing  Be^  Pineries,  Garden  Boilers,  &c. 

Columns,  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 

Batb  Tubs,  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet 
arrangements. 

Scre^ving  Macllines,  Drill  Stocks,  Stocks  and  Dies,  Taps,  Beamers, 
Drills,  Pipe  Tongs,  and  a  general  assortment  of  Gas  and  Steam  Fitters'  Tools  and 
Materials. 

WORKS,  8.  Fiftb,  between  TaslLor  and  Hlorris  Sts., 
WARE-HOTOE  ik  OFFICE^  909  S.  Tbird  St.,  Plilla» 
■TityHKB  M0SSI8,  <3^^^  WHEELBB, 

THOe.  X.  TABXSB,  Jrn  EEIBT  0.  X0BBI8.  8.  P.  If .  TASKBft. 

Digitized  by  VjOOQIC 


',  M.  w^.  BAxr>^va:]sr  &  CO., 

Manafactare  Locoxotiti  Enoikm*  of  the  most  approved  constraotion,  and 
perfect  adaptation  to  all  the  Tariety  of  eireametancee  under  which  they  ean  be 
usefully  employed;  rangiBg  ia  weight  from  ten  to  thirty-six  tons,  and  using  one- 
half,  two-thirds,  three-four tfas,  or  the  whole  weight  for  adhesion,  as  the  grade  of 
the  road,  or  husiness  to  he  done,  may  render  desirahle  or  necessary. 
Fatterhs  of  Tarious  sizes  of  each  of  the  following  plans,  tU: 
Flan  A  and  B,  1  pair  drivers  and  trucks,  for  Passenger  husiness  exclusively; 
«*     G  2        «*  "  •*         or  Freight  business. 

"     D    *         3        "  ««  1 

*«     D  3       "    •  "  }  for  Freight  husiness  exclusively. 

«•     B  4       •*  **  i 

The  D  and  £  plans  are  particularly  adapted  to  roads  having  heavy  grades  and 
abrupt  curves.  The  temporary  track  connecting  the  Eastern  and  Western  divi- 
sions of  the  Virginia  Central  Railroad,  having  grades  of  295  feet  rise  per  mile,  and 
curves  of  300  feet  radius,  has  been  successfully  worked  for  tvro  years  past  by  six- 
wheel  D  Engines  of  our  make. 

The  maUridU  and  workmanship,  efficiency  and  durability^  economy  of  fuel  and  re- 
pdirsi  are  guaranteed  equal  to  any  other  engines  in  use. 


FOR 


fBAXynCAL  &  ANALTTIGAL  CHEMISTBT, 

Chant  Street,  Tenth  Street  below  Market, 

(Rear  of  St.  Stephen's  Church,) 
I*  H  I  X.  A.  I>  E  Xi  m  I  A.. 


ESTABLISHED  IN  1836. 


Instruction  given  in  eHEMISTRY,  MINERALOGY,  and  GEOLOGY,  by  LEC- 
TURES and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TURES, AND  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters,  and  articles  of  commerce 
and  manufiicture.    Opinions  given  on  chemical  questions. 

BOOTH  &,  GARRETT. 

Jakxs  0.  Booth, 
Thomas  H.  Garrett. 

SAMUEL   Mcelroy, 

-     Gi^iL  E]srai]srEER. 

Surveys  and  Plans  made  in  all  departments  of  Construction.    Special  attention 
paid  to  "Water  Works,  with  or  without  pumping  supply, 
Aadress 

SOX  asot  p.  o.. 
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TURNER  HAMILTON, 

(LATX  JAKITOB  FltAKKLIK  DTBTITIXTJB,) 

BOOK-BINDER, 

AND 

PERIODICAL  DEALER, 

ASSEMBLY  BUILDING, 
Ko.  106  SOUTH  TENTH  STBEET, 

PHILADELPHIA. 


BABE  GHEinCALS  AND  MINEBALS. 

Bauxit,  (Vanadium  clay)  Selenium,  in  CaviU 

Cadmium,  Metallic  Tellupium,  Ores  of 

Cadmium,  Oxides  of  Tellurium,  in  CaviU 

Gaeainm,  Chlorate,  puro  Terbium,  Oxide  of 

Cerium,  Oxidea  of  Titanium,  Metallic 

Chromium,  Metallic  Titanic  Acid, 

CoMtum,  Oxides  of  Thallium,  and  Oxides  of 

Didym,  Oxidea  of  Thorium,  Oxide  of 

Erbimn,  Oxide  of  Uranium,  Ore  of 

Iridium,  Metallic,  pure  Uranium,  Oxides  of 

Lanthan,  Oxidea  of  Vanadium  Iron, 

Idthion,  Oxidea  of  Vadanic  Acid, 

Molybdenium,  MetalUc,  pure  "            Vanaaate  of  Ammonia, 

Oimium,  Wolframium,  MetoUic 

Palladium,  Metallic  Wolframic  Acid, 

Bhodium  Tttainm,  Oxides  of 

Bubidium,  Chlorat.  Zirconium,  Metallic  and  Oxides  of 
Bathenium, 
Imported  to  order  on  moderate  terma  by 

A.    SCHELLERy 
Car€  qfihe  Office  American  Vruggiafs  Circidarf 
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TO  IRON  MANUFACTURERS. 


NASMYTH'S 


DIRECT  ACTINB 


(Merrick  &  Sons,  Solk  Manufacturers  in  the  United  States.) 

The  anderaigncd  call  the  attention  of  Iron  Manufacturers  to  the  superior  quali- 
ties of  the  Nasmyth  Steam  Hammer,  for  making  heavy  and  light  forgings,  ham- 
mering blooms,  oc.;  many  improvements  in  which  have  of  late  years  been  intro- 
duced in  the  detail  of  construction,  rendering  them  very  reliable  and  efficient 

Besides  the  form  of  frames  shown  in  the  wood  cut,  (which  is  most  employed,] 
these  hammers  are  made  with  single  overhanging  frame,  giving  access  to  tne  aDVil 
on  three  sides,  and  on  the  larger  sizes  (50  cwt  and  upwards]  the  side  frames  may 
be  forked  and  open  at  the  base,  allowing  access  to  the  anvil  in  all  directions. 

When  desirea,  all  sizes  are  made  double  acting,  so  that  steam  may  be  used  to 
increase  the  blow  In  this  case  the  hammer  may  be  instantly  converted  into  a 
Bingle  acting,  by  the  movement  of  a  handle. 

All  hammers,  when  single  acting,  have  the  effect  of  a  high  fall  increased  by  the 
compression  of  air  above  the  piston.  This  device  also  prevents  breakage  of  the 
parts  by  the  use  of  steam  of  too  high  a  pressure. 

The  force  and  rapidity  of  blow  may  be  instantly  modified,  or  the  hammer  may 
be  arrested  in  descent  at  any  point    The  following  siaes  are  made,  viz: 


Wt.  of  Ram. 

Height  of  Fall. 

Wt.  of  Anvil. 

Wt.lbr  Shipment. 

Cwt 

1  n.  6  iM.  to 

Lbs. 

Lbe.incld*ganTiL 

5 

2  ft.  6  Ins. 

6,600  to  7.600 

Ft.  in. 

Lb6.excld*ganTil. 

10 

8  4 

7,000 

9,860 

16 

84 

9,000 

10,860 

20 

15,200 

16,000 

80 

16,200 

16,800 

40 

20,000 

29,000 

M 

23,000 

83,600 

80 

12  tons. 

66,000 

100 

16    •• 

100,000 

120 

18    *« 

120.000 

200 

10 

29    *• 

188,000 

For  farther  information,  termsi  and  prices,  (with  ot  without  anvils,)  address 

MERRICK  &  SONS, 
Southwark  Foundry,  Philadelphia. 
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JOHB  PEHnrOTOH  ft  80H, 

BOOKSELLERS  &  IMPORTERS, 

No.  127  SOUTH  SBVBNTB:  8TMEBT, 


TREDGULD  ON  THE  STEAM  ENGINE.     New  ed.,  revised  by  Woodhouse. 
BUKGH— SLIDE  VALVE  PRACTICALLY  CONSIDERED. 

Do.         PRACTICAL  BULES  FOR  STEAM  ENGINES  AND  BOILERS. 
MOLESWORTH.—POCKET-BOOK  OF  ENGINEERING  FORMULA. 
BOURNE— RECENT  IMPROVEMENTS  IN  THE  STEAM  ENGINE. 

Do.  STEAM  BOILERS  AND  MODERN  PRACTIQE. 

RANKINE.— THE  STEAM  ENGINE  AND  PRIME  MOVERS. 
PLATTNER  &  MUSPRATT  ON  THE  BLOW-PIPE. 
REED—HISTORY  OP  SUGAR  AND  ITS  MANUFACTURE. 
CAMPIN.— THE  PRACTICE  OF  HAND  TURNING. 

HAND-BOOK  OF  TURNING,  with  patterns  and  instructions  for  working  them. 
COLBURN  ON  STEAM  BOILER  EXPLOSIONS. 
Do.  GAS  WORKS  OF  LONDON. 

Do.  HEAT,  COMBUSTION   AND  VAPORIZATION. 

JAMIESON.— MECHANICS  FOR  PRACTICAL  MEN. 
BERNAN.— ART  OP  WARMING  AND  VENTILATING. 
TURNBULL.— PRACTICAL  TREATISE  ON  STRENGTH  OF  TIMBER. 
PAGET  ON  WEAR  AND  TEAR  OF  STEAM  BOILERS. 
BOYiyS  NAVAL  CADET'S  MANUAL. 

DELAMATTER'S  ANCIENT,  MODERN,  ILLUMINATED,  ALPHABETS. 
WEALB'S  RUDIMENTARY  and  EDUCATIONAL  SERIES,  always  in  stock. 
CATALOGUE  OF  "CLASSICAL  WORKS"  and  "AMERICAN  HISTORY" 
RECENTLY  PUBLISHED. 


J.  P.  &  S.  beg  leave  to  call  the  attention  of  book-buyers  to  their 
Btock  of  CLASSICAL,  ENGLISH,  FRENCH,  ITALIAN,  and 
SPANISH  BOOKS,  including  a  good  assortment  of  French  books 
for  the  use  of  Schools. 

Books  imported  to  order  from  England,  France,  and  Germany,  by 
every  steamer. 

Specially  imported  for  Colleges,  Societies,  and  Schools,  free  of  duty. 

Catalogues  received  and  bids  transmitted  for  books  to  be  sold  at 
anction  in  Europe. 

Sabscriptions  eifected  and  the  publications  received  for  American 
members  at  Foreign  Societies. 

All  orders  for  American  publications  promptly  executed. 
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Contents  for  September,  1866. 


CIVIL  AND  MECHANICAL  ENGINEERING. 

On  Incrustation  of  Marine  Boilers.  By  P.Jensen 14^ 

The  Hydraulic  Propeller lot 

The  Cycloscope,  for  setting  out  Railway  or  other  curves,  without  the  aid  of 

the  Transit  Theodolite.     By  H.  T.  Humphreys l9l 

Cantor  Lectures. — On  Sub-marine  Telegraphy.  By  Fleeming  Jenkin —  (  Lec- 
ture 1) 151 

Cast  Iron  Bridge  near  CouHtantine,  Algiers 1 

MECHANICS,  PHYSICS.  AND  CHEMISTRY. 
The  Working  Processes  for  the  Reduction  of  the  Gray  Copper  Ores  at  Stefan^- 

hutte,  in  Hungary.  By  J.  L.  KlienKchmidt IfM 

On  Magnetical  Errors,  Compensations,  and  Corrections,  with  special  reference 

to  iron  ships  and  their  compussfs.   By  Prof.  Airy 17' 

On  National  Standards  for  Gas  Measurement  and  Gus-meters    By  Geo.  Glover  18( 

Recent  Researches  on  Metals  and  Alloys.      By  Dr.  F.  C   Calvert    18< 

Locks  and  Keys 19^ 

Photographing  Cannon   Balls \^ 

Latest  Discovery  %i  Electricity IIH 

Safety  Gunpaper M 

On  the  Combustion  ofGa«  for  Economic  Purposes.    By  Dr.  Leth«:by 209 

Effects  of  High  Heat  on  Compound  Gases.     By  M.  St.  Claire-Deville 21: 

M18CKLLANIK8. — Exceedingly  Hard  Iron  ;  Artificial  Ivory;  New  process  for 
Engraving,  213 — Action  of  Gelatinous  Phosphate  of  Lime:  IngredienU&of 
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Ediird  by  Prof.  John  F.  Fi-azer^  and  published  by  the  Institute  at  their  Hall. 

This  Journal,  devoted  to  Mechamcal  and  Physical  Science,  Civil  Ey- 
aiNEETRiNCH,  the  Arts  and  Manufactures,  and  the  Proceeijings  of  the  Insti- 
tute, is  published  in  monthly  numbers  of  72  pages  each,  forming  two  volumes  per 
annum,  ilhistrated  by  cngravingj*  and  wood  cut;?,  when  required  to  explain  the 
subject*. 

The  Journal  is  now  irj  its  fortieth  year  of  publication,  and  has  become  a  standard 
work  of  reference. 

Terms  of  Subscription. — Five  dollars  per  annum;  payable  on  the  issue  of  the 
sixth  nunibfr.  When  the  full  subscription  (fivo  dollars^  is  paid  in  advance,  the 
numbers  will  be  sent  frke  of  postage. 

Communications  and  letters  on  btisiness  rtiuHt  he  directed  to 
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8vo. 
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LABORATORY 


FOR  THE 


ANALYSIS  OF  COALS,  GASES,  &c. 


Especial  attention  given  to  the  Analysis  of  Coals,  and  the 
determination  of  their  fitness  for  the  production  of  Gas,  or 
for  use  in  Smelting,  or  for  Steam  pui*pos6s. 

Heating  power  expressed  in  value  of  best  hard  and  soft 
coals  in  the  market. 


ALSO, 


GAS  ENGINEERING  AND  COMMISSION  AGENCY, 

For  procuring  Coals,  Castings,  Fire-Brick  and  Tile ;  and  all 
other  materials  for  the  construction  and  repairing  of  Gas 
Works. 


3D  z  xi  s  c  <r  z  o  :&r  s 

rOR  THE 

SELECTION  AND  PREPARATION  OF  COAL  FOR  ANALYSIS. 


In  the  selection  of  samples  of  Coal  for  analytical  examination,  take  the  samples 
as  far  from  out-crop  as  possible,  with  specimens  from  the  centre,  top,  and  bottom 
of  Tein. 

It  is  well  to  collect  several  hundred  pounds  indiscriminately,  and  have  it  broken 
fine,  and  thoroughly  iutermized;  from  this  mass  take,  say  50  pounds,  and  grind 
it  to  a  coarse  powder ;  mix  thoroughly,  and  weigh  out  five  pounds,  which  trans> 
mit  for  analysis. 

Accompanying  each  sample  should  be  a  lump  specimen,  (say  i  lb.,)  from  centic 
and  sides  of  vein. 

Care  should  be  taken  to  include  an  average  amount  of  pyrites,  or  other  impurity 
occurring  in  the  Coal. 

A  memorandum  should  accompany  coal  intended  for  an  especial  purpose,  acd 
the  examination  will  be  directed  to  its  suitability  for  such  purpose. 


Dr.  CHABLES  M.  CBESSOH, 

417  WALHrUT  STBBET, 
i<B€ykTtrxuKJ.x^iu   NA.viojL'rxoN'   -BxrajiiXBia,) 

PHILADELPHIA. 
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ORESSOnST'S 

« 

GAS 
REGULATOR. 


Philadelphia. 


We  would  call  attention  to  a  new  GAS  REGULATOR,  invented  by  Dr. 
CIIAS.  M.  CRESSON,  (lateManagingEngineerof  the  Philadelphia  Gas  Works,) 
possessing  great  delicacy  of  adjustment,  by  the  use  of  a  peculiar  form  of  valve 
and  gas  holder,  governing  accurately  a  sinele  light,  with  a  capacity  to  pass  gas 
enough  for  the  full  number  of  lights,  and  the  ability  within  the  instrument  itself 
to  increase  the  pressure,  when  the'  greater  quantity  of  eas  is  required. 

Among  the  peculiar  advantages  of  this  Regulator,  that  make  it  preferable  to 
instruments  ot  more  contracted  size,  which  require  the  use  of  Mercury  or  Flexible 
diaphragms,  the  following  deserve  especial  notice : 

First. — The  free  motion  of  the  regulating  valve  through  considerable  space, 
gives  it  greater  delicacy  of  adjustment,  and  a  wider  range  of  consumption  in  a 
single  instrument,  than  is  possible  with  other  forms. 

Second, — The  fluid  seal  of  Glycerine  used  in  thia  Regulator  avoids  the  dangers 
resulting  in  other  forms,  from  the  unwholesome  vapors  of  Mercury,  which,  passing 
off  with  the  Gas,  are  disseminated  throughout  the  rooms  in  which  it  is  burned, 
subjecting  the  occupants  to  all  the  deleterious  effects  of  Mercury  upon  the  human 
system,  and  especially  upon  the  lungs  and  skin,  when  it  is  thus  diffused  as  vapor. 
The  accidental  overflow  of  Mercury  from  these  mercurial  seals  has  often  injured 
valuable  gas  meters,  the  cost  of  which  has  necessarily  been  charged  to  the 
consumer. 

Where  the  use  of  Mercury  in  Regulators  is  avoided  by  the  substitution  of  a 
flexible  diaphragm,  the  resulting  difficulties  are  also  numerous ;  one  is  the  liability 
io  leakage  Andi  explosion  of  gas;  another,  the  loss  of  flexibility  and  consequent 
inefficiency  by  a^e  and  exposure  to  cold ;  and  thirdly,  the  inherent  vice  of  want 
of  delicacy  of  adjustment  and  range  of  action. 

To  remedy  these  faults,  the  "  Cresson  Regulator  "  was  invented,  and  wherever 
introduced  it  has  given  the  greatest  satisfaction,  always  producing  a  steady  light, 
and  regular  consumption,  with  a  saving  of  from  twenty  to  thirty  per  cent,  in 
amount, of  gas  consumed. 

Letters  Fateni  have  been  granted  for  this  Regulator,  both  in  the  United  States 
and  England.  It  is  manufactured  by  the  "  AMERICAN  METER  COMPANY," 
of  New  York,  Philadelphia,  and  Boston,  for  us  alone,  and  for  sale,  wholesale 
and  retail,  at  our  ware-house  in  this  city,  where  all  orders  and  letters  should  be 
addressed. 

The  following  is  an  extract  from  the  Journal  of  the  Franklin  Institute,  dated  Oct. 
18,  18G5:  "An  experimental  trial  was  then  made  as  to  the  quantity  of  gas  consumed 
by  the  burners  when  under  regulation  to  their  maximum  economy,  and  also  the 
amount  consumed  by  the  same  burners  when  subjected  to  the  ordinary  variations 
of  street  pressure. 

**  The  result  showed  that,  with  the  Regulator  there  was  uniformly  78  cubic 
feet  of  gas  per  hour  consumed,  being  an  average  of  3  7-10  cubic  feet  per  burner; 
whilst  without  the  Regulator,  the  same  burners  consumed  from  106  to  140  cubic 
feet  per  hour,  the  average  being  126  cubic  feet,  or  6  feet  per  hour  to  each  burner.'' 

FAIRBANKS  &  SWING, 

719  CHESTJSrT  STREET. 
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A  NEW  WOBK  ON  STEAM  ENOINEEBING. 


JUST  PUBLISHED, 
BXFBRIMBNTAL  RESEARCHES 

IV 

STEAM   ENGINEERING, 

By  B.  F.  ISHERWOODf  Chief  Eng.  XT.  S.  Navy: 

CHIEF  OP  THE  BUREAU  OF  8TEAU  EXGINEERIKG, 

NAVY   DEPARTMENT: 

Made  principally  to  aid  in  ascertaining  the  comparative  economic  efficiency  of 
Steam  used  with  different  measures  of  expansion ;  and  the  absolute  cost  of  the 
power  obtained  therefrom  in  weights  of  FmI  and  Steam, 

The  causes  and  quantities  of  the  oondensations  in  the  Cylinder ;  the  economio 
effect  of  sUam-jacketing^  and  steam  superheating^  and  of  various  proportions  of 
Cylinder  capacity  for  the  same  weight  of  Steam  used  per  stroke  of  piston. 

The  economio  and  absolute  evaporative  efficiencies  of  Boilers  of  different  types 
and  proportions.  The  comparative  caloriflc  values  of  different  Coals  as  stesm 
generators.    The  performance  of  United  States  War  Screw  Steamers,  &o.,  &c.,  &c. 

THE  WHOLE  BEING 

ORiaiKAL  HATTEB,  GOKPOSED  OF  ErTENSIVE  EXPEEIMENTS  KADE  BT  THE 

V.S.  IVAl^T  DEPARTMEIVT, 

ILLUSTRATED    BY    STEEL    PLATES. 

TWO    VOLUMES. 

1863-65.     • 


PRIOE-Vol.  1,  $10.     Vol.  3,   $15. 


WILLIAM  HAMILTON, 

HALL  OF  THE  FBANKLIN  INSTITUTE,  PHILADELPHIA. 
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_  PALMER 

^vt^HTS.  BEST  m 


PRINCIPAL  orncE 

1609  CHESTNUT  STREET 

PHILADELPHIA. 

ADDRESS      TH£      INVENTOR. 

DR  B.  FRANK.  PALMER.  Pres'  A.AliMe  QA 

Dr.  PALM  SB  gives  personal  attention  to  the  busineM  of  hit*  profession,  aided  by 
men  of  the  best  qualifications  and  the  ereatest  experience.  *He  is  specially  com- 
mispinncd  by  the  GOVERNMENT,  and  has  the  patmnacre  of  the  prominent  OFFI- 
CERS of  the  ARMT  and  NAVY.  SIX  MA JOB-OENERALS,  and  more  than 
a  thousand  less  distinguisiied  officers  and  soldiers,  haye  worn  the  PALMER 
LIMBS  on  active  duty,  while  still  greater  numbers  of  eminent  civilians  are,  by 
their  aid,  filling  important  positions,  and  effecftually  conceal  their  misfortune. 

ADVICE  AND  PAMPHLETS  GRATIS. 

To  avoid  the  imposition  of  COPYISTS,  fipjAy  only  to 

Dr.  B.  frank.  PALMER. 


OBBTIFiaATE  OF  OOL.  W.  8.  XTBQt,  IT.  a  A.,  S9PT.  OF  V*  8.  A.  (^BVEEAL  &0BFRAL8, 
Oonoernlnir  ALrtlilola.1  XdmTi8« 

Col.  Eixo  was,  for  several  years.  Medical  Dirkctob  of  the  great  central  D«- 
PARTMSNT  or  Pjckn^tlvania,  and  established  the  only  large  Army  Hospital 
which  was  devoted  exclusively  to  the  treatment  of  the  mutilatM. 

OrriCK  OF  SiTPKRINTBNDTCNT  TJ.  S.  A.  GENERAL  HOSPITALS, 

Cincinnati,  Ohio,  March  15th,  1866. 
Hayhig  acted  as  Modlcnl  Director  during  three  yf^ars  of  the  war,  it  becamo  my 
duty  to  give  orders  for  artificial  limbs  to  mutilated  soldiers,  and  as  Dr.  B.  F.  PAL- 
MER'S LIMBS  WERE  OBNBRALLT  PRErERRED,  A  LAROB  MAJORITY  OF  THE  OR- 
DERS WERE  GIVEN  ON  HIM  to  fumish  the  necessary  limbs.  So  far  as  my  know- 
ledge extends,  the  limits  furnished  by  Dr.  Palmer  have  given  most  satisfaction, 
and  this  also  is  the  testimony  of  hospital  stewards  and  non-commission- 
ed oppicKRS  on  duty  at  the  various  hosnitals  in  my  charge,  who  have  h^d  oppor- 
tnnitlea  of  seeing  tketnea  after  t^eyhaa  received  and  used  the  limbs  ftirnisued  to 
them;  and  I  have  therefore  no  hesitation  in  saying  that,  in  my  opinion,  they 

ARE  PREFERABLE  TO  ALL  OTHERS. 

WM.  8.  KING, 
Brevet  Colonel  and  Surgeon,  U.  0.  A.  - 

8EAMLESS  BRASS  TUBElft 

AND 

SEAMLESS  COPPER  TUBES, 

FOR 

Loeomotiye,  Karine,  and  Stationary  Boilen, 
MANUFACTURED   BY   AMERICAN   TUBE   WORKS,    . 

BOSTON,  MASS. 
JOSEPH  H.  COTTON,  Treasurer,  No.  105  State  Street. 
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The  Journal  of  the  Franklin  Institute 

IS  PUBLISHED  ON  THE  FIBST  OF  EACH  MONTH, 
AT  FITE  DOLIAIS  PEI  ANKDl  FOR  ONB  COPT. 

Payable   oa   tike   eoAplettam    of   tbe    Slxtlfc    ir«mb«r« 

The  Journal  will  be  ^elirered  free  of  postage  when  the  sabscriptioti  is  paid  in 
advance. 

Cbmmiimea^ums  and  letters  on  husinees  muti  be  directed  to  the  Actuary  o?  tbi 
Frajtklin  Ikbtitittb,  Philadelphia,  the  poeta^e  paid* 


The  Journal  can  also  be  obtained  from  the  following: 

JAMES  MILLER,  City  of  New  Yw^k. 

DAVID  G.  FRANCIS,  *•«        "    _ 

JOHN  WILEY  A  SON,         «• 

D.  VA  N  NOSTRA  ND, 

W.  O.  LITTLE  A  OO^  Albany,  New  York. 

CROSBY  A  AINSWQRTH,  Boeion,  Maeeaehusette. 

LITTLE,  BRO  WN  *  CO.,         "  •* ' 

A.  WILLIAMS  ^t  CO.,  "  •• 

JOHN  C.  DOW  ^  CO.,  Lawrence,  •« 

JOHN  R.  WALSH,  Chicago,  lUinoU.   » 

F.  TAYLOR,  Washington,  District  of  Columbia. 

GEORGE  H.  BELL,  San  Frandsco^  California. 

PariSn^B^CTOn  B088ANGE  dt  SON,  U  Qaai  Y^lldfe,  >  ^^^  .^  M«Aiifii«i 
XoiMfofi^BIVES  dt  MACEY.  61  King  WUliam  BtreeU        J  w»»  •"  »«««•"»» 

to  reeeiTe  sabscripUons  and  to  make  exchanges  for  periodicals  deyoted  to  the  AtU  sad 

doionces. 

A.  SA^FE  STEAJM   BOZLEB. 


The  Subscriber  is  prepared  to  receive  orders  for  the 

''HARRISON  STEAM  BOILER," 

IN  SIZES  TO  SUIT  PUBCHASBBS. 

The  attention  of  Mano^ctnrers  and  others  is  called  to  the  new  Stbam  GxNigA- 
VDn,  as  combining  essential  advantages  in  absolute  eafety  from  destructive  explo- 
sion, first  cost  and  durability,  economy  of  fuel,  fiicility  of  cleaning  and  transp(»rta^ 
iion,  &c.,  &c,  not  possessed  by  any  boiler  now  in  use. 

These  betters  may  be  saen.in  duly  operation,  driving  the  extensive  works  of 
Messrs.  Wm.  Sbllebs  A  Co.,  Sixteenth  and  Hamilton  Streets ;  at  S.  W.  Cattkli's 
FACfstkAT,  a^>nice  Street,  Schuylkill  {  and  at  Gabsbd^  Texkokt  Mill,  Frankford. 

JOSEPH  HARRISOM,  Jr., 
N.  E.  Cor.  of  Market  and  Juniper  Sts.,  (Penn  Square,) 

PfllLADXLFBIA. 
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TSB  GIEAT  AmitUI  AHD  mtms 

PATENT  AGENCY  OFFICES 

HESSBS.  HT7NN  &  GOMFANT. 


MnsRS.  MvNX  &  Ck>.,  Editors  and  Proprietors  of  the  SeieiU^c  Amtriean,  ure 
oondnoiin^  the  most  snocessful  Aoimct  for  securing  the  Rights  of  Intsntors  to 
be  found  in  the  United  States.  They  have  been  personally  familiar  with  the  pro- 
gress of  Invention  and  Disoovery  for  the  past  sixteeh  years*  and  have  prepared 
and  condnoted  within  this  period  more  Patent  cases  than  any  other  Aqsnct  in 
TBI  WoELD.  As  an  evidence  of  the  confidenoe  reposed  in  their  ability  and 
integrity,  they  may  with  propriety  refer  to  the  extraordinary  fact  that  over  two 
THOUSAND  PATENTS  havc  isBUod  to  their  clients  during  the  brief  space  of  only  two 
TXARS ;  and  during  the  same  |>eriod  they  have  examined,  through  their  efficient 
Branch  Office  in  Washington,  into  the  novelty  of  about  ikru  ihmttand  hweniian9, 
thus  affording  to  them  a  knowledge  of  the  contents  of  the  Patent  Office  unrivaled 
by  any  existing  Agency.  Not  only  this,  but  more  than  one-half  of  all  the  Patenta 
secured  by  American  citisens  in  fiuropean  countries  are  taken  through  Munn  & 
Co.'s  Aqxncies  in  London,  Pabis,  Brussels,  Berlin,  and  Vienna. 

A  Manual  of  Advice  Haw  ic  tecure  American  and  Foreign  Patents  will  be* 
ient,  free  of  charge,  to  all  who  may  wish  for  them.  Messrs.  Munn  k  Co.'s  prin- 
cipal Offices  in  New  York  are  removed  from  128  Fulton  Street,  to  the  spacious 
rooms  in  the  new  Park  Buildings,  Noe.  37  Park  Row,  eastern  side  of  the  City  Hall 
Park,  and  145  Nassau  Street,  where  all  communications  should  be  addressed,  and 
where  Inventors  are  cordially  invited  to  call  whenever  thoy  visit  the  city.  Their 
Branch  Office  in  Washington  City  is  on  the  comer  of  F  and  Seventh  Streets,  di- 
rectly opposite  the  Patent  Office.  Munn  k  Co.  refer  hj  [permission  to  Hon.  J. 
Holt,  Hon.  C.  Mason,  and  Hon.  W.  D.  Bishop,  Ex-Commissioners  of  Patents,  and 
to  over  TEN  THOUSAND  Invcutors  in  the  United  States  whose  papers  have  been 
prepared  and  prosecuted  through  their  Agency. 

Address, 

No.  37  Park  Row,  New  York  City. 

SHEFFIELD  SCIENTIFIC  SCHOOL. 


TALE  (TOLLEGE. 


The  regular  courses  in  this  department  of  Tale  OoUege  embrace  instnictioii  -in 
Theoretical  and  Practical  Chemistry  and  Mineralogy;  in  Civil,  Mechanical,  and 
Mining  Bngineering,  and  Metallurgy;  in  Agriculture,  Botany,  Zoology,  Geology, 
Physical  Ckography,  and  the  French  and  German  languages,  etc.  The  ftdl^oonrsa 
of  study  exte^nds  through  three  years.   The  next  College  year  will  commence  Sept.  18, 

For  circulars  with  further  particulars  apply  to 

Prot.  GEORGB  J.  BRTTSH,  Secretarjt 

New  Haven,  Connecticut 
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HENRY  HOWSON'S 
PHILADEIPHU  AfiEIVCT  FOR  PBOCMING  PATENTS 

IN  THS 

UNITED  STATES  AND  EUROPE, 

FORREST  PLACE,  No.  123^  SOUTH  FOURTH  STREET, 
PHILADELPHIA. 


AGENCIES  IN  LONDON,  EDINBURGH.  DUBLIN,  MANCHESTBB, 

PARIS,  BRUSSELS,  VIENNA,  LEIPSIC,  BERLIN, 

AND  OTHER  EUROPEAN  CITIES. 


H.  HoWBON  prepares  Speciflcations,  Drawings,  Deeds  of  AMignment,  eondacti 
Interferences,  Appeals,  Applications 'for  Re-issues,  Extensions,  te.,  attends  to  the 
filing  of  Caveats,  Reports  as  to  the  Patentability  and  Utility  of  Inventions,  and 
also  acts  as  Consulting  Attorney  to  either  counsel,  plaintiff,  or  defendant,  in  sttiti 
tX  law  respecting  Patents. 

As  H.  H.  visits  Washington  monthly,  ho  is  prepared  to  take  charge  of  rejected 
applications,  and  argae  such  cases  before  the  Examiners  and  Commissioner,  thai 
iaving  to  inventors  the  annoyance  ac4  expense  of  personal  visits  to  Washington. 

Burlington,  Iowa,  October  2,  1867. 
Dbab  Sin:  I  take  this  occasion  to  state  to  you,  that  for  several  years  past  I 
bave  been  acquainted  with  the  manner  in  which  you  have  conducted  your  busine« 
ns  Patent  Solicitor.  This  has  always  been  highly  creditable  to  yourself,  and  satis- 
factory  to  the  Patent  Office.  Tou  understood  your  cases  well,  and  presented  them 
In  that  intelligible  form  which  generally  insures  success.  I  make  Uiis  Certificate, 
an  hopes  that  it  may  be  serviceable  to  you  in  continuing  to  find  that  employment 
in  your  profession  to  which  your  industry,  intelligence,  and  courteous  besting  to 

Justly  entitle  you. 

Yours,  very  truly, 

CHAS.  MASON,  LaU  CommUtioner  of  PaietOs. 
To  HsKBT  HowBOK,  Esq. 

DRAWING. 

niHE  subscriber  would  respectfully  inform  his  friends  and  the  public,  that  hecon- 
I  tinues  to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPOGRA- 
PHICAL, and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and  WA- 
T'fi^  COLORS.  Day  and  Evening  Classes  at  the  office,  and  insirnctions  given  in 
Bchools  and  Pamilics.   Drawings  for  Patents  correctly  made,  and  Designs  furnished. 

JOHN  KERN, 
'  '  No.  229  North  Tenth  Street 


REFERENCES, 
p.  p.  ROTIIERMEL,  Esq.  WM.  HAMILTON, 

D.  R.  ASHTON,  Esq,  Actuary  Prank.  Inst 
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OCTOBER,   1866. 


CIVIL  AND  MECHANICAL  EJfGINEERING. 

For  the  Journal  of  the  Franklin  Institnte. 

Preservation  of  Wood  in  Damp  and  Wet  SituaiionB.  By  H.  W,  Lewis, 
University  of  Michigan. 

GBADUATINa  THE6IB. 

No  introductory  apology  for  the  theme  of  this  paper  is  judged  ne- 
cessary. A  few  plain  statements  will  show  that  the  subject  is  one  of 
vast  though  unheeded  importance. 

The  annual  drain  which  is  exhausting  our  forests  is  startling  when 
we  remember  the  vast  areas  of  our  country  utterly  destitute  of  tim- 
ber— when  we  learn,  for  instance,  that  ^^  upon  the  65,000  square  miles 
of  Illinois,  there  grows  not  a  single  pine  large  enough  from  which  to 
fashion  a  board.*  Statistics  show  that,  in  1865,  above  5,000,000,000 
feet  of  lumber,  2,000,000,000  of  shingles,  and  900,000,000  pieces  of 
lath  were  sold  in  Chicago  alone.f  Michigan  and  Wisconsin  almost  en- 
tirely supply  that  market.  6000  feet  of  pine  lumber  per  acre  is  an 
average  yield.^  No  formal  calculation  is  necessary  to  show  us  that, 
with  the  present  demand,  a  single  generation  will  exhaust  the  supply 
those  States  can  afford. 

*  Hunt's  Merehanfa  Mag.^  Peb.,  1866,  page  166. 

t  Lumber,  5.089,038,083  feet;  shingles,  8,660,093,212 ;  lath  pieces,  988,297,748. 
—Hunt's  Merchants  Mag, 

X  *'  An  average  estimate  of  the  product  of  lumber  of  all  the  pine  lands  in  the 
State  is  600D  feet  to  the  acre.  Some  sections  will  overnm,  some  fall  short,  of  this 
amount"  *  *  *  **  Seven  ^ears  will  exhaust  all  the  pine  lumber  witliin  five 
miles  of  any  of  the  navigable  rivers." — Tht  Pine  Lande  and  Lumber  Trade  of  Mi" 
chigan^  page  4. 

Vol.  LII.— Thibd  Sxbixs.— Ko.  4.^0ctobxb,  1866.  19 


Digiti 


zed  by  Google 


218  dvU  and  Mechanical  Engineering* 

But  the  consumption  increases  in  a  rapid  ratio.  It  has  alreacfj 
raised  the  prices.  Clear  lumber  sold  for  $18  per  thousand  in  1855,  for 
$24  per  thousand  in  1860,  and  for  $45  per  thousand  in  1865.*  And 
following  close  on  Chicago,  in  this  trade,  are  Albany  and  Pittsburgh.! 

Improvidence  will  soon,  we  fear,  make  us  as  dependent  on  foreign 
supplies  of  timber  as  is  England,  who  has  already  granted  numerous 
patents  for  processes  promoting  the  durability  of  the  lumber  every 
enlightened  nation  must  have. 

Shall  we  employ  tho^e  processes  whose  utility  experience  has  de- 
monstrated ?  Self-inter3st  returns  but  one  answer.  But  in  American 
railway  management,  self-interest  seems  to  be  disregarded.  While  the 
average  life  of  English  railway  sleepers  is  fifteen  years,  that  of  Ame- 
rican sleepers  is  only  seven  years.|  Allowing  2112  sleepers  per  mile, 
at  fifty  cents  each,§  $1056  per  mile  of  American  railroad  deeayt 
every  seven  years.  Thoroughly  impregnate  those  sleepers  with  sul- 
phate of  copper,  at  a  cost  of  five  cents  each,  and  they  would  last  twice 
as  long.  Thus  would  be  effected  a  saving  of  $880  per  mile||  in  the  seven 
years,  on  sleepers  alone.  In  the  United  States  are  33,908*6  miles  of 
railroad.^  The  whole  saving  on  these  lines  would  be  $29,839,568,  or 
upwards  of  $4,262,795  per  annum. 

Again,  English  engineers  deride  American  wooden  railway  bridges. 
Eight  years  is  their  average  duration,**  Creosote  them  and  they  are 
good  for  double  or  treble  that  time-ft  For  ordinary  railroad  purposes 
they  cost  $40  per  linear  foot.:|:|  The  use  of  Bethell's  process  would 
effect  a  great  saving  on  such  a  line  as  the  Grand  Trunk  Railway,  whose 
wooden  bridges  measure  9355  feet  upon  the  Montreal  and  JPortland 
division  alone.§§  Further  illustrations  of  the  importance  of  preserv- 
ing timber  from  decay  seems  unnecessary.  Let  us  proceed  to  the  dis- 
cussion of  this  desirable  object. 

In  situations  so  free  from  moisture  that  we  may  practically  call 
them  dry,  the  durability  of  timber  is  almost  unlimited.  The  roof  of 
Westminster  Hall  is  more  than  450  years  old.  In  Stirling  Castle  are 
carvings  in  oak,  well  preserved,  over  800  years  of  age.   Scotch  fir 

*  Hunt'8  MerchanV9  Mag,,  Feb.,  1866,  pages  106  and  107.         f  Ihid.,  p.  106. 

%  New  American  CS/elopcedia,  vol.  xiii.,  page  784. 

2  Scientifie  American,  February  17,  1866.  Also  Col.  Berrien's  (Cbief  C.  B.  of 
M.  C.  R.  R.)  estimate  of  their  cost  for  the  past  two  years  on  the  *'  Michigan  Centrtl 
Railroad." 

II  Five  cents,  at  seven  per  cent,  compound  interest,  amounts,  in  seven  years,  to 
eight  cents.  60  cents  —  8  cents  =  42  cents  saved  on  each  sleeper  at  the  end  of  seven 
years.    $0-42  X  2112  =  $887-04  saved  per  mile  in  seven  years. 

If  De  Bow*s  Review,  February,  1866,  page  207. 

**  Civil  Engineer's  Journal^  vol.  zxiv.,  page  282. 

f  t  "  A  properly  constructed  railway  bridge  of  puitable  materials  may  be  fully 
relied  on  for  twenty  years." — Journal  Franklin  Institute,  vol.  xzxvi.,  page  1. 

IX  C^vil  Engineer's  Journal^  vol.  xxiv.,  page  282. 

{{  Journal  Franklin  Institute 
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has  been  found  in  good  condition  after  a  known  use  of  800  years,'*' 
and  the  trasses  of  the  roof  of  the  Basilica  of  St.  Paul,  Rome,  were 
sound  and  good,  after  1000  years  of  seryice.f  After  these  well  at- 
tested examples  of  preservation,  the  further  consideration  of  wood  in 
this  state  seems  unnecessary. 

Wood  constantly  wet  in  fresh  water  is  quite  as  durable.  Piles  were 
dag  from  the  foondatioDS  of  old  Savoy  Palace,  in  a  perfectly  sound 
8tate,  after  having  been  down  650  years.  The  piles  of  old  London 
Bridge  were  found  sound  and  perfect  800  years  after  they  were 
driven.^ 

While  the  acidity  of  bog*water  retards  decay,  it  seems  to  ns  that 
part  of  the  preservative  property  attributed  to  the  stagnant  liquid} 
should  be  ascribed  to  the  salts  of  metals  or  alkaline  earths  held  in  so- 
lution, and  deposited  among  the  woody  fibres. 

In  the  above  situations,  the  action  of  natural  agents  cannot  be  im- 
proved. But  in  certain  other  conditions,  man  must  resort  to  preserva- 
tive processes  to  secure  permanence  of  structure.  For  convenience  of 
discussion  we  have  introduced  the  following  classification : 

1.  When  wood  is  damp  we  have  to  guard  against  dry  rot. 

2.  When  wood  is  alternately  wet  and  dry  we  have  to  guard  against 
wet  rot. 

8.  When  wood  is  constantly  wet  in  sea-^ater  we  have  to  guard 
against  teredo  navalis  and  limnoria  terebrans. 

1.  Wood  in  Damp  Sitttations. — When  unseasoned  wood  is  surround'- 
ed  by  dead  air,  it  very  rapidly  decays,  fine  fungous  growths  extending 
through  every  part.  After  the  rot  has  begun,  the  mere  contact  of 
decayed  and  sound  wood  seems  sufficient  to  ensure,  by  a  catalytic 
action,  its  spread  through  the  latter.  This  has  probably  led  some  ob- 
servers to  their  conclusions,  that  the  accompanying  parasitic  plants, 
Merulitts  lachrymans  (or  L.  vastator)  and  Polyporus  hydridus,  cause 
the  decay.  But  the  highest  authorities  now  regard  these  growths  as 
accessory,  and  beginning  only  after  a  suitable  habitat  has  been  pre- 
pared for  them.lj  Thus  the  fungus  acts  the  part  of  a  scavenger  and 
converts  corrupt  matter  into  new  forms  of  life.  The  presence  in  the 
timber  of  the  fungi  spores  is  easily  explained.  The  researches  of 
Pasteur  show  that  atmospheric  dust  is  filled  with  minute  germs  of  va- 
rious species  of  animals  and  plants,  readj  to  develop  as  soon  as  they 
fall  into  a  congenial  locality.  He  concludes  that  all  fermentation  is 
caused  by  the  germination  of  such  infinitesimal  spores.^f  That  they 
elude  observation,  does  not  seem  strange,  when  we  consider  that  some 

*  The  Builder,  vol.  ii.,  page  688.  f  Ibid.,  p.  616,  J  Ibid.,  p.  616. 

{  Civil  Engineer's  Journal,  vol.  zxi. 

II  "  There  is  ao  reason  to  believe  that  fune^  can  make  use  of  organic  compounds 
in  any  other  than  a  state  of  decomposition." — Carpenter's  Oomp,  Physiology,  page 
166.   (See  aUo  JSneyclopcedia  Britaniea  on  this  subject.) 

f  '* Powders  suspended  in  the  air  are  the  exclusive  origin,  the  first  and  necessary 
condition  of  life  in  infusions,  in  putrecible  bodies,  and  in  liquids  capable  of  under- 
going  fermentation.  *' — See  translation  of  Pasteur's  experiments  in  vol.  zxxii.,  pag« 
$  of  American  JoumtU  of  Science. 
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infusoria  are  only  ^-^l-^-^  of  an  inch  in  length.*  Admitting  that  tlej 
are  only  ten  times  the  linear  dimensions  of  their  germs,  the  latter  will 
be  ji^^jiji^  of  an  inch  long.  But  with  the  best  microscopes  we  cannot 
perceive  objects  measuring  less  than  g^j^i;^  of  an  inch.  These  germs 
might  find  their  way  into  the  growing  plant  through  both  roots  and 
leaves.  The  whole  tree  is  thus  filled  with  the  seeds  of  decay,  await- 
ing suitable  conditions  to  spring  into  growing  organisms.  The  pro- 
longed vitality  of  spores,  made  necessary  by  this  theory,  cannot  be  a 
serious  objection,  when  we  remember  the  vigor  of  the  ^'  mummy  wheat," 
and  the  unknown  plants  which  start  from  the  earth  raised  from  deep  ex- 
cavations. Indeed,  time,  even  when  measured  by  centuries,  seems 
hardly  to  affect  the  vitality  of  vegetable  germs. 

But  what  prepares  timber  for  the  germination  of  the  fungi  spores? 
Probably  fermentation  of  the  juices  and  semi-solids  of  the  moist  wood. 
For  fermentation,  five  conditions  are  necessary ,t  viz :  1  .Presence  of 
•water.  2.  Temperature  from  4SP  to  110®  Fahr.  3.  Presence  of  a  fer- 
ment. 4.  Presence  of  a  fermentable  body.  6.  Exposure  to  the  atmo- 
sphere. 

Three  of  these  conditions  almost  always  prevail.  Very  rarely,  if 
e vpr,  can  we  maintain  the  temperature  of  any  timber  construction  below 
4t®  Fahr.,  or  above  110°  Fahr.  Probably  countless  numbers  of  fer- 
ment spores  are  annually  absorbed  into  the  fluids  of  the  smallest  sap- 
ling. Completely  excluding  any  construction  above  earth  and  water, 
from  the  atmosphere,  is  practically  impossible.  The  two  remainbg 
conditions  we  can  generally  prevent. 

1.  We  can  remove  the  water  by  thorough  seasoning,  and  in  damp 
situations  we  can  practically  prevent  its  return  by  ventilation  or  resin- 
ous coatings. 

Examples  of  remarkable  durability  of  wood  have  been  cited.  With 
equal  care  in  selecting  and  preparing  the  lumber,  modern  constructions 
might  last  as  long.  But  while  the  wood  of  those  old  edifices  was  dry- 
ing through  years  of  preparation,  the  timber  of  modern  constructions 
is  translated  from  the  primitive  forest  into  a  painted  and  varnished 
city  dwelling  in  less  than  a  single  year's  time.  No  wonder  that  in  a 
very  few  decades,  the  whole  structure  is  unsafe,!  and  that  an  odor  of 
decay  makes  the  mouldering  rooms  untenable. 

*  <*  Some  infusoria  are  not  mors  than  ^^-^  oi  an  inch  in  diameter,  and  if  we  sup- 
pose the  spores  to  he  only  -j^^  of  the  parent's  linear  dimensions,  there  must  be  ao 
incalculable  amount  of  germs  no  larger  than  t:f^nji  of  an  inch  in  diameter.  Since, 
according  to  SuUivant  and  Wormley^,  vision,  with  the  most  powerful  microscopes, 
is  limited  to  objects  of  -^i^  ^^  ^^  inch,  we  need  not  be  surprised  that  we  do  not 
always  see  the  floating  germs  of  animals  and  plants." — Note  by  the  translator  of 
Pasteur's  researches,  American  Journal  of  Scienee^  vol.  xxxii.,  page  9. 

t  Notes  on  Prof.  A,  B.  Prescott's  Lectures  on  Organic  Chemistry  in  the  Uni- 
versity. 

J  For  an  account  of  the  rapid  destruction  of  the  floors  and  joists  of  the  Church  of 
the  Holy  Trinity,  Cork,  Ireland,  by  dry  rot,  see  Civil  Engineer's  Journal,  vol.  xii., 
page  808.  Fur  an  account  of  the  decay  of  floors,  studs,  &c. ,  in  a  dwelling,  see  the 
Builder,  vol.  vi.,  page  84. 

**  In  some  of  the  mines  in  France  the  props  seldom  last  more  than  fifteen  months." 
Annates  des  Mines, 
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Thorough  ventilation  is  indispensable  to  the  preservation  of  even' 
weli-seasoned  naked  wood  in  damp  localities.  The  rapid  decomposition 
of  sills,  sleepers,  and  lower  floors  is  not  surprising  where  neither  wall- 
gratings  nor  ventilating  flues  carry  off  the  moisture  rising  from  the 
earth,  or  foul  gases  evolved  in  the  decay  of  the  surface  mould.  In  the 
close  air  of  cellers,  and  beneath  buildings,  the  experiments  of  Pasteur 
detected  the  largest  per  centage  of  fungi  spores.  Bemove  the  earth 
to  the  foot  of  the  foundation,  and  fill  in  the  cavity  with  dry  sand,  plas- 
ter-rubbish, &c.,  or  lay  down  a  thick  stratum  of  cement  to  exclude 
the  water,  and  provide  for  a  complete  circulation  of  air,  and  lower  floors 
vill  last  nearly  as  long  as  upper  ones.* 

Various  expedients  have  been  resorted  to,  in  order  to  hasten  the 
seasoning  process.  Mr.  P.  W.  Barlow's  patentf  provided  for  exhaust- 
ing the  air  from  one  end  of  the  log,  while  one  or  more  atmospheres 
press  upon  the  other  end.  This  artificial  aerial  circulation  through  the 
wood  is  prolonged  at  pleasure.  However  excellent  in  theory,  this  pro- 
cess is  not  practicable.  By  another  method,  the  smoke  and  hot  gases 
of  a  coal  fire  are  conveyed  among  the  lumber,  placed  in  a  strong  draft. 
Some  writers  recommend  the  removal  of  the  bark  one  season  before 
felling  the  tree.  All  good  authorities  agree  Mat  the  cutting  should  take 
place  in  the  winter  seaeon.X 

An  impervious  covering  upon  undried  timber  is  very  detrimental, 
for  by  it  all  the  elements  of  decay  are  retained  and  compelled  to  do 
their  destroying  work.  The  folly  of  oiling,  painting,  or  charring  the 
surface  of  unseasoned  wood  is  therefore  evident.  Owing  to  this  blun* 
der  Alone,  it  is  no  unusual  thing  to  find  the  painted  wood-work  of 
older  buildings  completely  rotted  away,  while  the  contiguous  nake^d 
parts  are  perfectly  sound. 

In  conclading  this  part  of  the  subject  we  may  say,  thoroughly  eea^ 
mon  your  lumber^  afterwards  cover  it  with  varnish^  painty  or  pitchy  or 
fnatntain  around  it  a  constant  and  thorough  circulation  of  air, 

2.  We  can  remove  the  fermentable  body,  or  chemically  change  its 
nature. 

"Woody  fibre  consists  chiefly  of  cellulose  and  Hgnine.  The  former  is 
very  durable,  and  the  latter  moulders  away  but  slowly,  when  exposed 
to  air  and  nroisture.  But  permeating  through  these,  and  increasing 
from  the  heart  to  the  alburnum,  are  nitrogenous  substances  of  the 
«ap  and  immature  wood,  mostly  vegetable  albumen.  These  are  the  fer- 
mentable bodies  we  desire  to  remove  or  change.  A  patented  process 
has  been  proposed  to  wash  out  the  albumen  by  water  flowing  in  at  one 
end  of  the  log  while  a  vacuum  was  produced  at  the  other.  Theoreti- 
cally satisfactory,  this  method  does  not  seem  to  have  been  adopted. 
Soiling  and  steaming  partly  remove  the  ferment  spores,  but  mat/  not 
*  The  Builder,  vol.  xi,,  page  46.  -f  Civ.  Eng.  Jour.,  vol.  xix.,  p.  422. 

X  Experiments  detailed  in  the  Cosmos  show  conclusively  that  winter-cut  pine  is 
stronger  and  more  durable  than  that  cut  at  any  other  season  of  the  year. — Ann.  8a, 
Discovery  for  1861,  page  846. 

"Oak  trees  felled  in  the  winter  make  the  best  Umber."— The  Builder ,  1809« 
jMgelSa 
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destroy  the  vitality  of  those  remaining.  For,  according  to  MilTe-El« 
wards,  he  has  seen  tardigrades  resist  the  prolonged  action  of  a  tem- 
perature of  248°  Fahr.,  and  has  known  them  to  survive  a  temperature 
of  284°  Fahr."^  That  low  forms  of  vegetation  are  fully  as  tenacious 
of  life  cannot  be  doubted. 

Boiling  and  steaming  also  coagulate  the  albumen  at  140°  Fahr. 
Although  coagulated  albumen  is  insoluble  in  water,  the  water  of  solth 
tion  is,  by  this  heating  process,  sealed  up  in  the  wood,  and  the  cohe- 
sion of  the  latter  is  said  to  be  diminished. 

Albumen  is  also  coagulated  by  sulphate  of  copper,  ppolignite  of  iron, 
chloride  of  mercury,  chloride  of  zinc,  &c.  Some  of  the  compounds 
thus  formed  are  albuminates  of  the  metallic  oxides.  Probably  this  is 
the  reason  why  some  of  those  salts  are  such  excellent  preservatives. 
But  the  researches  of  Koenigf  show  that,  when  blue  vitriol  is  emplojed, 
a  certain  portion  of  basic  sulphate  of  copper  remains  combined  in  the 
pores  of  the  wood  so  that  water  will  not  wash  it  out.  The  most  resin- 
ous woods  retain  the  most  of  the  basic  salt.  Impregnated  woods  also 
contaiued,  he  found,  less  nitrogen  than  natural.  It  is  even  possible, 
he  states,  to  remove  all  the  azotized  compounds  by  long  immersion  in 
the  sulphate  solution.  The  albuminous  substances  first  precipitated  by 
the  solution,  are  redissolved  by  excess,  as  in  case  of  concentrated  sul- 
phuric and  muriatic  acids4  The  operation  of  such  solutions  should, 
therefore,  be  one  of  lixiviation.  Knoeig  hopes,  similarly,  to  explain 
the  action  of  the  chlorides.  A  recent  experiment  on  animal  albumen 
by  Professor  Prescott,  shows  that  its  precipitate  by  the  chloride  of 
mercury,  is  also  soluble  in  excess  of  the  chloride  solution.  From  this 
we  may  conclude  that  the  antiseptic  qualities  of  the  chlorides  depend, 
at  least  partly,  on  their  dissolving  out  the  albumen. 

But  could  all  the  nitrogenous  substances  be  removed,  thereby  pre- 
venting fermentation,  the  cellulose  and  lignine  of  unprotected  wood 
would  slowly  decompose.  Hence  the  salt  used  should  act  on  those 
substances  also.  According  to  good  authority,  sulphate  of  copper  has 
this  action.  M.  Weltz  maintains  that,  after  a  time,  the  sulphuric  acid 
leaves  the  base,  and  acting  upon  the  timber,  carbonizes  it.  He  has 
Been*the  props  in  a  mine,  opened  1800  years  ago,  charred  by  the  free 
acid  thus  eliminated  and  in  a  perfect  state  of  preservation,  while  their 
surfaces  were  covered  with  metallic  copper  in  regulus.§ 

The  use  of  corrosive  sublimate  was  patented  by  Mr.  Eyan  in  1832; 
that  of  chloride  of  zinc  by  Burnett  in  1888.   M.  Boucherie  has  used 

*  "Although,  in  ordinary  casep,  the  death  of  animals  takes  place  when  the  tempe- 
rature is  sufficiently  high  to  coagulate  the  hydrated  albumen  in  their  tissues,  we 
know  that  this  is  not  always  so  in  case  of  those  previously  dried.  I  have  seen  tar- 
digrades resist  the  very  prolonged  action  of  a  stove  whose  temperature  stood  at 
120®  C,  and  in  the  researches  of  Mr.  Doy^re,  the  heat  was  carried  to  140®  C,  (284® 
F.,)  without  death  ensuing  from  the  heat.'' — Mr.  Edwards  on  **  Spontaneous  Genera- 
tion."— Am.  Jour,  Science^  vol.  xxvii.,  page  405. 

f  Am,  Jour,  Science^  2d  series,  vol.  zzxii.,  page  274. 

J  Brande  and  Tayl<n'*a  ChemUiry,  p.  634^ 

{  Annuxil  5c.  J^ucov.,  1865,  p.  51. 
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solutions  of  blue  vitriol  and  pyrolignite  of  iron.  Easy  impregnation  of 
the  wood  is  the  ffreat  merit  of  his  method. 

Each  process  has  in  turn  excited  the  most  extravagant  hopes,  and 
neither  has  justified  a  tithe  of  the  expectations  formed.  While  '^  Kj- 
anizing,"  ^'Barnettizing/'  or  the  use  of  any  salt  whatever,  has  not 
prevented  the  ravages  of  teredo  navalis  or  limnoria  terebrans,  each  of 
the  processes  named  improves  the  darabilitj  of  wood  exposed  to  damp- 
ness.  Each  is,  therefore,  worthy  of  explanation  here. 

Kjan's  specified  solution'*'  was  one  pound  of  chloride  of  mercury  to 
four  gallons  of  water.  Long  immersion  in  the  liquid  in  open  vats,  or 
great  pressure  upon  both  solution  and  wood,  in  large  wrought  iron  tanks, 
IS  necessary  for  the  complete  injection  of  the  liquid.  The  durability  of 
well  kyanized  timber  has  been  proved,  but  the  expensiveness  of  the 
operation  will  long  forbid  its  extensive  adoption. 
.  For  "  Burnett izing,"t  a  solution  of  chloride  of  zinc — one  pound 
of  salt  to  ten  gallons  of  water — is  forced  into  the  wood  under  a  pres- 
sure of  150  lbs.  per  square  inch. 

Boucherie  employs  a  solution;]:  of  sulphate  of  copper  one  pound  to 
water  twelve  and  a  half  gallons,  or  pyrolignite  of  iron  one  gallon  to 
water  six  gallons.  He  encloses  one  end  of  the  green  stick  in  a  close 
fitting  collar,  to  which  is  attached  an  impervious  bag  communicating 
through  a  flexible  tube  with  an  elevated  reservoir  containing  the  salt 
liquid.  Hydrostatic  pressure  soon  expels  the  sap  at  the  opposite  end 
of  the  log.  When  the  solution  makes  its  appearance  also,  the  process 
is  completed. 

He  finds  the  fluid  will  pass  along  the  grain — a  distance  of  12  feet«— 
uader  a  lower  pressure  than  is  required  to  force  it  a^row  the  grain — 
three-fourths  of  an  inch.  The  operation  is  performed  upon  green  tim- 
ber with  the  greatest  facility.§ 

♦  CvoU  Engineer^ a  Journal^  vol.  v.,  page  202.  \  Ibid.,  vol.  xiv.,  p.  471. 

X  Civil  Engineer's  Journal^  vol.  xx.,  p.  405. 

J  As  a  modiflcation  of  this  method  he  also  cnt  a  channel  in  the  wood  throughout 
the  circumference  of , the  tree,  fitted  a  reservoir  thereunto,  and  poured  in  the  liquid. 
The  vital  forces  speedily  disseminated  the  solution  throughout  the  tree. 

(To  be  continued.) 


CaiOor  lActuree. — On  Submarine  Telegraphy.  By  Flbemino  Jekkin. 

Esq.,  C.E.,  F.R,S. 

Vrom  the  Londoa  Journal  of  the  8oai«ij  of  Arts,  No.  6M. 
(Continued  from  page  168.) 

LECTURE  n. 

Shallow  and  Deep  Sea  CalUe. — The  lecturer  first  alluded  to  the 
omission  from  the  first  lecture  of  any  mention  of  the  new  insulators 
— ^balata,  Parkesine,  collodion,  Mr.  Mackintosh's  material,  and  others. 
This  omission  was  an  oversight,  due  possibly  to  the  fact  that,  as  he 
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faaa  been  unable  to  procure  a  specimen  of  any  one  of  these  materials 
for  examination,  he  had  formed  no  opinion  as  to  their  merits.  The 
value  of  a  new,  good,  and  cheap  insulator  would  be  very  great.  The 
following  is  an  abstract  of  the  second  lecture,  under  the  heads  in  the 
syllabus : 

1.  Serving  and  Worming, — Strands  of  hemp  or  jute  are  commonly 
laid  or  spun  round  the  insulated  core  to  serve  as  a  pad  or  protection 
against  pressure  from  the  iron  wires  afterwards  applied,  and  also,  in 
some  cases,  to  form  a  larger  heart,  allowing  larger  and  more  wires  to 
be  applied  than  could  lie  round  the  small  insulated  wire.  This  cover- 
ing of  hemp  or  jute  is  called  the  "  serving"  of  the  cable.  When  seve- 
ral insulated  wires,  to  transmit  distinct  simultaneous  messages,  are 
included  in  one  cable,  as  for  short  distances  is  frequently  the  case, 
these  insulated  wires  are  laid  in  a  long  strand,  with  hemp  between  them, 
to  form  a  circular  core.  This  hemp  is  called  the  "worming."  The 
worming  and  serving  were  formerly  tarred  for  their  preservation 
against  decay  in  water ;  but  Mr.  Willoughby  Smith  showed  that  tbe 
tar  temporarily  mended  small  faults  of  insulation,  and  might,  therefore, 
conceal  an  accidental  injury  to  the  core ;  but  tar  was  not  so  good  an 
insulator  as  permanently  to  mend  the  fault,  so  that  the  tar  might  lead 
to  the  submersion  of  a  fault  which  would  otherwise  have  been  dis- 
covered and  repaired  before  submersion.  To  avoid  this  risk  tanned 
hemp  is  now  used,  and  is  often  applied  wet,  to  increase  the  chance  of 
at  once  detecting  any  accidental  injury  to  the  gutta-percha.  Hemp 
under  wires  is  remarkably  durable,  and  jute  also  answers  well  as  a 
cheaper  substitute.  When  hemp  is  exposed  in  water  it  soon  decays, 
and  jute  decays  still  more  rapidly ;  both  are  liable  to  be  eaten  by  ani- 
mals where  exposed,  but  not  where  covered  by  iron.  A  specimen  was 
shown  where  a  small  quantity  of  hemp  exposed  by  a  kink,  at  a  depth 
of  800  fathoms  in  the  Mediterranean,  had  been  attacked  by  a  species 
of  teredo  ;  the  part  immediately  adjacent,  covered  by  iron  wire,  was 
intact.  These  animals  exist  in  the  Mediterranean  even  in  depths  of 
1200  end  1600  fathoms.  In  applying  the  covering,  care  must  be  taken 
that  the  insulated  wire  be  not  overstrained  ;  the  simplicity  of  the  work 
has  sometimes  led  to  the  use  of  imperfect  machines  which  might  cut 
the  gutta-percha,  and  to  the  employment  of  boys  too  young  to  be  careful. 

2.  Iron  Sheathing, — The  served  core  is  commonly  protected  by  iron 
wires  laid  round  and  round  in  a  long  helix,  and  abutting  one  against 
another,  so  as  to  present  the  appearance  of  a  simple  iron  wire  rope. 
This  sheathing  is  frequently  called  a  spiral  covering,  but  the  wires  lie 
in  a  helix,  not  a  spiral,  which  is  a  curve  like  that  formed  by  a  watch- 
spring,  not  that  formed  by  a  corkscrew.  There  is  a  popular  impression 
that  this  form  of  cable  must  necessarily  be  very  easily  extended  or 
stretched  ;  but  this  impression  is  wholly  erroneous.  The  single  helix 
stretches  by  becoming  more  nearly  a  straight  line,  and  by  gradually 
closing  so  as  to  include  a  smaller  and  smaller  cylindrical  space ;  if  this 
closing  be  prevented,  (for  instance,  if  the  wire  be  wrapped  round  a  solid 
core,)  the  helix  will  not  stretch  more  than  a  solid  wire ;  the  closing  is 
prevented  in  the  ordinary  cables  by  the  arrangement  of  the  outer  wireSi 
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which  abut,  each  upon  its  neighbor,  so  that  a  cross-section  of  the  cable 
shows  a  compact  iron  ring.  The  tube  formed  by  the  wires  cannot  di- 
minish in  diameter,  and,  consequently,  the  helix  cannot  stretch  more 
than  a  solid  wire.  This  is  proved  by  the  experiments  of  Messrs.  Gis- 
borne,  Forde,  and  Siemens  in  the  '^  Report  of  the  Joint  Committee  on 
Submarine  Gables,"  1861.  Some  extracts  from  their  results  are  given 
in  Table  lY.  The  stretch  of  the  Atlantic,  Red  Sea,  and  Malta-Alexan- 
dria cables  before  breaking  is,  as  will  be  seen,  hardly  more  than  the 
stretch  of  a  single  iron  wire  (part  II.,  Table  lY.) ;  the  slight  excess 
is  owing  to  a  slight  diminution  in  the  diameter  of  the  cable  due  to  the 
more  perfect  closing  of  the  wires  one  upon  another  when  the  strain  is 
applied.  Owing  to  the  perfect  iron  ring  formed  by  the  wires,  the  inner 
core  is  not  sensibly  compressed.  A  helix  may  elongate  by  untwisting 
as  well  as  by  closing  in  the  manner  described,  and  sometimes  this  de- 
fect has  been  alleged  as  the  only  serious  one.  The  total  elongation 
which  could  arise  from  this  cause  is  the  difference  of  length  between 
the  wire  as  it  lies  round  the  cable  and  when  stretched  out  straight. 
This  is  about  1|  per  cent,  in  the  Malta- Alexandria  cable  ;  but  no  sen- 
sible untwisting  ever  does  occur.  About  forty  or  fifty  turns  are,  at  most, 
taken  out  per  mile,  and  this  would  elongate  such  a  cable  about  eighteen 
incheer  per  mile,  or  about  0-03  per  cent.  When  cables  are  recovered 
from  great  depths,  no  sensible  change  in  the  lay  is  found  to  have  taken 
place.  It  cannot  be  seen  that  they  have  in  any  way  been  untwisted  or 
^1  stretched.  Specimens  of  cable  thus  recovered  were  exhibited,  and  the 
following  experiments  shown  to  enforce  the  reasoning :  First,  half  a 
ton  was  hung  on  a  light  iron  cable  of  the  usual  form,  and  it  was  seen 
that  no  stretch  occurred,  although  less  than  half  the  weight  would 
have  stretched  the  core  inside  20  per  cent.,  and  finally  have  broken  it. 
This  proved  that  the  strain  was  really  born  by  the  rigid  helical  iron 
wires  outside,  not  by  the  core  inside.  Secondly,  weights  were  hung  on 
a  single  wire,  outside  a  core  of  hemp  and  gutta-percha ;  this  stretched 
a  very  little.  Lastly,  an  experiment  was  tried  which,  to  all  appearance, 
resembled  the  first ;  but  on  the  weights  being  taken  ofi*,  the  rope  was 
bent  and  opened,  and  shown  to  consist  of  a  mere  hollow  shell  of  iron 
wires,  without  any  core  whatever  inside  for  eighteen  inches  of  its 
length.  This  proved  that  the  iron  wires  do  not  press  injuriously  on 
the  core.  In  all  these  experiments  the  rope  was  free  to  untwist,  but 
did  not  do  so  sensibly.  The  experiments  were  simple  illustrations  of 
facts  well  known  to  all  practically  acquainted  with  telegraphic  cables. 
It  may  therefore  be  assumed  that  the  common  form  of  cable  is  not 
liable  to  stretch,  but  another  defect — the  liability  to  kink — has  been 
urged  against  it.  A  kink  is  a  loop  drawn  tight,  or  a  twist  in  a  rope 
concentrated  at  one  point.  Specimens  of  kinks  were  shown.  A  kink 
may  be  produced  in  any  form  of  cable,  with  or  without  helical  cover- 
ing, inasmuch  as  a  loop  or  twist  may  be  produced  in  any  form  by  mis- 
management. A  rope  coiled  round  a  drum,  with  one  side  out,  may  be 
wound  off  and  rolled  round  another  drum,  or  paid  out  into  the  sea, 
without  receiving  any  twist,  but  if,  by  mismanagement,  the  rope  were 
palled  off  the  end  of  the  drum,  it  would  be  twisted  or  kinked.     Simi- 
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larl J,  if  coiled  in  a  tank,  with  one  side  always  tippermosty  althoogli 
apparently  without  twist,  it  would  he  twisted  or  kinked  when  pulled 
straight  out  of  the  hold.   In  practice,  these  plans  are  not  adopted ;  the 
cable  is  carried  down  into  the  tanks  from  a  drum  with  one  side  always 
turned  in  one  direction.  Let  one  side  of  a  straight  cable  be  marked 
black,  and  let  it  be  coiled  into  the  hold,  so  that  the  black  side  shall 
always  be  north ;  then  this  black  mark  will,  on  the  north  side  of  the 
tank,  be  turned  from  the  centre,  at  the  south  side  to  the  centre,  at 
the  east  and  west  side  it  will  be  uppermost  and  undermost,  respectively. 
The  rope  thus  coiled  in  will  have  one  twist  in  it  for  every  turn  round 
the  tank.  In  a  spun  rope,  this  twist  will  twist  the  rope  tighter,  or  un- 
twist it,  according  <o  the  direction  in  which  the  rope  is  coiled ;   but  in 
either  case,  when  the  rope  is  drawn  out  of  the  coil  it  comes  out  as  it 
was  put  in — straight  and  without  twist.     The  extra  turn  or  twist  is 
caused  by  coiling,  and  removed  by  uncoiling.     There  is  one  simple, 
universal,  and  sufficient  rule  to  prevent  the  occurrence  of  a  permanent 
twist.   The  cable  must  be  taken  out  of  the  tank  or  off  the  drum,  in  the 
same  manner  as  it  is  put  in  or  on ;  the  opposite  course  will  always 
put  a  permanent  twist  into*a  cable,  and  this  twist,  concentrated  at  one 
point,  produces  a  kink.   These  points  were  illustrated  by  elementary 
experiments  with  a  piece  of  india  rubber  tubing  to  represent  a  cable. 
One  side  of  the  tube  was  painted  so  that  a  twist  could  readily  be  seen. 
When  a  cable  is  properly  coiled  in  the  tank,  it  is  possible,  by  a  severe 
jerk,  so  to  mismanage  the  uncoiling  as  not  to  take  out  the  twist  regu- 
larly, and  kinks  have  thus  been  caused  by  several  turns  being  caught 
up  at  once  out  of  the  hold.   This  now  very  seldom  happens.   Not  one 
kink  occurred  during  the  paying  out  of  the  Malta-Alexandria  and 
Persian  Gulf  cables,  or  during  the  late  Atlantic  expedition,  in  all 
about  8500  knots.    Even  when  a  kink  does  occur,  it  seldom  injures 
the  cable.     A  specimen  was  shown,  cut  from  the  Dover  and  Calais 
0  ible,  containing  six  insulated  wires,  through  which,  kinked  as  they 
were,  messages  had  for  years  been  transmitted  between  England  and 
France.   The  common  form  of  cables  affords  a  good  mechanical  pro- 
tection against  injury. 

8.  Iron  and  Steel  Wire. — The  tensile  strength  of  a  cable  is  the  sum 
of  the  strength  of  the  wires  composing  it.  A  cable  covered  with  good 
iron  should  bear  a  strain  equal  to  two  tons  per  pound  of  iron  wire  per 
fathom.  Thup,  a  cable  with  8750  fts.  of  iron  per  knot,  or  8*75  fcs. 
per  fathom  in  the  sheathing,  should  bear  7^  tons.  This  rule  corres- 
ponds to  a  strength  of  about  41  tons  per  square  inch.  The  larger 
gauges  and  inferior  qualities  of  iron  cannot  be  expected  to  bear  so  high 
a  strain  as  this.  Best  best  is  the  quality  most  usually  specified,  but 
charcoal  wire  seems  to  be  more  permanent  than  the  inferior  brands. 
The  wire  should  in  no  case  be  hard  or  brittle.  Bright  wire  is  generally 
used  for  the  smaller  gauges,  and  black  wire  for  the  larger  gauges,  un- 
less the  wire  be  galvanized.  Table  Y.  gives  the  relative  weights  ptf 
knot  of  the  different  gauges,  according  to  Messrs.  Johnson,  of  Man- 
chester. The  weight  of  a  wire  per  knot  in  pounds  is  nearly  equal  to  the 
square  of  the  diameter  in  inches,  multiplieid  by  16,100,  or  say  lOylOOci*. 
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The  -vrires  are  joined  by  welding  and  the  cables  by  splicing.  These 
operations  require  no  special  description.  Welds  should  not  be  allowed 
la  two  wires  of  a  cable  at  the  same  point,  or  near  the  S9>me  point* 

Table  V. — Showing  weights  of  iron  wire  of  different  gctugea, 

B.  W.  G.  IbB.  per  knot. 

0)        206668 

0       1716-48 

1        1898-92 

2        1212-20 

8        1048  82 

4  872  80 

5  748  80 

6  62208 

7  629  92 

8  449-28 

9  8G8-64 

10  8l)6-82 

11  241-99 

12  184-82 

18  144  00 

14        ;. 1()9  44 

15  86  40 

16  66-66 

17  60  68 

18 89  16 

4.  Sheathing  Maehinee, — These  apply  the  wire  with  a  constant 
tension  and  so  as  not  to  twist  it,  keeping  one  side  always  uppermost^ 
so  that  if  it  faces  the  core  below  the  cable  it  will  be  turned  away  from 
the  core  at  the  top.  To  do  this  each  bobbin  holding  the  wire  moves 
parallel  to  itself.  The  effect  of  this  arrangement  was  experimentally 
shown  with  the  india  rubber  tube  to  represent  a  wire.  The  effect  of 
the  other  arrangement,  in  which  the  bobbin  mores  round  the  cable 
fast  on  a  disc,  as  the  arm  of  a  wheel  moves  round  the  nave,  or  as  the 
moon  round  the  earth,  was  also  shown.  This  arrangement  twists  the 
wire.  Cables  made  with  twisted  wire  are  weaker  and  less  manageable 
than  those  made  with  untwisted  wire. 

5-  JPermanency  of  Cables. — The  wires  of  cables  may  rust  or  be 
chafed  through  on  rocks,  or  be  eaten  through  by  some  chemical  action 
other  than  simple  rusting,  or  they  may  be  broken  by  anchors.  Any 
motion  in  the  water  round  a  cable  much  accelerates  the  rusting  away, 
and  chafing  depends  wholly  on  this  cause.  In  some  bottoms,  even  in 
still  water  or  great  depths,  decay  does  occur  very  rapidly,  and  this 
must  be  due  to  some  other  cause  than  simple  rusting.  Large  wires  are 
the  natural  protection  to  injury  from  the  causes  enumerated.  Oalvan* 
islng  also  protects  the  wires  from  simple  rust.  In  some  situations  the 
simple  unprotected  wires  remain  wonderfully  unaltered,  but  protection 
where  possible  should  always  be  given.  Bright  and  Clark's  silicated 
bituminous  compound  applied  over  the  wires  affords  the  best  protection 
yet  known.  The  Persian  Gulf  cable  is  coated  with  it  from  end  to  end. 
!fo  ensure  permanency,  cables  in  shallow  seas  were  now  laid  weighing 
as  much  as  ten  tons  per  mile,  with  shore  ends  weighing  nearly  twenty 
tons  to  resist  anchord  {vide  England-Holland  cable,  Appendix}.  Mafiy 
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heavy  shore  ends  were  covered  with  strands  of  wire  instead  of  siroplc 
wires.  Mr.  Siemens  proposed  to  apply  a  covering  of  hemp  outside  the 
iron  wires  and  to  wrap  this  round  with  a  zinc  armor. 

(To  be  continaed.) 


7or  the  Jonmal  of  the  rrenklln  Inetitnte. 

Pile  Driving.  By  Chas.  H.  Haswbll,  Civil  and  Marine  Eng.,  N.T. 

The  effect  of  the  blow  of  a  ram,  or  monkey,  of  a  pile-driver,  is  as 
the  square  of  its  velocity,  but  the  impact  is  not  to  be  estimated  directly 
by  this  rule,  as  the  degree  and  extent  of  the  yielding  of  the  pile  ma- 
terially affects  it.  The  rule,  therefore,  is  of  value  in  application  only 
as  a  means  of  comparison. 

By  my  experiments  in  1852,  to  determine  the  dynamical  effectof  a 
falling  body,  it  appeared  that  whilst  the  effect  was  directly  as  the  ve- 
locity, it  was  far  greater  than  that  usually  estimated  by  the  formola 
l/T^^,  which,  for  a  weight  of  1  lb.  falling  2  feet,  would  be  11*34, 
giving  a  momentum  of  11*34  ft.  lbs.,  whereas  by  the  effect  shown  by 
the  following  record  of  actual  observation,  it  would  be  vw  4-426  = 
60  lbs. 

RemdU  of  experimenU  made  to  determine  the  dynamical  effect  of  bodiee  falling 

freely^  1862. 


Weight  of  falliDg 

Space  fallen 

Velocity  acquired 

at  end  of  fall,  per 

second. 

EflTect  as  indicated 

body,  avoirdupoU. 

through. 

by  instrument. 

lbs. 

feet. 

feet. 

lbs. 

•6 

•6 

6-67 

126 

•5 

1- 

8-02 

17-76 

•5 

2- 

1184 

25- 

•6 

8- 

18  89 

81- 

•6 

4- 

1604 

86- 

•6 

6- 

17-98 

40- 

1- 

•6 

6-67 

25- 

1- 

1- 

8-02 

85-6 

1- 

2- 

11*84 

60- 

1-6 

•6 

6-67 

87- 

1-5 

1- 

8-U2 

68- 

2- 

•6 

6-67 

60- 

2- 

1- 

802 

71-5 

Piles  are  distinguished  according  to  their  position  and  purpose; 
thus,  gauge  piles  are  driven  to  define  the  limit  of  the  ground  to  be 
enclosed,  or  as  guides  to  the  permanent  piling. 

Sheet  or  close  piles  are  driven  between  the  gauge  piles  to  form  a 
continuous  enclosure  of  the  work. 

The  weight  which  is  required  of  each  pile  to  sustain  should  be  com- 
puted as  if  it  stood  unsupported  by  any  surrounding  earth. 

When  the  length  of  an  oak  pile  does  not  exceed  sixteen  thnes  its 
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diameter,  it  may  be  loaded  permanently  with  a  weight  of  450  lbs.  per 
square  inch  of  its  sectional  area. 

A  heavy  ram  ar^d  a  low  fall  is  the  most  effective  condition  of  opera* 
tion  of  a  pile  driver,  provided  the  height  is  such  that  the  force  of  the 
'  blow  will  not  be  expended  in  merely  overcoming  the  inertia  of  the 
pile,  and,  at  the  same  time,  not  from  such  a  height  as  to  generate  a 
velocity  which  will  be  expended  in  crushing  the  fibres  of  the  head 
of  the  pile. 

The  refusal  of  a  pile  intended  to  support  a  weight  of  13|  tons  can 
be  safely  taken  at  ten  blows  of  a  ram  of  1350  lbs.,  falling  12  feet,  and 
depressing  the  pile  four-fifths  of  an  inch  at  each  stroke. 

Pneumatic  Piles. — A  hollow  pile  of  cast  iron,  2J  feet  in  diameter, 
was  depressed  into  the  Goodwin  sapds  33  feet  7  inches  in  5|  hours. 

NasmytKs  Steam  Pile  Hammer  \iK^  driven  a  pile  14  inches  square, 
and  18  feet  in  length,  15  feet  into  a  coarse  ground,  imbedded  in  a 
strong  clay,  in  17  seconds,  with  20  blows  of  the  hammer^  or  monkey, 
making  70  strokes  per  minute. 

By  the  extended  observations  of  Brevet  Major  John  Sanders,  U.S. 
Engineers,  he  deduced  the  following  rule  whereby  to  estimate  the 
weight  that  can  be  safely  borne  upon  a  pile :  *^  As  many  times  the 
weight  of  the  ram,  as  the  distance  which  the  pile  is  sunk,  the  last  blow 
is  contained  in  the  distance  which  the  ram  falls  in  making  the  blow, 
divided  by  8,"  which,  when  reduced  to  a  formula,  becomes 


8 = 


w, 


R  representing  the  weight  of  the  ram  in  pounds^  h  the  height  of  the 
fall,  and  d  the  distance  the  pile  is  depressed  by  the  blow^  both  in  feet 

Here,  then,  is  obtained  a  formula  whereby  to  compute  the  limit  of 
operation  of  a  driver,  which  is  essentially  ^11  that  is  required. 

lUwstration. — A  ram,  weighing  3500  lbs.,  falling  8|  feet,  depressed 
a  pile  4*2  ins.     Then, 

the  weight  which  the  pile  would  bear  with  safety. 

By  the  ordinary  formula  i/v'Zg  w,  15  X  3500  =  52,750  lbs.,  the 
computed  force;  hence,  assuming  the  rule  of  Major  Sanders  as  a  guide, 

- . --  =  '0814,  which  may  be  4;aken  as  the  co-efl5cient  whereby  to  re- 
duce the  momentum  of  a  ram  to  the.  weight  the  pile  can  bear  with 
safety. 

Messrs.  M.  Scott  and  J.  Robertson  submitted  to  the  Institution  of 
Mechanical  Engineers,  London,  1857,  a  paper  on  the  *'  Theory  of 
Pile  Driving,"  of  which  the  following  are  the  essential  points,  when 
briefly  given,  viz : 

The  object  of  the  investigation  of  pile  driving  is  not  to  determine 
to  a  fraction  of  an  inch  the  distance  a  pile  may  be  driven,  and  espe- 
cially 60,  as  the  resistance  offered  by  the  earth,  which  is  the  most  im« 
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portant  element,  cannot  be  correctly  ascertained,  but  tbe  object  is  to 
elicit  the  simple  and  general  truths  upon  which  the  system  depends. 
Dr.  Whewell  deduced — 

1.  A  slight  increase  in  the  hardness  of  the  pile,  or  in  the  weight  of 
the  ram,  will  considerably  increase  the  distance  the  pile  may  be  driven. 

2.  The  resistance  being  great,  the  lighter  the  pile  the  faster  itmaj 
be  driven. 

8.  The  distance  driven  varies  as  tbe  cube  of  the  weight  of  the  ram. 

Although  these  deductions  cannot  be  depended  upon  as  exact  under 
all  circumstances,  they  give  a  tolerably  correct  indication,  and  are  in 
accordance  with  those  which  may  be  arrived  at  by  general  reasoning. 
The  complication  in  the  original  expressions  arises  from  taking  into 
consideration  in  the  general  question  the  weight  and  inertia  of  the 
pile.  The  weight  of  the  pile  bears  so  small  proportion  to  the  resist- 
ance of  the  earth,  that  it  may  be  neglected ;  for  a  pile  25  feet  in  length 
and  1  foot  square  weighs  about  one-half  a  ton,  and  if  the  fall  of  a  ram 
weighing  one  ton  is  10  feet,  and  the  distance  driven  by  the  blow  is  2 
inches,  then  the  resistance  of  the  earth  will  be  to  the  weight  of  the 
ram  as  120  inches  to  2  inches;  that  is,  it  will  be  60  tons,  of  which  one- 
half  a  ton  is  the  j^^y  part,  and  may,  therefore,  be  neglected. 

To  Compute  the  Space  through  which  a  Pile  ii  Driven. 
—  =  «,  0  representing  the  resistance  of  the  earth.     Hence,  by  in- 
version, 

To  Compute  the  Co-efficient  of  the  Bemtanee  of  the  Earth. 

Weisbach  gives  the*  following  formula :  The  resistance  of  the  bed  of 
earth  being  constant,  tbe  mechanical  effect  expended  in  the  penetra- 
tion of  the  pile  will  be — 

; =  W. 

Taking  the  elements  of  the  preceding  case,  with  the  addition  of  the 
weight  of  the  pile  at  1500  lbs.,  the  result  would  be — 

8600«X8.5  _42,875  000^2^^5Q^,j^^^ 


1500  +  8600  X  (4-2  ->  12)  1750 

The  range  for  security  is  given  from  ^'^  to  ^Ijf.  Assuming,  then, 
the  rule  of  Major  Sanders  as  correct,  the  deduction  from  this  rule 
would  be  y^f .  ^ 


Potez,  aini^  and  ThihauCe  Boiler  Feed. 

From  th«  Pnctiad  Mechanics'  JoaroAl,  Maj,  1866. 

This  apparatus  is  a  combination  of  the  two  inventions,  one  called 
the  stokers*  aid,  {aide-chauffeur j)  and  the  other  the  self-acting  clearing 
cock,  (j^rgeur  automate.)  The  former  is  the  invention  of  M.  Potes^ 
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aini,  and  the  latter  of  M.  Thibaut*,  of  84  Rue  da  BendeEVOus,  Paris* 
The  contriyance  is  calculated  to  insure  in  the  best  manner  a  self-acting 
and  regular  supply  of  water  to  steam  boilers,  and,  as  a  matter  of  con- 
sequence, will  diminish  the  risk  of  explosion  and  the  too  frequent  dis- 
astrous consequences. 

The  piece  No.  2  on  the  illustration,  the  stokers'  aid,  is  simply  a  tube 
placed  laterally  in  communication  with  the  tube  No.  1  of  the  force- 
pump,  above  the  clack-valve.  The  tube  of  the  stokers'  aid  has  its  ex- 
tremity raised  to  a  vertical 
position,  and  is  terminated 
by  a  brass  mounting  on 
which  rests  a  sort  of  valve 
with  an  india  rubber  seat. 
When  this  valve  is  closed 
no  effect  is  produced,  and 
the  pump  works  as  usual ; 
but  when  once  the  valve 
is,  on  the  contrary,  raised 
above  the  seat,  the  pump 
ceases  to  inject  and  draws 
nothing  but  air.  To  pro- 
duce the  alterations  of  clos- 
ing and  opening  according 
to  the  required  supply  of 
water  in  the  boiler,  it  is 
only  necessary  to  connect 
by  a  vertical  rod  and  a 
series  of  cranks  and  wires, 
or  some  like  contrivance, 
the  valve  with  a  float  in 
good  order,  so  that  every 
time  that  the  water  in  the 
boiler  will  rise  above  the 
normal  level  the  pump  will  cease  to  inject  If  the  pump  could  com- 
mence acting  as  soon  as  the  water  in  the  boiler  had  fallen  below  a  cer- 
tain level,  the  problem  would  be  completely  solved.  This  is  managed 
by  aid  of  the  blow-off,  (purgeur^)  No.  8,  consisting  of  a  cock  of  small 
aection,  furnished  by  a  spring-valve,  which  allows  to  escape  at  each 
Btroke  of  the  pump  a  portion  of  the  air  and  water  introduced  through 
the  clack-valve.  Thus,  an  undue  or  accidental  pressure  is  prevented 
from  being  exerted  in  the  body  of  the  pump  after  the  shutting  of  the 
injection-valve.  This  condition  being  of  the  utmost  importance,  espe- 
cially when  the  boiler  is  fed  with  water  at  high  temperatures,  this 
absence  of  pressure  is  all  that  is  necessary  to  insure  the  self-action  of 
the  pump.  In  fact,  the  cock  No.  8  allows  the  pump  to  act  freely  every 
time  that,  by  the  closing  of  the  orifice  of  the  stokers'  aid  or  piece  No. 
2,  the  feed  must  again  be  renewed. 

^^  We  have  submitted,"  adds  M.  Tresca  in  his  report,  ^^  this  double 
apparatus  to  very  severe  tests,  since,  after  having  assured  ourselves  that 
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it  wonld  work  with  cold  water,  we  supplied  the  cistern  of  the  pump 
with  water  from  98®  to  100°  centigrade,  (boiling  point,)  without  any 
irregularity  happening  in  the  feed.  The  working  of  the  apparatus  has 
been  closely  superintended  for  two  months,  and  the  accuracy  with  which 
it  has  constantly  maintained  the  level  of  the  water  in  the  boiler  to  withm 
2  centimetres  (four-fifths  of  an  inch)  of  variation,  enables  us  to  give 
the  best  testimony  as  to  its  efficacy.  Its  employment  is  sure  to  be 
advantageous,  at  the  same  time  diminishing  the  labor  of  the  stoker. 
The  only  condition  being  that  the  boiler  float  be  kept  in  proper  working 
order." 


Tor  tlM  Jonnial  oTthtt  Tnnklin  lattftnte. 

The  Practical  Advantages  of  Superheating  Steam. 
By  H.  W.  BULKLBY,  New  York. 

"  Superheated  "  steam,  or  steam  which  has  received  an  increase  of 
temperature  without  increase  of  weight,  by  the  direct  application  of 
heat,  has  enemies  who  stoutly  maintain  that  no  benefit  can  be  derived 
from  the  superheating,  as  the  steam  has  its  maximum  efficiency  as  soon 
as  generated. 

The  fallacy  of  such  statements  are  evident  on  reflection,  and  plainly 
show  that  those  advancing  and  upholding  them  have  neither  practical 
acquaintance  with  the  subject,  nor  have  given  it  serious  thought.  It 
is  clear  that,  as  the  greater  part  of  the  steam  generated  in  boilers  is 
obliged  to  pass  through  the  water  above  it,  on  its  way  to  the  stean- 
pipe,  it  must  unavoidably  carry  with  it  much  water  in  the  form  of 
spray,  mechanically'comhiuedj  and  held  in  suspension.  When  boilers 
^^foartij"  this  operation  is  greatly  increased  hj  unnatural  causes,  the 
delivery  of  spray  booming  so  great  as  to  seriously  inconvenience  the 
engine,  and  endanger  tie  safety,  as  well  as  that  of  the  boiler.  And  in 
boilers  properly  constructed  and  carefully  operated,  which  may  be 
supposed  to  work  dry  steam,  m}Ach  more  water  than  is  generally  con- 
ceived, is  constantly  carried  over  with  the  steam,  and  this  defect  can- 
not be  entirely  remedied,  even  by  the  most  judicious  arrangement  of 
"dry-pipes,"  steam-drums,  &c.  What  then  becomes  of  this  water 
mixed  with  the  steam^  and  which  has  been  heated  at  the  expense  of 
the  fuel  ?  It  is  evident  that  it  is  useless  for  powery  and,  as  it  has  no 
latent  heat,  is  very  unavailable  for  heating  or  drying  purposes.  It 
cannot  act  otherwise  than  as  a  "  clog,"  causing  more  friction  in  the  steam 
by  its  presence,  inconveniencing  the  operation  of  the  engine,  and  tend- 
ing to  condense  the  steam  with  which  it  is  associated.  Now,  by  super- 
heating this  wet,  saturated  steam,  it  is  converted  into  an  elastic  vapor 
by  the  complete  and  instantaneous  vaporization  of  its  surplus  moist- 
ure, while  its  temperature  is  raised  sufficient  to  preserve  it  from  pre- 
mature condensation  in  passing  to  the  cylinder,  or  to  the  heating  or 
drying  coils. 

The  volume  and  elasticity  of  the  steam  is  thus  increased  to  a  won* 
derful  extent  by  a  very  moderats  degree  of  superheating,  and  its  sub- 
sequent operation  in  the  cylinder  is  highly  satisfactory. 


Digiti 


zed  by  Google 


The  Practical  Advantage$  of  Superheating  Steam.         285 

But  another  advantage  in  the  ajstem  should  not  be  OTerlooked,  and 
that  is,  the  expansion  of  the  steam  ae  a  gae^  by  the  heat  imparted  to 
it  after  its  surplus  moisture  has  been  eraporated.  Although,  as  is  evi- 
dent, the  greatest  gain  must  ensue  from  the  addition  of  the  firet  few 
degrees  (say  50)  of  heat,  when  the  expansion  of  the  steam  from  its 
previous  saturated  condition  is  very  great,  yet  the  highest  authorities 
agree,  that  after  it  is  thoroughly  dried,  the  steam  follows  the  laws  of 
gases,  and  its  volume  may  be  doubled  by  the  addition  of  480  degrees 
of  heat. 

It  is  a  fact  proved  by  most  accurate  experiments,  that  the  higher 
the  degree  of  superheating,  the  greater  is  the  economy,  and  if  steam 
could  be  used  at  a  temperature  of  1000  degrees,  its  efficiency  would 
be  very  largely  increased. 

Inasmuch  as  it  is  not  practicable  or  convenient  with  engines,  as  at 
present  constructed,  to  use  steam  at  such  extreme  temperatures,  we 
are  unable  to  realize  the  greatest  economy  of  superheating,  bat  if  ordi- 
nary  steam  of  50  lbs.  pressure,  at  a  temperature  of  801  degrees,  be 
superheated  to  400,  the  addition  of  this  99  degrees  of  heat  will  aug- 
ment its  volume  (or  pressure)  more  than  20  per  cent.,  and  will  not 
render  it  at  all  injurious  to  the  lubrication  or  packing. 

Where  this  superheating  is  effected  by  the  waste  products  of  com-^ 
bastion,  the  increase  referred  to  is  all  clear  gain,  but  when  acquired, 
as  is  frequently  done  for  convenience,  at  the  expense  of  the  fuel,  a 
simple  calculation  (omitted  here  for  want  of  space)  shows  that  even 
then  the  economy  from  the  expansion  as  a  gas  is  from  10  to  15  per 
cent.,  independent  from  that  realized  in  the  vaporization  of  its  surplus 
moisture,  (as  explained,)  and  which  is  as  much  more. 

Saturated  steam  cannot  part  with  any  of  its  heat  without  becoming 
condensed,  and  this  loss  by  premature  condensation  is  often  a  very 
large  per  centage  of  the  total  amount  of  steam  used.  In  every  unit  of 
the  steam  thus  condensed  there  are  lost  1000  units  of  heat,  which  have 
been  supplied  by  the  fuel,  but  have  not  been  utilized.  Superheated 
steam  under  the  same  circumstances  might  lose  all  of  its  surplus  heat, 
but  would  still  exist  as  steam. 

In  England,  where  the  practical  advantages  of  superheated  steam 
are  more  thoroughly  understood,  and  gener^ly  acknowledged,  its  em- 
ployment is  common,  and  is  attended  with  most  satisfactory  and  eco- 
nomical results.  The  steamers  of  the  *^  Peninsular  and  Oriental  Steam 
Navigation  Company,"  have  used  saperheated  steam  for  many  years, 
and  its  Directors  certify  that  it  has  saved  them  many  thousands  of 
tons  of  coal. 

In  this  country  the  steamers  of  the  *^Bay  Line,"  running  between 
Baltimore  and  Fortress  Monroe,  employed  superheated  steam,  with  an 
economy  of  80  per  cent,  in  their  fuel.  The  steam,  which  was  super- 
heated by  means  of  an  arrangement  of  tubes  in  the  uptake,  was  main- 
tained at  a  temperature  of  400  degrees  in  the  cylinder,  yet  a  subse- 
quent inspection  of  its  interior  surface,  after  using  this  steam  for  seve- 
ral months^  showed  it  to  be  as  smooth  and  polished  as  a  mirror. 

The  writer's  experience  in  the  practical  application  of  superheated 
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steam  with  stationary  boilers  has  shown  that  where  the  steam  was 
superheated,  by  thefuely  about  100  degrees  above  the  temperature  due 
to  its  pressure,  (gi^ii^g  &  temperature  of  400  degrees  in  the  cylinder,) 
the  saving  in  feed-water,  or  steam^  was  nearly  one-third^  and  the  eco« 
nomy  in  fuel  was  one-quarter^  showing  that  from  5  to  8  per  cent,  of 
the  fuel  was  required  for  superheating  the  steam  generated  by  the 
remainder,  thereby  increasing  its  efiBcienoy  nearly  one-third.  With 
this  temperature  maintained  in  the  cylinder,  by  a  judicious  arrange- 
ment of  the  superheating  apparatus,  the  operation  of  the  engine  was 
highly  satisfactory,  no  water  being  present  to  necessitate  the  opening 
of  water-cocks,  or  bring  undue  strains  upon  the  cylinder-heads  or  con- 
nexions. It  is  hardly  necessary  to  add  that  no  appreciable  action 
could  be  observed  upon  the  lubricants,  packing,  or  working  surfaces 
of  the  engine. 

The  full  economy  due  to  the  use  of  steam  expansively  cannot  be 
realized  when  it  is  employed  in  the  saturated  condition,  owing  to  its 
partial  condensation  during  expansion.  As  heat  and  power  are  cor* 
relative  terms,  steam  cannot  perform  work  without  the  elimination  of 
a  portion  of  its  heat,  besides  that  lost  by  radiation.  This  heat,  cor* 
responding  to  the  work  done,  may  be  taken  from  superheated  steam 
without  destroying  its  efficiency ;  for  it  will  still  remain  in  the  cylin- 
der, pure  and  dry,  to  the  end  of  the  stroke.  It  can  be  confidently  as- 
serted that  no  steam  engine  is  entitled  to  that  name,  if  it  employs  a 
mixture  of  water  and  vapor,  instead  of  the  genuine  article. 

The  objections  sometimes  advanced  on  the  score  of  '^  want  of  dura- 
bility "  in  superheating  apparatuses,  may  be  entirely  removed  by 
the  exercise  of  a  proper  care  in  their  construction  and  application, 
and  by  the  allowance  of  a  liberal  amount  of  heating  surface,  so  that  it 
is  not  necessary  to  subject  the  superheaters  to  an  undue  degree  of  beat, 
which  would  naturally  tend  to  their  destruction.  These  particulars 
faithfully  complied  with,  it  will  be  found  that  no  tangible  objections 
can  be  opposed  to  the  employment  of  moderately  superheated  steam, 
and  when  such  economical  results  obtain  from  its  use,  it  seems  unac- 
countable that  it  is  not  more  generally  appreciated,  and  that  the  mana- 
facturing  public  still  adhere  to  the  old  saturated  article,  wasting  by  it 
both  their  time  and  money. 

The  practical  advantages  attending  the  use  of  superheated  steam, 
either  when  used  as  power^  or  for  heating  and  drying  purposes,  are 
immense,  and  it  is  to  be  hoped  that,  with  the  increased  diffusion  of 
knowledge,  the  old  fogy  prejudices  against  it  may  be  removed,  while 
its  true  merits  are  openly  and  universally  acknowledged. 
Ko.  67  Broadway,  N.  Y.,  August  29,  1866. 
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7or  tb«  Journal  of  the  Jnukliii  Inititute. 

Anchor-ice.    By  James  B.  Francis,  C.  E. 
Articles  have  appeared  in  the  May  and  August  numbers  of  this 
Journal  relating  to  the  obstruction  of  the  strainer  of  the  inlet-pipe 
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of  the  Detroit  Water-works  by  ice  in  25  feet  depth  of  water.  As  sug- 
gested by  Professor  Henry,  this  is  undoubtedly  an  example  of  ground 
or  anchor-ice.  Perhaps  a  brief  account  of  some  of  the  circumstances 
attending  this  curious  phenomenon,  in  another  place,  may  aid  in  elu- 
cidating the  Detroit  example. 

The  manufacturing  establishments  at  Lowell  are  driven  by  water- 

Kwer  derived  from  a  fall  of  about  84  feet  at  Pawtucket  Falls  in  the 
errimack  River.  The  dam  at  the  head  of  the  falls  sets  back  the  water 
about  eighteen  miles  to  the  foot  of  the  next  fall  above.  Usually,  be- 
fore the  middle  of  December,  the  entire  reach  of  eighteen  miles  is 
frozen  over.  In  ordinary  stages  of  the  river,  nearly  its  whole  flow  is 
diverted  into  the  canals  by  the  dam,  and  is  used  by  the  manufacturing 
establishments.  The  current  in  most  of  these  canals  is  too  rapid  to 
allow  them  to  be  frozen  over.  At  times,  the  operation  of  the  mills  is 
seriously  interrupted  by  anchor-ice,  the  formation  of  which  is  evidently 
connected  with  the  open  water,  as  at  the  mills  which  are  supplied  with 
water  from  the  river  through  canals  which  are  frozen  over,  there  is 
no  anchor-ice,  while  at  others,  supplied  from  the  same  source,  through 
canals  not  frozen  over,  great  trouble  is  experienced.  In  fact,  it  is 
uniformly  observed  that  anchor-ice  is  found  only  alt  or  below  open' 
water.  The  water  is  usually  kept  flowing  through  the  canals  during 
the  night,  when  the  mills  are  not  in  operation,  passing  over  dams  or 
weirs  constructed  for  the  purpose.  During  some  part  of  most  winter 
nights  anchor-ice  forms,  and,  in  severe  weather,  men  are  employed 
through  the  night,  in  cutting  it  away  from  the  tops  of  the  dams,  in 
order  to  prevent  overflows. 

Anchor-ice  is  an  aggregation  of  small  crystals  or  needles  of  ice, 
forming  in  the  water  a  spongy  mass,  easily  penetrated  with  any  hard 
substance.  It  is  frequently  found  adhering  in  large  quantities  to  the 
bottom  and  sides  of  the  water-courses,  both  open  and  covered.  In 
clear  weather,  as  the  sun  approaches  the  meridian,  masses  of  anchor- 
ice  often  rise  from  the  bottom  of  the  open  channels  and  float  off",  some- 
times with  earth  and  small  stones  adhering.  It  is  produced  in  the 
greatest  abundance  in  cold,  clear,  windy  nights.  It  unquestionably 
originates  at  the  surface  of  the  water,  the  necessary  conditions  being, 
that  the  water  should  be  at  the  freezing  temperature,  the  air  below 
that  point  and  the  surface  of  the  water  agitated,  either  by  a  current 
or  by  the  wind.  In  its  first  stage,  the  ice  is  in  small  detached  needles 
or  crystals ;  if  there  is  little  or  no  current,  this  ice  accumulates  at  the 
surface  and  finally  consolidates  into  a  sheet ;  if  the  current  is  too  strong 
to  permit  this,  portions  of  it  accumulate  in  spongy  masses,  and  float 
along  at  or  below  the  surface,  their  specific  gravity  differing  but  little 
from  that  of  the  water.  In  a  current  of  water  there  is  a  constant  inter- 
mixture of  the  water  at  difl^erent  depths,  producing  a  uniform  tempe- 
rature at  all  depths,  and  tending  to  distribute  uniformly  foreign  mat- 
ters held  in  suspension.  This  takes  place  even  in  the  most  uniform 
and  regular  channels.  Natural  water-courses  are  almost  always 
irregular  in  form;  the  more  irregular  the  more  rapid  will  be  the  inter- 
mixture. 
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The  anchor-ice  being  formed  in  small  crystals  at  the  surface,  by 
means  of  this  intermixture,  much  of  that  which  does  not  aggregate  in 
masses,  is  carried  down  from  the  surface,  and  is  distributed  through- 
out the  whole  depth  of  the  stream,  much  in  the  same  manner  as 
earthy  matters  are  carried  along  in  suspension  by  currents.  These 
crystals  have  a  strong  tendency  to  adhere  to  each  other  or  to  any 
other  8r)lid  bodies  they  may  come  in  contact  with.  The  adherence  caa 
only  take  place  by  freezing,  that  is,  by  a  new  formation  of  ice,  and 
here  lies  the  mystery  of  anchor-ice.  How  can  water  become  ice  with- 
out a  loss  of  heat  ? 

Anchor-ice  is  observed  to  adhere  to  surfaces  of  stone  or  wood,  over 
which  the  water  is  running  with  considerable  velocity,  in  some  cases 
exceeding  20  feet  per  second,  growing  up  under  this  rapid  current  at 
the  rate  of  an  inch  or  more  per  hour.  It  is  clearly  not  dependent  upon 
radiation  in  the  manner  Dr.  Wells  has  shown  dew  to  be  formed,  for 
we  find  the  piers  of  bridges  and  the  interior  surfaces  of  subterranean 
water-coursep,  where  there  can  be  no  loss  of  heat  by  terrestrial  radia- 
tion, covered  with  anchor-ice. 

•Faraday  has  shown,  ( Glaciers  of  the  Alps,  by  J.  Tyndall,  page  351,) 
"  that  when  two  pieces  of  ice,  with  moistened  surfaces,  were  placed  in 
contact,  they  became  cemented  together  by  the  freezing  of  the  film  of 
water  between  them,  while,  when  the  ice  was  below  82°  Fahr.,  and 
therefore  dry,  no  effect  of  the  kind  could  be  produced.  The  freeamg 
was  also  found  to  take  place  under  water ;  and,  indeed,  it  occurs  even 
when  the  water  in  which  the  ice  is  plunged  is  as  hot  as  the  hand  can 
bear."  It  has  been  suggested  that  the  union  in  these  experiments  is 
accomplished  by  a  process  analogous  to  the  welding  of  metals.  It 
might  account  for  the  adherence  of  the  crystals  of  anchor-ice  to  each 
otfcer,  but  not  to  other  substances. 

The  following  explanation  of  the  process  has  been  suggested.  The 
formation  of  ice  is  a  kind  of  crystallization,  requiring  time  for  its 
development.  Anchor-ice  commences  to  form  at  the  surface  of  water, 
agitated  either  by  a  current  or  by  the  wind.  The  water  being  at  the 
temperature  of  32°  Fahr.,  and  the  air  at  a  lower  temperature,  heat 
passes  from  the  water  to  the  air,  equivalent  to  the  formation  of  a  cer- 
tain amount  of  ice ;  th#  water  being  agitated  and  the  ice  in  minute 
crystals,  the  latter  become  mixed  with  the  water  before  all  the  ice  due 
to  the  loss  of  heat  is  formed ;  and,  although  the  crystals  are  removed 
from  further  loss  of  heat,  they  will  continue  to  enlarge,  until  an  equi- 
librium is  attained.  The  amount  of  ice  formed  after  the  crystals  leave 
the  surface  may  be  very  small,  but  still  be  sufficient  to  cause  them  to 
adhere,  when,  by  means  of  the  current,  they  are  brought  in  contact 
with  each  other,  or  with  any  other  solid  at  the  freezing  temperature. 
If  this  explanation  is  correct,  the  freezing  process  must  continue 
for  a  considerable  interval  of  time  after  the  crystals  leave  the  surface, 
as  we  have  found,  on  drawing  the  water  out  of  a  subterranean  water- 
course, the  whole  interior  surface  of  the  channel  coated  with  anchor- 
ice,  with  great  uniformity  and  symmetry,  and  several  inches  in  thick- 
ness. This  ice  must  have  formed  before  it  entered  the  subterranean 
'channel  and  subsequently  adhered. 
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Great  inconvenience  from  anchor-ice  is  occaaionally  experienced  at 
Lowell.  It  has  been  stated,  that  the  dam  there  sets  bacK  the  water 
about  eighteen  miles,  forming  a  quiet  reach  of  water  usually  frozen 
over  early  in  the  winter,  which  prevents  the  formation  of  anchor-ice 
on  its  surface.  This  ice  is  sometimes  carried  out,  in  the  depth  of  win- 
ter, by  a  freshet.  In  December,  1868,  this  happened.  On  the  13th 
and  14th  there  were  heavy  rains,  causing  a  rise  in  the  river,  which 
carried  out  the  ice  and  discolored  the  water  with  earthy  matter.  In 
the  night  between  the  15th  and  16th,  the  wind  was  high  from  the 
north-west,  anchor  ice  making  freely  with  the  thermometer  at  80®. 
At  6  A.M.,  on  the  16th,  the  wind  was  fresh  and  the  thermometer  at 
26*^,  the  anchor-ice  forming  very  freely.  The  water-wheel  for  moving 
the  sluice-gates  of  the  Northern  Canal  could  not  be  started,  on  ac- 
count of  anchor-ice  having  choked  up  the  orifice  through  which  the 
water  is  drawn.  No  anchor-ice  is  ever  found  at  this  wheel  when 
the  river  is  frozen  over.  The  unusual  amount  of  anchor-ice  at  this 
time,  forming  at  such  a  high  temperature,  was  attributed  to  the  high 
wind  and  rapid  current  in  the  river,  and  the  great  extent  of  open  water 
surface  above  the  dams  on  which  anchor-ice  could  form.  Part  of  the 
anchor-ice  thus  formed  passed  into  the  canals,  where  it  adhered  to  the 
sides  of  the  water-courses  and  orifices,  greatly  obstructing  the  flow  of 
the  water.  In  such  a  case,  the  frozen  surface  of  some  of  the  canals 
is  very  little  protection,  as  the  anchor-ice  made  in  the  river  becomes 
so  thoroughly  mixed  with  the  water  that  it  forms  part  of  .the  stream 
at  all  depths,  entering  the  canals  with  the  water  and  flowing  under  the 
surface-ice.  Strainers,  used  to  prevent  other  substances  than  water 
from  passing  into  orifices,  are  sometimes  obstructed  to  such  an  extent 
that  little  or  no  water  can  pass  through  them. 

The  circumstances  attending  the  formation  of  ice  on  the  strainer  of 
the  Detroit  Water-works  do  not  appear  to  differ  in  any  essential  par- 
ticular from  that  attending  the  formation  of  anchor-ice  at  Lowell. 
The  depth  of  25  feet,  at  which  ice  was  formed  at  Detroit,  is  greater 
than  it  is  found  at  Lowell,  where  none  of  the  canals  exceed  20  feet 
in  depth,  and  are  generally  10  feet  or  less.  If,  however,  they  were  25 
feet  deep,  we  should  expect  anchor-ice  to  gather  at  the  bottom  of  them, 
pretty  much  as  it  does  aow,  if  the  surface  remained  unfrozen. 


Gun-cotton  for  Small  Arms. 

Vrctm  the  London  Jounuil  of  the  Society  of  Arts,  July,  1866. 

Gun-cotton,  though  largely  used  for  blasting  purposes  in  this  coun- 
try, has  hitherto,  in  its  employment  as  an  explosive  material  in  guns, 
not  been  so  satisfactory  as  could  be  wished.  Important  progress  has, 
however,  been  made  in  the  practical  application  of  gun-cotton  since 
its  study  was  resumed  in  this  country  about  three  years  ago.  Very 
large  quantities  of  this  material  have  been  manufactured  at  the  works 
of  Messrs.  Prentice,  at  Stowmarket,  as  well  as  at  the  Government 
Oonpowder  Works,  at  Waltham  Abbey.   Its  application  to  mining  and 
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artillery  purposes,  and  also  to  small  arms,  has  been  and  still  is  tbe 
^abject  of  systematic  experiments  conducted  by  the  Government  Com- 
mittee on  Gan-cotton.  Its  employment  as  a  blasting  agent  is  steadily 
increasing  in  several  important  mining  districts  in  England,  and  a  con- 
siderable, though  not  uniform,  success  has  attended  the  employment 
of  gun-cotton  for  sporting  purposes. 

In  the  early  applications  of  this  material,  after  Schdnbein's  dis- 
covery of  it,  great  difficulty  arose  in  its  use,  from  the  want  of  unifor- 
mity in  its  quality  as  well  as  from  the  absence  of  controlling  power 
over  its  action  as  an  explosive  compound.  It  was  found,  as  originally 
manufactured,  that  it  was  a  very  unstable  compound,  decomposing 
readily,  and  thus  becoming  liable  to  spontaneous  ignition.  Its  troe 
chemical  composition  was  subsequently  laid  down  by  Hadow,  and  far- 
ther investigations  have  confirmed  his  views ;  and  we  have  been  en- 
abled, through  the  researches  of  General  von  Lenk,  in  Austria,  and 
the  valuable  labors  of  Mr.  Abel,  in  England,  to  get  rid  of  many  if  not 
all  the  difficulties,  and  by  an  improved  svstem  of  manufacture,  carefally 
conducted,  to  produce  an  article  which  experience  shows  to  be  uniform 
in  its  character,  and  not  liable  to  decomposition  or  spontaneous  igni- 
tion. The  most  explosive  gun-cotton  is  perfectly  insoluble  in  mixtures 
of  ether  and  alcohol,  but  by  varying  the  proportions  and  strength  of 
the  acids  employed  for  the  conversion  of  the  cotton,  products  of  a  less 
explosive  character  are  obtained,  which  are  more  or  less  soluble  in 
ether  and  alcohol,  (forming  the  well  known  photographic  vehicle,  col- 
lodion.)  It  appears  that  the  imperfections  in  the  manufacture  of  gan* 
cotton  arise  tVom  the  introduction  of  foreign  matters  in  the  cotton, 
which  can,  however,  be  almost  entirely  got  rid  of,  and,  at  all  events, 
so  small  an  amount  is  left  as  to  produce  no  practical  inconvenience. 
The  rapidity  of  its  combustion  makes  it  valuable  as  an  explosive  agent 
for  blasting,  but  this  very  property  renders  it  in  its  pure  form  useless 
as  a  propelling  agent  for  a  projectile,  where  a  regulated  rate  of  com- 
bustion is  required,  generating  an  explosive  force  which  gradually  ex- 
pels the  bullet  from  the  piece.  The  rapidity  with  which  gun-cotton 
burns  in  the  open  air  admits  of  ready  and  very  considerable  variation 
by  applying  the  simple  expedients  of  winding,  twisting,  or  plaiting 
gun-cotton  yarn  of  different  sizes ;  but  although  a  mass  of  gun-cotton 
may  be  made  to  burn  in  a  comparatively  gradual  manner  by  being 
very  tightly  wound,  a  charge  of  the  materisu  in  that  form  acts  quite 
as  destructively  when  in  the  bore  of  a  gun  as  an  equal  charge  con- 
sisting of  the  yarn  wound,  since  the  pressure  of  the  gas  established 
by  the  first  ignition  of  the  charge  renders  the  close  packing  of  the 
gun-cotton  powerless  to  resist  the  instantaneous  penetration  of  the  flame 
between  the  separate  layers  of  the  material.  This  method  of  control- 
ling, though  asserted  in  the  early  days  to  be  effectual,  has  turned  out 
to  be  inefficient.  Several  methods,  however,  have  been  tried.  The  one 
adopted  by  Messrs.  Prentice  consists  of  forming  cartridges  of  the  gun- 
cotton  diluted  (so  to  speak)  with  cotton  in  its  original  form ;  and  cart- 
ridges of  this  material  have  been  constructed  for  sporting  purposes^ 
which  give  results  that  are  stated  to  be  very  promising.    Mr.  Abel's 
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method  consists  in  controlling  the  action  of  the  mn-cotton  by  consoli- 
dating  the  material  by  pressure  into  compact  homogeneons  masses, 
and  in  confining  the  first  ignition  of  such  compressed  gan*cotton  in 
the  bore  of  the  gun  to  certain  surfaces.  Mr.  Abel  accomplishes  this 
by  reducing  the  gun-cotton  fibre  to  a  fine  state  of  division  or  pulp^  as 
in  the  process  of  paper-making,  and  converting  this  pulp  into  solid 
masses  of  any  suitable  form  and  density.  This  method  of  operating 
affords  special  faculties  for  combining  both  methods— -dilution  and 
compression — of  reducing  the  explosive  violence  of  the  gun-cotton, 
and  the  results  hitherto  attained  are  very  encouraging.  A  systematic 
course  of  experiments  is  now  in  progress,  with  the  object  of  preparing 
the  material  for  artillery  purposes.  A  third  method  has  been  adopted 
by  Mr.  Dixon,  who,  instead  of  preparing  his  explosive  material  in  the 
form  of  cotton,  or  cotton  wool,  and  then  dealing  with  the  material  by 
weaving,  twisting,  or  plaiting,  combined  with  some  diluting  agent, 
takes  the  woven  material  in  the  first  instance  and  treats  this  with  the 
combined  acids  of  the  proper  strength,  at  the  suitable  temperature* 
subsequently  washing  the  material  in  running  water  for  a  lengthened 
period,  as  in  the  most  approved  methods  of  making  gun-cotton.  Strips 
of  this  material,  which  the  inventor  terms  gun-doth,  of  suitable  width 
and  length,  are  then  loosely  rolled  with  thin  tissue  paper  between  the 
layers,  thus  accomplishing  the  dilution  necessary  for  reducing  the  ra- 
pidity and  violence  of  the  explosion,  and  rendering  the  material  suit- 
able for  the  expulsion  of  the  bullet.  This  roll  is  dropped  loosely  fitting 
into  a  cartridge,  and  is  thus  adapted  for  the  rifle  or  for  general  sport- 
ing purposes.  Mr.  Dixon,  it  is  stated,  uses  also  a  silica  solution  for 
farther  diluting  the  gun-cotton  if  required,  and  by  varying  the  breadth 
and  length  of  the  tissue  paper,  he  is  enabled  to  modify  the  rate  of  ex* 
plosion  at  dififerent  portions  of  the  cartridge,  adapting  it  in  such  a  way 
as  to  render  it  most  efiective  for  the  expulsion  of  the  ballet.  Some 
interesting  experiments  with  these  cartridges  took  place  a  few  days 
since  at  Messrs.  Bussey's  factory  in  Holborn,  with  excellent  results* 
Mr.  Dixon  states  that,  by  using  the  gun-cloth,  he  attains  a  greater  re- 
gularity and  uniformity  of  manufacture ;  and  by  his  method  of  rolling 
it,  combined  with  the  tissue  paper,  he  obtains,  by  a  simple,  easy,  and 
inexpensive  process,  a  perfect  means  of  regulating  and  adapting  the 
discharge  to  the  purpose  for  which  it  is  required.  As  compared  with 
gunpowder  the  gun-cloth  cartridge  for  equal  efiect  weighs  one-third 
that  of  the  powder.  It  may  be  dipped  and  thoroughly  soaked  in  water, 
and  after  drying  may  be  used  immediately  with  unimpaired  effects 
This  remark,  of  course,  applies  as  well  to  other  forms  of  gun-cotton. 
The  experiment  was  tried  at  Messrs.  Bussey's,  and  a  cartridge  having 
been  soaked  was  dried  and  fired  within  three  minutes. 

Looking  at  the  progress  which  has  already  been  made  in  the  mann- 
facture  and  treatment  of  this  material  in  the  hands  of  Mr.  Abel,  aided 
by  the  elaborate  series  of  experiments  conducted  and  going  on  under 
his  superintendence,  as  well  as  to  the  practical  intelligence  of  Messrs* 
Prentice,  and  Mr.  Dixon  and  others,  there  is  no  reason  to  doubt  that 
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the  application  of  gun-cotton  with  great  advantage  to  some  of  the 
more  important  parposes  for  which  gunpowder  is  used  will,  ere  long, 
be  fully  established. 


On  the  Combuetum  of  Gas  for  Economic  Purposes.  By  Dr.  Lbtheby. 

Vnnn  the  London  ChemioU  Newi,  No.  842. 
(Continued  from  page  212.) 

And  now  I  am  anxious  to  draw  your  attention  to  the  effect  of  rare- 
fying the  atmosphere,  for  it  has  been  noticed  that  the  intensity  of  a 
flame  is  much  less  at  high  altitudes  than  at  low.  .  This  was  particularly 
observed  by  Dr.  Frankland  and  Professor  Tyndall  in  the  autumn  of 
1859,  when  they  were  making  experiments  on  the  combustion  of  can- 
dles at  the  top  of  Mont  Blanc.  They  noticed  that  although  the  can- 
dles burnt  at  the  same  rate  s^s  they  did  in  the  valley  of  Ghamounix, 
yet  the  flames  were  blue,  and  large  and  feeble.  Dr.  Frankland  was 
BO  much  struck  with  the  phenomenon  that  he  afterwards  made  it  the 
subject  of  careful  investigation.  He  found,  indeed,  that  a  gas-flame, 
like  that  of  a  candle,  gave  less  and  less  light  with  the  rarefaction  of 
the  air  in  which  it  was  burning ;  and  its  results  show  that  the  loss  of 
light  is  about  5*1  per  cent,  for  every  inch  of  diminished  mercurial 
pressure,  up  to  a  rarefaction  of  14  inches.  If,  for  example,  the  light 
of  a  flame  be  equal  to  100  at  80  inches  of  the  barometer,  it  is  but  94*9 
at  29  inches,  and  89*8  at  28  inches ;  and  so  on  up  to  14  inches,  when 
it  is  only  18*4  per  cent,  of  the  original  light.  Fortunately  in  our  pho- 
tometrical  inquiries  the  loss  of  light  is  equally  great  with  the  gas  ana 
the  standard,  or  the  variations  of  atmospheric  pressure  from  day  to 
day,  or  even  from  hour  to  hour,  would  show  a  marked  difference  in  the 
value  of  light.  As  it  is,  a  variation  of  3  inches  of  the  barometer  most 
cause  a  difference  of  more  than  15  per  cent. ;  and  it  is  not  improbable 
that  this  may  have  something  to  do  with  visible  variations  in  the  light 
of  the  public  lamps.  Certain  it  is  that  the  same  gas  in  places  at  dif- 
ferent altitudes  will  have  very  different  values.  The  gas,  for  example, 
which  in  London  has  the  value  of  100,  would  be  but  91  at  Munich, 
and  only  61*5  in  Mexico.  Indeed,  the  difference  would  be  greater 
than  this,  for  not  only  is  the  light  actually  less  for  equal  consumptions, 
but  as  the  volume  of  the  gas  expands  with  the  rarefaction  and  tem- 
perature, the  real  value  of  the  same  quantity  of  gas,  as  measured  by 
the  meter  in  Mexico,  would  be  only  46*2.  Even  in  London  the  differ- 
ence in  the  value  of  the  light,  when  the  barometer  is  81  as  compared  with 
what  it  is  at  28,  is  fully  25  per  cent. ;  and  it  may  well  be  that  this 
difference  is  noticeable. 

If  the  rarefaction  of  the  gas  and  air  are  carried  to  a  very  great  ex- 
tent they  cease  to  burn.  The  flame  of  coal  gas,  as  well  as  that  of  a  can- 
dle and  of  spirit  of  wine  and  ether,  is  extinguished  at  a  rarefaction  of 
about  ith  of  the  atmosphere,  hydrogen  at  4th,  sulphur  at  |^th,and 
phosphorus  at  9^9.  On  the  contrary,  if  the  atmospheric  pressure 
is  increased,  the  luminosity  of  a  flame  is  also  increased,  and  it  would 
seem  that  up  to  considerable  pressures  the  rate  of  increase  is  in  the 
observed  proportion  of  5-1  per  cent,  for  every  inch  of  mercurial  pres- 
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sure ;  and  by  doubling  the  atmospheric  pressure  the  light  of  a  gas- 
flame  rises  from  100  to  252.  So  marked  is  this  on  the  luminosity  of 
flame,  that  it  is  not  difficult  to  make  a  spirit-lamp  glow  like  a  candle, 
or  even  to  make  it  smoke. 

And  then  there  is  another  circumstance  which  influences  the  light 
of  a  flame,  namely,  the  temperature  at  which  the  combustion  is  going 
on.  If  the  temperature  is  lowered,  the  light  is  also  proportionally 
diminished.  This  is  noticed  in  the  flame  of  a  candle  which  requires 
snufiing,  when  the  charred  wick  and  the  head  of  sooty  carbon  radiates 
the  heat  and  lowers  the  temperature  of  the  flame.  But  if  by  any  means 
the  temperature  is  increased,  an  opposite  efiiect  is  produced.  I  have 
here  a  contrivance  which  was  originally  designed  by  Mr.  Bowditch, 
and  which  has  been  somewhat  modified  by  Dr.  Frankland.  It  is  a  com- 
mon Argand  burner  and  glass,  with  another  glass  around  it,  and  it 
is  HO  arranged  that  all  the  air  which  supplies  the  burner  must  pass 
down  between  the  glasses  and  be  heated  before  it  reaches  the  flame. 
The  temperature  which  it  thus  acquires  is  from  600^  to  600^  Fahrenheit, 
and  it  paases  to  the  flame  as  a  sort  of  hot  blast.  The  result  of  it  is 
that  the  light  for  the  same  volume  of  gas  is  increased  about  67  per 
cent.,  and  for  equal  lights  it  is  found  that  there  is  a  saving  of  46  per 
cent,  of  gas. 
Illuminating  Pow&r  with  and  without  the  external  Gla$a  in  Sperm  Candles  of  120. 


Consumption  per  hour. 
Cubic  feet. 

Illuminating  power 
without  glass. 

Illuminating  power 
with  glass. 

22 
2-8 
33 
3-7 

i'3'0 
15-6 

130 
15-6 
21-7 

These  are  the  results  with  cannel  gas,  but  I  do  not  find  there  is  a 
like  increase  of  power  with  common  gas. 

Lastly,  there  are  cases  where  the  amount  of  carbon  in  the  vaporous 
matter  is  so  abundant  that  contrivances  are  needed  for  its  oxiaation. 
All  these  contrivances  are  plans  for  diminishing  the  supply  of  the  com* 
bustible  and  increasing  the  flow  of  air.  In  the  paraffin  candle  the 
urick  is  adapted  for  a  small  supply  of  the  material ;  and  in  the  benzole 
and  paraffin  lamps  there  are  caps  or  deflectors,  with  slits  for  blowing 
the  air  upon  the  sides  of  the  flame.  In  the  camphine  lamp  there  are 
additional  deflectors  in  the  form  of  a  central  button,  and  a  throttled 
chimney  for  directing  the  air  upon  the  inside  and  outside  of  the  flame ; 
and  in  the  Garcel  lamp  the  oxidation  is  increased  by  the  length  of  the 
chimney.  In  all  cases,  however,  the  points  for  consideration  are — the 
best  means  for  effecting  perfect  and  prolonged  combustion ;  and,  hav- 
ing attained  this,  we  have  to  take  care  that  the  light  is  not  destroyed 
bj  the  medium  of  transmission.  Glass  is  very  transparent,  but  yet  it 
destroys  a  notable  proportion  of  light,  and  when  the  surface  is  ground 
the  loss  of  light  is  often  considerable : 
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Loss  of  Light  by  Glass  Globes, 

Clear  elass  destroys 12  per  cent 

Slightly  ground  in  pattern 24        *< 

Half  ground 35        " 

All  ground 40        *« 

Opal  glasB 60        " 

And,  lastly,  I  have  to  refer  to  the  methods  which  are  adopted  for 
estimating  the  value  of  the  light  of  gas.    These  are  as  follows : 

1.  By  observing  the  durability  of  a  jet  of  gas  of  a  given  height 
from  an  aperture  of  a  given  size. 

2.  By  ascertaining  the  pressure  necessary  to  obtain  a  flame  of  a 
given  height  from  the  same  jet. 

8.  By  noting  the  height  of  the  jet  when  the  gas  is  burning  from  an 
aperture  of  a  given  size  and  at  a  uniform  pressure. 

4.  By  ascertaining  the  quantity  of  air  which  is  required  to  destroy 
the  light  of  a  flame  burning  at  a  given  rate. 

5.  By  comparing  the  light  with  a  standard  flame. 

The  first  method  of  testing  the  illuminating  power  of  gas  was  often 
used  by  the  late  Dr.  Fyfe,  of  Glascow,  and  when  it  was  conjoined  with 
another  test,  namely,  the  amount  of  condensation  by  chlorine,  it  was 
much  relied  on.  The  jet  which  he  used  had  a  diameter  of  the  ^^d  of 
an  inch,  and  the  flame  was  kept  at  a  uniform  height  of  4  inches.  In 
this  way  he  found  that  a  given  volume  of  gas  of  different  qualities 
burnt  out  in  different  times,  thus : 

Durability  of  a  Cubic  Foot, 

Common  Newcastle  coal  gas 60*5  minutes. 

"Wigan  cannel 67*0         ** 

Lesmahago 65*0         *< 

"Wemyss 750         " 

Boghead 81-0         " 

Secondly,  he  further  ascertained  that  the  pressure  necessary  to  make 
a  gas  burn  from  an  aperture  of  a  given  size,  and  with  a  flame  of  a 
given  height,  was  also  the  exponent  of  the  quality  of  the  gas  ;  for  the 
better  the  gas  the  less  the  pressure  at  which  it  burns,  and  the  less  also 
is  the  consumption  to  produce  a  flame  of  a  given  height.  For  example, 
with  a  jet  ^th  of  an  inch  diameter,  and  a  flame  5  inches  high,  the  fol- 
lowing were  the  rates  and  pressures  of  different  gases: 


Pressure. 

Consumption  per  hour. 
Cubic  foot. 

Specific  gravity 

Inch. 

of  gas. 

0-6 

0-67 

0-841 

0-8 

0-77 

0-720 

1-0 

0-86 

0-552 

1-2 

0-94 

0-695 

1-4 

1-02 

0-551 

1-6 

1-09 

0-515 

.    1-8 

1-15 

0-486 

20 

1-21 

0-461 

His  deductions  from  these  results  were,  that  the  specific  gravity  of 
the  gas — or,  in  other  words,  its  quality — was  inversely  as  the  square 
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roots  of  tbe  pressures,  and  that  tbe  volame  consumed  in  a  given  time 
was  as  the  square  roots  of  the  pressures.  He  relied  so  much  on  this 
test,  that  he  thought  it  capable  of  taking  the  place  of  both  the  meter 
and  photometer. 

The  third  method  of  ascertaining  tbe  value  of  gas  is  by  observing 
tbe  height  of  a  flame  at  a  given  pressure  from  a  jet  with  an  aperture 
of  a  given  size.  This  method  has  been  adopted  by  Mr.  Lowe,  and  it 
goes  by  the  name  of  Lowe's  jet.  It  is,  as  you  perceive,  a  modification 
of  the  preceding,  for  a  poor  gas  will  burn  with  a  shorter  flame  than  a 
rich  gas;  and,  by  using  a  jet  with  an  aperture  of  0-04  of  an  inch  in 
diameter,  and  a  pressure  of  0-5,  the  flame  of  14-candIe  gas  will  be  just 
6  inches  in  height. 

The  fourth  method  for  determining  the  quality  of  gas  is  by  ascertain- 
ing the  quantity  of  air  necessary  to  destroy  its  light.  The  best  instru- 
ment for  determining  it  is  the  apparatus  designed  by  M.  Erdmann,  and 
which  is  called  a  gas-prover.  It  is  a  sort  of  Bunsen  burner,  with  a 
contrivance  for  graduating  the  supply  of  air.  Erdmann  recommends 
the  gas  to  be  turned  on  until  there  is  a  flame  of  a  given  height,  and 
then  the  supply  of  air  is  admitted  until  the  light  is  destroyed.  This, 
however,  is  not  the  proper  way  to  use  the  instrument.  The  gas  should 
first  be  turned  on  at  a  given  rate,  viz  :  at  the  rate  of  0*84  of  a  cubio 
foot  per  hour,  and  then  the  quantity  of  air  necessary  to  destroy  the 
light  should  be  read  oflF.  In  this  way  reliable  results  may  be  obtained, 
for  the  richer  the  gas  the  more  air  is  required. 

I  referred  in  my  last  lecture  to  this  diagram,  which  has  been  pre- 
pared from  the  experiments  of  Mr.  King,  of  Liverpool. 

ZttuminaiiMg  Power  of  Gas^  as  estimated  hy  Erdmann^ s  Gas-prover,  iliegaa  burning 
at  the  rate  of  0*84  aMc  feet  per  hour. 


]>E8CBIPTI0K  07  GAS. 

Kewcastle 
coal. 

Equal  parts 

]Newcafitle 

and  "Wigan. 

Wigan  coal. 

Boghead 
coal. 

Height  of  flame,  (inches) 
Number  of  index  prover 
Belatiye  value  of     do.... 

Co-efficient  of  power 

Illuminating  power  (co- 
efficient—  0*7) 

1-87 

14-72 

1-00 

0-70 

10-30 

10-30 

1-00 

?-00 

28-89 

1-59 

0-70 

16-87 

16-85 

1-68 

2-75 

32-78 

2-22 

0-72 

22-95 

23-58 

2-29 

6-60 

61-84 

4-15 

0-70 

42-80 

42-96 

4-17 

Do.    do.  bv  Photometer 
Belative  valueB... 

Lastly,  the  common  method  for  ascertaining  the  illuminating  power 
of  ^as  is  by  comparing  it  with  a  standard  flame. 

Li  this  country  the  standard  was  formerly  a  wax  candle  burning  at 
the  rate  of  120  grains  per  hour,  but  the  variations  in  the  value  of  the 
li^ht  were  so  great  that  it  was  abandoned ;  for,  as  a  wax  candle  re- 
quires snuffingy  it  waa  difficult  to  decide  when  it  was  burning  in  a 
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roper  manner.  After  numerous  ezperim^ts  extending  oyer  a  year, 
ascertained  that,  for  equal  consumption,  the  light  of  wax  and  sperm 
was  as  14  to  16 ;  in  other  words,  the  power  of  sperm  was  just  one- 
seventh  greater  than  that  of  wax. 

At  present,  the  standard  flame  in  this  country  Is  a  sperm  of  six  to 
the  pound,  burning  at  the  rate  of  120  grains  per  hour.  But  for  some 
time  past  this  standard  has  also  become  uncertain-^first,  because  there 
has  been  great  irregularity  in  the  construction  of  the  wicks ;  and, 
secondly,  because  the  sperm  is  being  adulterated  with  wax  and  paraffin, 
or  both.  The  irregularity  of  the  wick  causes  a  variation  in  the  rate  of 
burning  from  116  grains  per  hour  to  140 ;  and  the  real  value  of  the 
light  in  the  two  cases,  when  reduced  to  the  standard  consumption  of 
120  grains  per  hour,  is  as  96  is  to  116.  The  adulteration  of  the  sperm 
with  wax  and  paraffin  also  affects  the  value  of  the  light,  for  the  former 
gives  13  per  cent,  less  li^ht  than  sperm,  and  the  latter  gives  23  f&t 
cent,  more  light.  These  irregularities  are  becoming  so  serious  that  we 
must  ere  long  change  the  standard. 

In  France  the  standard  is  a  Garcel  lamp  of  specified  dimensions  in 
every  particular,  burning  refined  colza  oil  at  the  rate  of  648  grains 
per  hour.  With  proper  precautions  this  standard  appears  to  be  very 
imiform,  care  being  taken  that  the  consumption  of  the  oil  is  never  less 
than  617  grains  per  hour,  or  more  than  679. 

And  now,  in  concluding  this  part  of  the  subject,  I  will  direct  your 
attention  to  the  comparative  power  and  value  of  the  most  important 
illuminating  agents. 

HeloHve  Valyke  of  different  Ilhiminatinff  Agents, 


Name. 

Bate  of  consump- 
tion per  hour. 

Illaminating  power 
(Sperm  120.) 

Quantity  = 
14  candles. 

Cannel  ms 

4  feet 
6    « 
801  grs. 
266    •» 
686    " 
648    « 
122    "  • 
182    " 
168    « 
140    « 

144  « 

145  « 

18-67 
14-00 
4-91 
7-11 
10-00 
9-01 
1-46 
1*85 
1-48 
118 
108 
0*88 

8  feet. 

6    " 

867  grs. 

622    ** 

960    « 

1008    « 

1171    " 

1440    " 

1662    " 

1732    « 

1858    " 

2542    << 

Ooal  ffas.... 

Benzole 

P&raffln  oil ..• 

C&lzaoil 

Paraffin  caudles. ... 
Sperm         "     ...• 
Wax           "     .... 
Stearic         «*     .... 
Composite  "     .... 
Tallow         "     .... 

With  regard  to  the  value  of  other  illuminating  agents,  as  the  mag- 
nesium light,  the  oxjrhjdroeen,  or  Drummond  light,  and  the  electnc 
light,  little  can  be  said,  as  they  vary  so  much  with  the  consumption 
of  the  material. 

In  the  case  of  the  magnesium  light,  I  find  that  when  a  wire  the  100th 
of  an  inch  in  diameter  is  doubled  and  twisted,  it  burns  at  the  rate  of 
2*4  grains  per  minute,  and  gives  the  light  of  about  69  standard  spenn 
canSes.  Aii  ounce  of  the  wire,  therefore,  is  equal  in  light-giving  power 
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to  raiher  more  than  8}  fts.  of  sperm  candles.  The  power  of  the  Dmm- 
mond  or  ozyhjdrogen  light  varies  with  the  combustible  used.    With 

Coal  gas  and  air  it  is  eqaal  to  19  candles. 

"  <4    oxygen      "        29     " 

Alcohol    "        "  •*        68     " 

Ether       "        "  "        76     « 

Hydrogen         "  "       158     " 

And  the  power  of  the  electric  light  varies  from  650  candles  to  1444, 
the  average  being  about  1000. 

All  these  agents  are  expensive,  and  they  give  a  light  which  is 
characterized  by  intensity  rather  than  by  quantity ;  but  as  the  light 
is  pure  as  well  as  powerful,  it  is  frequently  used  for  signals  and  for 
photographic  purposes,  and  also  for  theatrical  illustrations. 

I  now  pass  to  a  very  interesting  part  of  our  subject,  namely,  the 
cause  of  the  marked  differences  in  the  color  of  the  flames  of  different 
substances ;  and  in  order  that  you  may  perceive  the  reason  of  this, 
let  me  remind  you  that  a  pure  white  light,  with  all  the  colors  of  the 
spectrum,  is  never  obtained  but  by  the  intense  ignition  of  solid  or  mol- 
ten matter.  This  is  so  with  the  phosphorus  flame,  and  with  the  mag- 
nesium, the  ozyhydrogen,  and  the  electric  light.  Li  all  these  cases 
there  are  particles  of  concrete  solid  matter  in  a  state  of  intense  igni- 
tion, but  in  the  case  of  coal  gas,  and  in  that  of  burning  hydrocarbons, 
the  light  is  never  pure  unless  it  is  intensified  by  very  energetic  com- 
bustion. The  reason  of  this  is  that  the  particles  are  only  heated  to  the 
point  of  yellow  whiteness ;  for  Dr.  Draper  has  shown  that,  according 
to  the  temperature,  an  ignited  solid  (as  a  spiral  of  platinum  heated  by 
the  galvanic  current)  passes  through  all  the  tints'of  the  spectrum  from 
red  to  white,  according  to  the  intensity  of  the  heat,  and  these  tints 
and  temperatures  are  somewhat  as  follows: 

Very  dull  red about  970*  Fahrenheit. 

Cherry-red «•  1500 

Full  red  ^ ^ «*  2000 

Dull  red,  white,  or  orange ^ *<  8000 

Yellow  white *«  4000 

Greenish  white "  6000 

Bluiah  white «»  6000  « 

Perfect  white^ "  7000  « 

If,  therefore,  the  temperature  of  combustion  is  not  sufficiently  high^ 
the  light  is  never  pure.  This  is  especially  so  with  the  creamy  lagging 
flame  of  underbumt  gas,  and  with  the  smokey  flame  of  hydrocarbons  rich 
in  cubon,  as  b^zole,  turpentine,  and  paraffin;  but  if  the  combustion  of 
these  flames  is  intensified  by  a  proper  supply  of  air,  the  temperature 
of  tlie  ignited  carbon  is  increased,  and  the  light  becomes  purer  and 
purer,  so  that  when  it  is  thrown  upon  colored  objects  it  displays  the 
tinta  in  a  more  or  less  perfect  manner.  Such  a  flame,  wheii  examined 
widi  a  prism,  ^ves  a  spectrum  like  that  of  solar  light  with  all  the 
tints  of  the  rainbow.  This  is  the  speciality  of  pure  light  from  an  ig- 
nited solid.  If,  however,  the  vaporous  matter  does  not  contain  solid 
particles  in  a  free  or  concrete  form,  the  ignition  of  it  produces  onlT 
'  certain  tints  of  the  spectrum,  and  hence  its  variable  colors.  Examinee^ 
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therefore,  with  a  prism,  we  see  only  those  bandfl  of  color  which  are 
diaracteristic  of  the  flame. 

I  will  show  you  this  by  moistening  little  balls  of  coke  with  the 
chlorides  of  the  following  metals,  and  then  introducing  them  into  the 
colorless  flame  of  a  Bunsen  burner,  or,  better  still,  into  that  of  Grif- 
fin's blast  jet ;  and  you  note  how  different  are  the  tints,  and  how  they 
fail  to  illuminate  certain  colors  of  these  dyed  ribbons. 

Chloride  of  sodium gives  a  rich  yellow  flame. 

Chloride  of  copper **    a  deep  blue-green  flame. 

Chloride  of  strontium "    a  rich  scarlet  flame. 

Chloride  of  barium **    a  pale  pea-green  flame. 

.  Chloride  of  lithium «    a  oright  crimson  flame. 

And  a  salt  of  thallium <<    a  beautiful  grass-green  flame. 

The  chlorides  are  used  because  they  are  the  most  volatile,  dnd  they 
«xist  in  the  flame  in  a  vaporous  condition.  These  tints  are  so  character- 
istic of  the  several  metals,  that  they  afford  the  most  delicate  means  of 
discovering  their  presence ;  but  the  great  fact  which  modem  investigv 
tions  have  brought  out  is  the  circumstance  that  the  spectrum  of  these 
flames  consists  of  certain  well-defined  and  constantly  placed  bands  of 
color.  This  diagram  will  show  you  the  spectra  of  the  metals  which  I 
have  been  using ;  and  so  true  and  constant  are  the  positions  and  tints 
of  these  bands,  and  so  delicate  are  the  manifestations  of  them,  that 
they  become  the  means  of  discovering  the  merest  traces  of  the  several 
metals.  But  I  must  not  pursue  this  further,  except  by  showing  you 
the  differences  in  the  tints  of  this  spectrum  and  ribbons  when  examined 
with  the  pure  white  light  of  burning  magnesium. 

And  now  I  will  briefly  describe  the  contrivances  which  are  used  for 
increasing,  or  rather,  I  should  say,  for  fully  developing,  the  tempera- 
ture of  burning  gas.  I  have  shown  you  that  the  light  of  a  flame  de- 
pends on  the  presence  of  ignited  carbon;  if,  therefore,  by  any  contriv- 
ance, we  can  at  once  burn  this  carbon,  and  not  permit  it  to  stand,  as 
it  were,  idle,  in  an  ignited  condition,  the  temperature  must  be  consider- 
ably increased.  This  is  the  principle  concerned  in  all  the  contrivances 
for  developing  the  heat  of  gas. 

One  of  the  simplest  means  of  accomplishing  this  is  to  mix  a  sufficient 
quantity  of  air  with  the  gas  before  it  reaches  the  place  of  combustion ; 
and  this  is  easily  done  by  putting  a  cap  of  wire  gauze  upon  the  chim- 
ney of  an  Argand  burner,  and  setting  fire  to  the  gas  above  it.  The 
effect  <tf  this  arrangement  is  that  as  the  gas  passes  from  the  burner  to 
the  top  of  the  chimney,  it  draws  in  a  quantity  of  atmospheric  air, 
which  freely  mixes  with  it  and  burns  the  solid  particles.  The  same  is 
the  case  with  the  burner  of  Bunsen,  which  I  have  already  described ; 
and  you  will  note  how  strongly  it  ignites  this  platinum  crucible.  The 
same  arrangement  is  adopted  by  Mr.  Griffin  in  his  reverberatory 
furnace,  which  is  a  Bunsen's  burner  enclosed  in  a  clay  chamber,  i 
have  here  another  contrivance  of  the  same  nature  called  an  atmopyre^ 
which  is  used  by  Professor  Hofmann  in  his  furnace  for  effecting  organic 
analysis.  It  is  a  hollow  cylinder  of  baked  pipe-clay  pierced  with  a 
large  number  of  small  holes.    When  it  is  placed  on  a  small  fishtail  ^ 
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bQrner,  the  gas,  in  issuing  from  the  holes,  draws  in  a  sufficient  quantity 
of  atmospheric  air  to  make  it  burn  at  all  the  apertures  with  a  clear 
blue  light ;  and  thus  the  temperature  is  so  much  increased  that  the  en- 
tire body  of  the  numerous  cylinders  composing  the  furnace  becomes 
almost  white  hot« 

But  we  shall  find  that  a  still  higher  temperature  is  obtained  by 
blowing  air  into  a  large  volume  of  flame.  This  is  the  plan  adopted  by 
Mr.  Horapath  in  this  blow-pipe  jet.  Observe  how  intensely  it  ignites 
a  mass  of  platinum  wire ;  and  by  putting  together  a  number  of  these 
jets,  as  Mr.  Griffin  has  done,  in  this  arrangement,  which  he  calls  a 
blast-furnace,  you  will  perceive  what  a  high  temperature  is  obtained ; 
and  by  surrounding  the  blast  with  a  case  of  baked  clay,  so  that  the 
beat  may  be  concentrated,  the  temperature  is  sufficiently  high  to  melt 
all  tbe  common  metals.  As  piuch  as  a  quarter  of  a  hundred  weight 
of  cast  iron  can  be  melted  at  a  time  in  one  of  these  furnaces,  and  3 
or  4  Sbs.  of  cast  iron  or  copper  can  be  thus  melted  in  fifteen  minutes. 
Even  the  very  refractory  metals,  as  nickel  and  cobalt,  can  be  thus 
fused. 

And  if,  instead  of  atmospheric  air,  a  jet  of  oxygen  is  used,  as  I  will 
now  show  you,  the  temperature  is  still  higher.  This  is  the  principle 
of  Deville's  furnace,  which  is  a  jet  of  oxygen  blowing  into  a  large  fiame 
of  coal  gas,  and  directed  down  upon  tbe  refractory  substance,  the 
whole  apparatus  being  enclosed  in  a  chamber  of  non-conductors.  With 
this  furnace  large  masses  of  platinum  are  easily  melted,  the  platinum 
being  placed  upon  a  hollow  bed  of  lime.  I  have  seen  a  mass  of  platinum, 
weighing  about  350  Sbs.,  which  had  been  melted  in  this  manner,  and 
I  was  informed  by  Messrs.  Johnson  and  Matthey,  the  platinum  assay- 
ers  of  Hatton  Garden,  that  the  mass  required  six  hours  for  its  fusion* 
Daring  that  time  about  860  cubic  feet  of  coal  gas  and  the  like  quan- 
tity of  oxygen  were  used.  In  fact,  Deville  found  in  his  experiments  at 
the  Eeole  NormaUj  that  it  required  a  little  more  than  a  cubic  foot  of 
gaa  and  a  cubic  foot  of  oxygen  to  melt  a  pound  of  platinum.  The  tem- 
perature of  the  flame  must  be  enormous ;  calculated  from  the  thermotio 
powers  of  gas  with  air  and  oxygen,  it  may  be  said  that  it  is  equal  to 
about  5228*^  of  Fabr.  when  air  is  used,  and  14,320^  Fahr.  with  oxygen. 

(To  be  continued.) 


For  the  Joamal  of  the  Tranklin  Inf  tttnieb 

The  Working  Processes  for  the  Reduction  of  the  Ghray  Copper  {Tetra- 
hedrite)  Ores  at  Stefanshutte^  in  the .  Oomitat  {County)  of  Zip%y  in 
Hungary.    By  J.  L.  Kleinschmidt. 

(Concluded  from  page  172.) 
Amalgamation  or  Extraction. — The  extraction  is  in  operation  since 
six  years  at  the  StefanshQtte,  and  was  started  by  the  director  of  the 
melting  works,  Mr.  I.  Ferientschick.  It  is  mostly  used  to  obtain  the 
copper  from  the  abzugsspeiss,  (see  below.)  Although  the  experiments 
which  were  made  there  to  extract  the  silver  from  the  black  copper 
and  the  speis9  gave  a  good  result,  the  amalgamation  is  yet  in  use, 
partly  because  the  amalgamation  is  now  in  successful  operation,  partly 
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because  there  was  no  pecuniary  advantage  yisible  by  changing  the 
amalgamation  into  extraction.  In  examining  both  methods  more  ex- 
actly, there  is  no  great  difference  between  them.  In  both,  the  chloride 
of  silver  formed  is  dissolved  in  a  solution  of  common  salt,  which  will 
be  evident,  by  remembering  that  there  is  salt  lye  taken  to  the  quick- 
brei,  (quickmud,)  and  that  the  lye  is  strengthened  yet  by  common 
salt.  If  not  all  the  chloride  of  silver  should  have  gone  into  solution, 
this  will  be  the  case  in  course  of  time,  as  the  silver  is  precipitated  by 
the  copper.  In  the  one  as  in  the  other  method,  the  silver  is  precipitated 
by  copper.  In  the  amalgamation  this  silver  is  taken  up  by  the  quick- 
silver, while  by  extraction  the  most  of  it  can  be  obtained  pure.  In  the 
amalgamation  at  the  Stefanshiltte  the  copper  remains  in  the  solution, 
and  is  precipitated  from  it  by  lime,  and  then  comes  to  the  melting. 
By  the  extraction  process  the  resulting  copper  is  more  pure,  but  the 
copper  could  be  precipitated  too,  from  the  quicklye,  in  a  metallic  state, 
if  it  was  not  more  convenient,  on  account  of  the  small  quantity  of  it,  to 
precipitate  it  by  lime,  and  to  melt  this  precipitate  together  with  the 
residues,  (rQckstSnde.)  The  main  disadvantage  of  the  amalgamation, 
therefore,  is  in  the  use  of  the  quicksilver  and  the  loss  thereby.  Since 
the  part  of  the  quicksilver  in  the  amalgamation  was  better  known  by 
the  extraction,  the  loss  of  it  is  only  small.  Most  of  the  losses  by  amal- 
gamation are  occasioned  from  dispersed  (zerschlagenem)  amalgam, 
which  dispersion  flouring,  again,  takes  place  easier  when  the  quicksilver 
is  affected,  as  when  this  is  not  the  case.  That  the  dispersion  of  the 
amalgam  is  the  main  cause  of  the  losses  of  silver,  even  by  the  Ameri- 
can amalgamation,  I  discovered  during  my  stay  in  the  mines  of  An- 
qanqueo,  in  Mexico,  in  the  years  1850-51.  At  the  hacienda  of  St. 
Uabriel  I  found  a  great  many  tailing  muds,  (schlammen,)  which  were 
deposited  in  the  pools  through  which  the  powders  took  their  way  after 
the  washing  of  the  quick  heaps,  (montones.)  These  contained  in  100 
lbs.  1  to  8  ounces  of  silver.  By  cautious  washing  and  addition  of  quick- 
lime, I  obtained  a  great  quantity  of  amalgam  from  them.  The  main 
advantage  of  the  amalgamation  is,  that  the  silver  is  sooner  gained,  and 
the  production  of  a  marketable  silver  can  take  place  easier  without 
residues  than  by  the  extraction,  where  it  is  not  possible  to  get  from 
a  certain  quantity  of  black  copper,  &c.,  all  silver  in  a  pure  stat^,  be- 
cause a  part  remains  always  with  the  copper.  At  the  Stefanshiitte, 
therefore,  such  copper  was  amalgamated  to  get  the  silver  at  once  from  it. 

In  respect  to  the  health  of  the  workmen,  those  employed  in  the 
quickroom  (quicksaal)  were  not  affected  from  any  peculiar  sickness, 
although  their  white  coats  were  colored  quite  green.  The  workmen 
at  the  roasting  for  amalgamation  were  affected  with  vomiting  as  long 
as  they  were  not  accustomed  to  the  work.  Those  employed  at  the 
roasting  for  quicksilver  were  affected  partly  with  nervous  trembling, 
(hQttenkatze,)  which  is  ascribed  in  common  only  to  the  lead,  but  par- 
ticularly by  running  of  the  spittle  and  loss  of  teeth. 

Speitsverlechung. — Melting  of  the  Speiss  Eesiduea  mth  Pi/rites, — 
The  object  of  this  operation  is  the  production  of  a  marketable  crude 
antimony  metal,  and  the  extraction  of  the  copper  contained  in  the 
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residues  of  the  amalgamation.  The  latter  is  done  by  ^nsferring  the 
copper  into  matte. 

The  roasted  residues  from  the  speiss  amalgamation,  which  are  free 
from  silver,  are  melted  with  85  to  95  per  cent,  of  pyrites  from  SchmSll- 
nitz,  (kiese^  12  to  18  per  cent,  of  quartzy  ores,  and  120  to  130  per- 
cent, of  rostslag.  Lately,  by  this  process,  a  great  many  of  the  matte 
obtained  by  the  melting  of  the  residues  from  extraction  were  worked 
up.  A  last  mixture,  July,  1863,  consisted  of — wet  remains  (18  per 
cent,  water)  100,  roasted  matte  48,  quartzy  ores  28,  limestone  8, 
copper  slag  36,  pyrites  of  SchmoUnitz  60.  The  mattes  mentioned 
were  roasted  by  8  fires,  and  contained  5  to  6  per  cent,  of  copper. 
Herefrom  resalted  matte  with  14  to  16  per  cent,  of  copper,  and  a 
speiss,  (crude  antimony  metal,)  very  white,  and  almost  free  from  iron* 

The  composition  of  the  crude  metallic  antimony  from  this  melting 
were,  on  different  days,— < 


Cu 5-78 

Co  and  l^i 1«60 

S 200 

Sb 90-77 


10000 


4. 

Pe 2-0 

Cu 10-5 

S 2  5 

Co  and  Ni  (in  about  equal 
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Sb 88  5 
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Fe 11 
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Cu 90 

Fe 1-6 

8 2-4 

Co  and  Ni 1-6 

Sb 86-3 


100-0 


1  and  2  from  different  days,  large  crystajs ;  8, 4,  6,  and  6  are  from  the  eame 
regulua. 
8,  large  cryatal  above. 
4,     •«  •*      below. 

6,  small  crystallized,  from  the  side  in  the  midst 
6,    "  "  "        "         above. 

The  cmde  antimony  metal  produced  by  this  process  is  salable,  and 
there  is  a  great  demand  for  it.  Its  composition  shows  what  it  can  be 
used  for.  it  is  bought  by  the  manufacturers  of  regulus  antimonii  in 
upper  Hungary,  who  purify  it  still  further.  It  has  already  been  men- 
tioned that  cobalt  and  nickel  are  concentrated  in  the  speiss.  On  account 
of  the  great  amount  of  iron  in  the  crude  speiss,  and  the  small  quan- 
tity of  the  former  metals  in  it,  it  was  not  possible  for  me  to  determi- 
nate them  quantitatively. 
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Crude  aniunonif  tnetal,  ^Bohantifnont)  produced  1862;  analy^U  by  the  wet  my. 
White  with  reflecting  surfaces, 

Sb 8500 

Cu 1000 

S 2-00 

Co  and  Ni 1-60 

9800 

Method  of  Anahftis. — The  metal  was  reduced  to  fine  powder,  dis- 
solved in  fuming  nitric  acid,  the  diluted  solution,  after  settling,  fil- 
tered, and  the  copper  precipitated  by  hydrosulphuric  acid.  The  resi- 
due on  the  filter  was  quite  white.  It  was  dried,  ignited,  weighed  and 
calculated  as  SbOf.  It  was  melted  before  the  blow-pipe  with  cyan- 
ide of  potassium  and  carbonate  of  soda,  but  no  other  metal  was  foaad 
in  it.  The  hydrosulphuric  acid  precipitate  was  dissolved  in  nitric 
acid,  and  then  the  copper  by  caustic  potash.  The  filtered  fluid  from 
the  hydrosulphuric  acid  precipitate,  after  driving  out  the  hydrosul- 
phuric acid  by  boiling,  oxidation  by  chlorate  of  potash,  and  filtration 
was  precipitated  by  soda  lye,  filtered,  ignited,  and  weighed,  and  then 
determinated  as  (Go  Ni)^  As,  by  Plattner's  method.  In  this  case  the 
metallic  globule  contained  no  iron.  This  method  I  found  more  con- 
venient and  exact  than  the  reduction  of  the  oxides  by  hydrogen,  al- 
though, in  this  case,  the  oxides  were  not  separated,  as  this  was  the  case 
by  the  speiss  produced  from  the  residue  of  the  extraction,  (see  below.) 

Arsenic. — The  ores,  as  well  as  the  pyrites,  (kiese,)  contain  arsenic, 
which  should  be  concentrated  in  the  speiss ;  therefore  I  directed  my  at- 
tention to  it.  The  most  simple  method  is  to  melt  the  speiss  with  cyanide 
of  potassium  in  the  inner  blow-pipe  flame.  In  this  manner  I  could 
detect  arsenic  in  the  most  samples  of  sulphuretof  antimony  from  Bo- 
senau,  and  the  mines  in  the  vicinity,  notorious  for  its  purity  ;  but  this 
was  never  the  case  with  the  refined  speiss,  (crude  antimony  metal ;) 
therefore  in  an  especial  trial  I  concentrated  the  nitric  acid  solution, 
filtered  off  from  the  antimonic  acid  by  addition  of  sulphuric  acid,  until 
all  the  nitric  acid  was  driven  out.  The  salts  were  dissolved  in  water, 
boiled  with  sulphurous  acid,  to  reduce  the  arsenic  acid,  the  copper 
precipitated  by  hydrosulphuric  acid,  filtered  immediately,  and  treated 
further  by  hydrosulphuric  acid.  The  small  precipitate  thus  produced 
was  mixed  with  cyanide  of  potassium  and  carbonate  of  soda,  and  melt- 
ed in  a  sealed  glass  pipe.  Neither  by  this  method  nor  by  smelting 
before  the  blow-pipe,  arsenic  could  be  detected  in  it.  Therefore  the 
arsenic  is  completely  volatilized  by  melting  in  the  high  furnace. 

In  managing  the  melting  process,  I  had  to  try  almost  daily  the 
cnide  antimony  metal  produced,  and  as  it  was  necessary  to  know  the 
results  immediately,  I  searched  for  a  method  to  do  it  sooner  than  in 
the  ordinary  way.  I  found  this  before  the  blow-pipe,  and  succeeded 
to  determinate  the  constituent  parts,  with  an  accuracy  more  than 
sufficient,  in  time  of  1^  to  2  hours.     It  is  the  following : 

From  the  regulus  to  be  tried  100  to  150  milligrammes  are  weighed. 
When  in  pieces  it  is  used  in  that  state ;  when  in  powder  it  has  to  be 
melted  with  some  cyanide  of  potassium  and  borax,  in  a  cylinder  X 
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Boda  paper  before  the  blow-pipe,  or  in  a  crucible,  (tnte ;)  in  the  latter 
case  by  addition  of  some  black  flux.  The  resulting  metallic  globule 
is  very  cautionslj  melted  in  a  small  pit  of  the  blow-pipe  charcoal  in 
the  inner  flame,  as  long  as  iron  is  absorbed  by  the  slag.  While  this  is 
the  case  no  antimony  is  volatilized.  The  moment  antimonial  smoke 
is  seen,  the  blowing  is  interrupted,  and  the  globule  covered  with  the 
cold  blow-pipe  hammer  or  anvil.  The  globule  is  separated  from  the 
charcoal,  boiled  with  diluted  hydrochloric  acid  and  weighed.  If  the 
sample  consists  of  one  lump,  the  iron  can  be  determinated  by  titration. 
For  technical  use  the  accuracy  is  sufficient,  if  the  difference  is  consid- 
ered as  matte,  and  26  per  cent,  of  sulphur  calculated  in  it.  But  as 
the  crude  regulus,  free  of  iron,  contains  2  per  cent,  of  sulphur,  this 
quantity  must  be  calculated  anyhow.     Some  practice  having  been 

f gained  in  this  manipulation,  the  resulting  globule  differ  not  a  half  mil* 
igramme.  Now  the  blowing,  by  addition  of  some  borax,  is  continued. 
The  borax  pearls  show  no  more  trace  of  an  iron  reaction,  a  great  deal 
of  antimonial  smoke  emanates,  and  the  globule  burns  by  itself.  The 
smoking  ceases  after  some  time,  a  new  piece  of  borax -glass  is  taken, 
and  the  resulting  beads  gathered,  which  show  cobalt  and  then  nickel 
reaction.  By  comparing  them  with  beads  of  a  certain  amount  of 
cobalt  and  nickel,  it  is  possible  to  estimate  both  metals  very  near.  By 
some  practice  a  copper  globule  can  be  obtained  at  last,  free  of  nickel 
and  antimony,  which  has  lost  very  little  copper.  This  is  hammered 
on  an  anvil,  whereby  it  must  not  get  any  edffe  cracks,  and  weighed* 
The  difference  without  cobalt  and  nickel,  and  2  per  cent  of  sulphur, 
gives  the  antimony. 

The  above  analyses,  1  to  6,  have  been  made  by  this  method.  They 
show  that  in  one  and  the  same  regulus  (k5nig,)  the  constituent  parts 
are  not  uniform,  but  that  theytare  differently  arranged  in  the  crystals. 
The  surfaces  of  the  great  crystals  are  blue-white,  reflecting,  and  some« 
what  rough.  The  crude  antimony  metal  is  the  more  blue,  when  contain* 
ing  more  copper,  and  the  more  gray,  when  iron  is  prevalent.  The  small 
crystals  seem  to  be  formed  by  rapid  cooling,  and  therefore  mainly  on 
the  margin,  the  large  ones  in  the  middle.  The  workmen  recognise  at 
once  its  quality  from  the  smoke  which  emanates  after  the  matte  has 
been  taken  off.  The  stronger  it  smokes  the  more  antimony  it  con- 
tains. The  mattes  obtained  by  this  process  contain  14  to  16  per  cent, 
of  copper.  They  are  partly  roastea  with  5  or  6  fires,  and  are  melted 
with  the  black  copper  residues  from  the  amalgamation.  According  to 
the  method  before  the  blow-pipe,  mentioned  above,  it  was  thought  pos- 
sible to  work  up  the  speiss  in  the  spleiss  furnace,  by  volatilising  the 
antimony,  after  the  speiss  residues  are  melted  down  in  a  high  fur- 
nace. But  the  experiments  were  soon  discontinued ;  first,  because  the 
!)roces6  was  too  expensive,  as  the  copper  had  to  be  subjected  to  a  very 
ong  and  intense  heat,  to  drive  away  the  antimony,  but  more  yet  because 
a  copper  resulted  which  could  not  be  used  for  any  practical  purpose. 

When  these  mattes  are  worked  by  themselves,  by  roasting  them 
according  to  the  method  of  the  PhdnixhQtte,  with  8  to  9  fires,  and 
then  melting  to  black  copper,  the  latter  has  the  following  composition : 

YoL.  LIL— Thibd  Bkbxxb.— No.  4.— Octobbb,  1866.  22 
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SpeisB  Rii^utand  V^rleehungs  Sohwanhkupfer,     (Black  Cfopperfrom  the  Hegidua 
of  Amalgamated  Speias  by  Melting  them  into  Matte,  from  the  Matte  of  18b4.) 

Cu 72  64 

Sb 23  09 

S 0-99 

Co 0-10 

Ni 010 

Pe 808 

100-00 
Method  of  Analysis. — t  gramme  was  dissolved  in  aqna  regia,  the 
acid  evaporated  until  only  a  small  quantity  of  chlorhydric  acid  was 
present,  dissolved  in  water  and  tartaric  acid,  the  filtered  solution  pre- 
cipitated by  chloride  of  barium,  (S  in  subst.  2  mgr.,)  copper  and  anti- 
mony precipitated  by  hydrosulphuric  .acid,  the  copper  in  this  determi- 
nated by  titration,  the  filtered  liquid  boiled  with  sulphuric  acid,  and 
chlorate  of  potash,  and  ferric  oxide,  oxide  of  cobalt,  and  nickel,  after 
the  separation  of  the  sulphate  of  baryta  precipitated  by  soda  lye. 
After  weighing,  (47  mgr.,j  the  precipitate  was  melted  with  arsenic, 
&c.,  and  cobalt  and  nickel  separated  before  the  blow-pipe,  (Co  and 
Ni)^  As  =  3  mgr.,  ferric  oxide  from  second  trial  precipitated  by  am- 
monia, (44  mgr.,)  antimony  by  loss.  The  black  copper  has  a  "speissy" 
appearance,  color  light-gray,  here  and  there  changing  in  brass-yellow. 
The  analysis  shows  that  these  black  coppers  contain  more  cobalt  and 
nickel  than  the  black  copper  produced  from  the  residues  of  the  argen- 
tiferous black  copper,  and  the  copper  produced  from  them  is  inferior 
to  the  copper  from  argentiferous  black  copper,  (rQckstands  kupfer.) 
The  only  way  to  improve  the  quality  of  these  coppers  would  be  to 
roast  the  matte  only  so  far  that  by  their  melting,  a  small  quantity  of 
black  copper  (speiss)  is  produced,  and  to  work  up  the  latter  with  the 
speiss  from  the  refining  slags,  (abzugsspeise,)  which,  it  is  intended, 
will  hereafter  be  done. 

Refining  SlagSy  {Spleissahzuge.) — The  refining  slags  contain  20  to 
25  per  cent,  of  antimony;  therefore  they  must  be  worked  up  by  them- 
selves. It  is  not  possible  to  melt  them  by  an  addition  of  basic  slag 
and  lime  in  a  shaft  furnace,  and  to  refine  the  resulting  copper  in  the 
spleiss  furnace ;  thereby  an  inferior  copper  is  obtained,  and  the  re- 
fining in  the  spleiss  furnace  takes  too  long  time  and  costs  too  much 
fuel.  The  method  in  practice  now  is  to  melt  the  refining  slags  with 
pyrites,  (kiesen.)  For  this  purpose  they  are  melted  with  70  to  80  per 
cent,  of  pyrites  from  Schm511nitz,  10  to  15  per  cent,  of  quartzy  ores, 
and  90  per  cent,  of  slags  from  the  melting  for  argentiferous  black  cop- 
per, in  a  shaft  furnace,  and  copper  matte  containing  86  to  88  per  cent. 
of  copper,  and  speiss  is  the  result.    The  composition  of  the  latter  is— 

Abzugsspeise.  XL  Abs.  (\st  party  to  extraction,) 
Co 0  74 

m 116 

Cu 87-50 

Fe  (Ag  trace  only  below  the  muffel,) » 11-69 

S 819 

Sb  (from  the  loss) 46-78 

10000 
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Method  of  Analyns  as  above. — The  composition  of  the  speiss  showi 
why  by  the  Bimple  melting  of  the  abzQge  (refining  slags)  no  good  cop* 
per  can  be  produced.  The  cobalt  and  nickel,  in  combination  with  the 
antimony,  render  the  copper  brittle  and  not  manageable  under  the 
hammer.  To  make  a  good  copper  from  the  refining  slags  it  is  best 
to  carry  them  into  the  speiss,  that  is,  to  combine  them  with  the  anti- 
mony, whilst  most  of  the  copper  combines  with  a  part  of  the  sulphur 
of  the  pyrites  (kies)  forming  matte. 

The  copper  mattes  obtained  hereby  contain  36  to  38  per  cent,  of 

copper,  and  are  roasted  either  with  four  fires,  and  then  added  to  the 

residues  of  the  amalgamation  of  the  black  coppers,  as  stated  above, 

or  roasted  with  8  or  9  fires  and  melted  to  black  copper,  and  the  latter 

refined  by  itself.     The  copper  obtained  in  the  latter  manner  is  of  in* 

ferior  quality  to  that  from  the  residues  of  the  black  copper  amalga* 

mation,  but  it  contains  only  such  minute  quantities  of  nickel  that  the 

latter  could  not  be  determinated. 

Abxhuis  Schwara'kupfer.    (Blaek  Copper  from  the  Mefimng  SUtge  frcm  the  Mattee^ 

March,  1864.J 

Cu 84-52 

S 106 

Fe 1-68 

Co 018 

Ni 0-27 

Sb 11-80 

98-91 

Hammergeusree  Ahtuge-kupfer,  {Toughened  and  Refined  Oopper  from  the  preceding 
Blaek  Copper,  March^  1868.) 

Cu 98-83  by  loss. 

8b 1-67 

m^ trace. 

.  100  00 
The  black  copper  has  a  dented,  hackly  fracture ;  color  gray,  in  a 
great  many  places  copper-colored.  It  can  be  stamped,  but  only  to 
small  pieces,  not  to, a  fine  powder,  because  it  gets  flattened.  From  the 
composition  of  the  black  copper  it  is  yisible  that  it  contains  more  co- 
balt and  nickel  yet  than  the  black  copper  of  the  speiss  residues  of 
the  amalgamation  from  the  mattes,  (speise-rQckstands-verlechungs- 
kupfer,)  which*  is  in  accordance  to  the  cobalt  and  nickel  in  the  speiss 
from  the  refining  slags  (abzugsspeise),  because  while  the  crude  speiss 
contains  so  small  quantities  of  cobalt  and  nickel  that  they  could  not 
be  determined.-  These  metals  amounted  in  the  speiss  from  the  refin- 
ing slags  to  0*74  per  cent,  of  cobalt,  and  1*15  per  cent,  of  nickel. 

Black  Copper.^ Method  of  Analysis. — It  was  dissolved  in  pure  ni- 
tric acid ;  the  residue,  after  weighing,  melted  with  cyanide  of  potas- 
sium, &c.,  whereby  no  other  metals  were  found ;  the  solution  precipi- 
tated by  hydrosulphuric  acid,  and  in  the  precipitate  the  copper  determi- 
nated by  titration ;  cobalt  and  nickel  were  precipitated  together  with 
the  ferric  oxide  by  soda  lye,  weighed,  arsenicated,  and  cobalt  and 
nickel  determinated  and  separated  before  the  blow-pipe. 

Toughened  Copper. — It  was  dissolved  in  fuming  nitric  acid,  and 
treated  as  the  preceding.  The  antimony  globule  before  the  blow- 
pipe gave  a  small  nickel  reaction.     The  solution  was  precipitated  i>j 
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hydrosnlphuric  acid,  the  precipitate  filtered,  and  to  the  filtered  liquid, 
smelling  after  hydroBulphuric  acid,  soda  lye  added  in  excess,  whereby 
it  became  quite  black.  It  was  put  away  until  the  precipitate  was  set- 
tled, and  the  liquid  above  it  was  clear.  The  precipitate  was  filtered, 
roasted,  to  drive  away  the  sulphur,  and  melted  with  arsenic  and  cjsd- 
ide  of  potassium ;  whereby  such  a  small  nickel  globule  was  obtained 
that  it  could  not  be  weighed.  By  using  the  same  method  in  the  analy- 
sis of  the  copper  from  the  ordinary  black  copper  residues,  the 
liquid  turned  black,  but  the  resulting  nickel  globule  was  even  smaller 
yet  than  the  preceding  one.  The  silver  contained  in  these  coppers, 
being  without  influence  to  the  processes,  was  neglected  in  the  analyses. 

It  requires  36  hours  in  the  spleiss  furnace  to  refine  the  copper  from 
the  refining  slag.  The  process  in  refining  is  somewhat  difierent  from 
that  described  above.  The  black  coppers  are  roasted  after  warming 
for  12  hours,  until  in  the  last  hour  they  slowly  melt  together.  Then 
the  proceeding  is  the  same  as  above ;  but  in  the  30th  hour  the  poling 
is  commenced  and  repeated  every  half  hour.  The  slag  produced  at 
last  is  very  liquid  and  contains  63*5  per  cent,  of  Gu. 

The  great  amount  of  cobalt  and  nickel  in  these  black  coppers  ex- 
plains why  it  takes  so  much  time  to  refine  them.  The  oxides  of  cobalt 
and  nickel,  particularly  the  latter,  form,  with  the  oxides  of  antimony* 
a  cover  on  the  surface  on  the  molten  copper,  through  which  the  anti- 
mony cannot  escape.  The  refining  slags  (abzuge)  of  this,  as  those  of 
the  preceding  copper,  are  treated  like  those  of  the  black  copper  of  the 
amalgamation  residues.  The  mattes  hereby  produced  are  worked  up 
with  the  other  mattes  from  the  refining  slags,  (abzQge,)  and  the  speiss 
is  added  to  the  speiss  from  the  refining  slags,  (abzugsspeise.) 

Workifhg  up  of  the  {AbzttgsspeUs)  Spew  from  the  BefitUng  Slags.-^ 
This  is  the  last  operation  to  be  done.  There  are  now  in  use  for  this 
purpose  two  methods,  the  ^^  verlechung  "  fto  melt  them  to  matte,)  and 
the  extraction,  or  to  extract  the  copper  in  tne  wet  way.  The  proceeding 
with  the  first  is  equal  to  that  of  the  "  verlechung  "  of  the  roasted 
amalgamation  residues  of  the  speiss.  The  mattes  are  roasted  and  the 
speiss  sold.  But  as  the  copper  produced  from  these  mattes  was  never 
of  the  quality  of  the  others,  the  "  extraction  "  was  lately  introduced. 

For  this  purpose  the  speiss  is  stamped,  and  the  coarse  powder  roast- 
ed in  a  reverberatory  furnace  of  the  same  construction  as  those  of  the 
amalgamation,  with  addition  of  10  per  cent,  of  poor  matte,  and  placed 
in  quadrangular  boxes,  which  have  below  a  layer  of  birch  brushes; 
over  these  a  hurdle  work  of  willows,  covered  by  sheeting.  Over  these 
powders  are  pumped,  first,  a  solution  of  common  salt  of  15^  B.,  warmed 
to  180°  to  200°  Fahr.,  afterwards,  the  lye,  deprived  of  copper,  (see 
below,)  which  runs  from  the  iron,  until  they  are  quite  covered.  The 
lye  running  from  the  powder  boxes  flows  to  a  filter  box,  wherein  the 
fine  powder  particles,  which  have  been  carried  along  with  the  current, 
separate,  then  through  some  boxes  of  fine  granulated  copper.  These 
boxes  have  a  depth  of  3  feet,  and  are  connected  by  pipes  ascending 
from  their  bottom,  so  that  the  lye  must  sink  through  the  layer  of 

franulated  copper,  to  ascend  the  pipe,  and  run  into  the  next  box 
rom  these  it  runs  to  the  copper  precipitating  apparatus,  a  box  19 
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feet  by  10  feet,  and  \^  feet  deep,  divided  by  traverse  planks  in 
kennels  1  foot  wide.  The  planks  alternately  leave  a  space  of  2  inches 
between  them  and  the  walls  of  the  box,  so  that  the  lye  has  to  perform 
its  way  in  ligzag.  These  canals  are  divided  by  boards,  which  stand 
alternately  at  a  distance  of  21  inches  from  the  bottom  and  the  upper 
level  of  the  fluid,  into  cells  2  feet  long,  so  that  the  lye  has  to  ascend 
and  descend  in  them.  The  first  cells  are  filled  by  gray  cast  iron 
pieces,  the  last  by  sheet  iron  chips.  The  lye  passing  hot  over  the 
iron,  the  copper  is  rapidly  precipitated,  and  the  way  over  the  iron 
need  not  to  be  so  long  as  that  in  Schmollnits,  where  the  fluid  is  cold, 
contains  less  copper.  Mid  mnst  be  deprived  of  every  trace  of  the  latter, 
because  it  is  not  used  any  more.  From  the  sheet  iron,  the  lye,  de- 
|»'ived  of  its  copper,  runs  to  a  reservoir,  from  which  it  is  pumped  again 
to  the  lye  kettle,  where  so  much  common  salt  is  added,  as  to  return 
the  lye  to  its  former  strength.  Warmed  it  runs  to  the  powders,  which 
process  is  continued  until  the  copper  is  extracted  as  much  as  possible* 
When  the  roasted  materials  contain  silver,  this  is  deposited  in  the  first 
boxes,  partly  upon  the  granulated  copper,  partly  on  the  cement  cop* 
per.  When  argentiferous  speiss  is  roasted  to  extract  silver  from  it, 
10  per  cent,  of  salt  are  added  in  the  lower  hearth,  but  this  is  not  ne« 
cessary.  The  formation  of  chloride  of  silver  and  the  solution  of  it 
are  so  perfectly  performed  by  those  substances  containing  much  copt 
per,  that  from  the  speiss  of  the  refining  slags  (abzugsspeise)  silver  is 
preoipitaled,  but  it  is  necessary  that  the  roasting  of  the  powders  in 
the  first  time  is  done  in  the  lowest  temperature,  and  every  metallic 
particle  destroyed,  to  expect  a  perfect  extraction  of  the  silver.  There 
is  no  need  to  destroy  the  sulphuric  acid  salts,  as  in  the  amalgamation, 
where  it  must  be  done  on  account  of  the  quicksilver.  Here  they  are 
necessary  to  the  process ;  therefore  the  fire  is  at  last  increased  only 
to  a  dark-red  heat,  and  very  soon  diminished,  to  draw  out  the  charge 
an  hour  afterwards. 

The  Lye. — The  speiss,  roasted  with  matte,  remains  moistened  14 
days  to  6  weeks  in  a  room,  before  it  is  put  in  the  boxes  for  extrac- 
tion, ia  which  time  copper  and  iron  salts  are  formed.  The  decompo- 
sition is  increased,  when  common  salt  or  lye  free  from  copper  is  added. 
These  powders,  containing  sulphuric  acid  salts  in  great  quantity,  when 
extoucted  by  a  solution  of  common  salt,  and  the  filterea  liquid  evapo- 
rated by  about  80^  Fahr.,  give  a  salt  crystallizing  in  cauliflower- 
formed  yellow  masses,  (crystals.)  This  salt  is  everywhere  visible  in 
the  extraction  of  the  StefanshQtte  on  the  powder  boxes  and  the  pre- 
eipitatiag  apparatus.  After  crystallization  of  this  salt,  by  further 
evaporation,  common  salt  crystallizes,  which  always  must  be  in  excess. 
At  last  gpreen  chloride  of  copper  remains,  containing  not  a  trace  of 
an  iron  salt.  The  yellow  salt,  covered  with  boiling  water  on  a  filter, 
yields  an  acid  liquid,  the  residue  on  the  filter  contains  soda,  but  by 
long  and  continuous  washing  with  boiling  water,  pure  ferric  oxide  at 
last  remains.  At  32^  Fahr.,  glaubersalt  crystallizes  from  the  solu* 
tion,  and  the  fiuid  contains  sesqxuchloride  of  iron  and  free  acid.  The 
ciystals  once  formed,  at  a  temperature  below  82^  Fahr.,  the  yellow 

22* 


Digiti 


zed  by  Google 


258  MechanMy  PKyrie$^  and  OKurnktry. 

salt  appears  not  more  daring  the  process  of  eyaporating  at  80^  Fahr., 
bnt  crystals  of  glaubersalt.     The  specific  weight  of  the  lye  has  no  in- 
fluence  on  the  formation  of  this  latter,  if  the  temperature  is  abore  82^ 
Fahr.    To  lye  of  12^  B.,  I  added  common  salt  until  the  specific  gra- 
vity of  it  was  18^  B.,  but  in  8  days,  at  a  temperatore  of  60^  Fahr., 
nothing  but  gypsum  crystallised  from  it,  the  lye  of  12^  B.  gave,  at 
82^  Fahr.,  large  crystals  of  glaubersalt.     The  lye  from  the  copper 
boxes  running  over  iron,  is  by  it  deprived  of  its  copper.    After  being 
warmed  it  passes  again  over  the  powoer,  and  copper  lixivates  from  them 
to  commence  the  same  circulation  anew.    Coming  from  the  iron  it  con- 
tains only  ferrous  salt,  and  is  almost  without  color.  Exposed  to  the 
air  it  becomes  turbid,  basic  salt  is  precipitated,  and  the  color  tarns 
yellow.     It  has  been  the  opinion  that,  free  acid  and  ferric  chloride 
being  formed  by  this  process,  the  lye  obtained  the  capability  to  dis- 
solve the  copper  in  its  different  combinations  in  the  roasted  powders. 
The  following  experiment  explains  the  process  in  the  extraction  boxes : 
On  a  filter  I  treated  roasted  gray  copper  ores,  free  of  iron  and  vein- 
stone, with  boiling  lye  from  the  extraction,  which,  by  digestion  with 
sheet  iron  and  some  muriatic  acid,  was  quite  colorless  and  free  of  cop- 
per.    The  filtered  lye,  in  getting  cold,  deposited  small  white  crystals 
of  subchloride  of  copper.    Its  color  was  green.   It  contained,  there- 
fore, both  subchloride  and  chloride  of  copper,  (cuprous  and  cupric 
chlorides.)    The  residue  on  the  filter  was  a  fine  brown  powder,  and 
quite  difiiBrent  in  its  aspect  from  that  when  a  ^rrous  salt  is  precipitated 
by  soda,  and  the  precipitate  oxidizes  in  the  air.    The  residue  on  the 
filter  consisted  of  ferric  oxide,  contained  no  silver,  and  only  2  per  cent, 
of  copper,  so  that  the  double  salt  containing  ferrous  oxide  changes 
simply  with  the  oxide  of  copper  in  the  roasted  powder,  ferric  oxide 
remaining,  3  CuO  +  2  Fe  CI  =  Cu,  CI  +  Cu  CI  +Fe,  0,.  If  metallic 
copper  is  contained  in  the  powders,  this  is  dissolved,  the  cupric  chlo* 
ride  being  changed  into  cuprous  chloride,  the  powders  containing  silver, 
the  chloride  of  copper  changes  the  silver  into  chloride,  being  reduced 
to  subchloride  of  copper.   Both  are  soluble  in  a  solution  of  common 
salt ;  therefore  it  is  necessary  that  the  lye  contains  a  great  'excess  of 
salt,  which  must  be  added  as  soon  as  the  white  flat  crystals  of  sub- 
chloride of  copper  appear  on  the  mouth  of  the  pipes  leading  to  the 
boxes  containing  the  granulated  copper.  The  formation  of  the  yellow 
salt  explains  why  in  summer,  when  no  glaubersalt  is  formed,  a  loss  of 
6  lbs.  of  salt  to  100  lbs.  of  speiss  powder  is  endured.  The  above  double 
salt  is  not  perfectly  decomposed  by  washing  the  speiss  powders  with 
hot  water,  and  soda  remains  in  them.     In  winter,  when  the  lye,  after 
the  precipitation  of  the  copper,  is  brought  into  a  cold  room,  glau- 
bersalt crystallizes,  and  it  contains  ferrous  chloride,  which  changes 
to  ferric  chloride.     Twice  every  week  the  copper  is  taken  from  the 
precipitating  apparatus,  the  iron  brushed  off*,  to  remove  the  carbonous 
matter,  washed  by  water  and  put  back  to  its  place.   The  cement  cop- 
per is  washed  by  water,  to  separate  the  basic  iron  salts  which  the  cop- 
per always  contains.  The  residues,  after  being  exhausted  in  this  man- 
ner, contain  yet  6  to  8  per  cent,  of  copper.    The  resulting  cement 
copper  is  melted  in  the  spleiss  furnace  by  addition  of  Bome  upper 
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mattes,  and,  after  they  got  Bpleissed  and  cold,  pat  anew  in  the  spleiss 
famace,  and  refined  in  the  ordinary  way.  In  this  manner  copper  of 
first  quality  is  produced.  When  the  residues,  for  the  purpose  of  ob- 
taining the  copper  from  them,  are  roasted  once  more  under  addition 
of  10  per  cent,  of  poor  matte,  and  extracted  as  above,  the  precipitated 
copper  has  a  more  black  color,  the  refined  and  toughened  copper  was 
falling  to  pieces.   By  forging  under  the  hammer  the  composition  ' 


Hefined  and  Toughened  Copper  from  the  Second  Eztraciion  of  the  Speise  from  Re- 
fining  Slags,  Falling  to  pieces,  Hammered  Cold,  Analysis  hy  the  Wet  Way^  Ca  by 
Loss. 

Sb 0-588 

Ni 0-288 

Cu 99178 

100000 
Black  Copper  from  ike  Refining  Slags  (Ahzugen)  of  this  Copper,  (Crucible  Orain,) 
Falling  to  pieces,  Hammered  Cold,  Analysis  by  the  Wet  Way,    Cu  by  Loss, 

Ni 2-87 

Sb 4-10 

Cu 98-08 

100-00 

From  both  of  these  analyses  it  is  evident  that  the  bad  qualities  of 
this  copper  are  produced  by  an  amount  of  nickel  of  not  quite  0*8  per 
cent.,  by  the  combination  of  this  nickel  with  antimony  ;  while  in  the 
refined  and  toughened  copper  from  amalgamation  remains  1*01  per 
cent,  of  antimony,  and  in  the  copper  from  the  refining  slags,  (abzugs- 
kupfer,)  which  is  perfectly  fit  for  a  great  many  purposes,  and  even  in 
demand,  is  1*67  per  cent,  of  antimony.  It  amounts  in  the  copper  of 
the  second  extraction  to  0*533  per  cent.  only.  The  lye  contains  co- 
balt, (I  succeeded  to  isolate  it;)  therefore  first  the  silver,  then  copper, 
next  the  nickel,  and  finally  the  cobalt  are  dissolved  by  the  lye,  and 
again  they  are  in  the  order,  Ag,  Ou,  Ni,  Co,  precipitated  by  the  iron, 
the  two  last,  perhaps,  in  combination  with  antimony.  The  last  6  to  8 
per  cent,  of  copper  are  difficult  to  extract,  and  the  resulting  copper, 
as  shown  abore,  has  such  bad  qualities  that  it  neither  can  be  sold,  nor 
mixed  with  the  other,  because  it  spoils  that,  too;  therefore  to  obtain 
the  copper  from  these  residues,  it  is  necessary  to  melt  them  with  py- 
rites, separate  the  antimony  as  metal,  and  to  transfer  the  copper  into 
matte.  Such  mattes  are  very  poor.  They  contain  only  5  to  8  per 
cent,  of  copper.  They  are  roasted  in  7  to  8  fires  and  added  to  other 
processes,  as  mentioned  above.  The  speiss  thus  produced  has  the  com- 
position— 

Crude  Antimony  Metal  from  the  Residues  of  the  Extraction  of  the  Speiss  from  Rc" 
fining  Slags ;  Gray,  Fine  Grained,  Ptoduoed  July,  1862.  Analysis  by  the  Wet 
Way,  Co.  and  Ni,  Separated  before  the  Blow-pipe, 

Cu 18-20 

Pe 18-68 

S 8  33 

Sb 67-46 

Co 100 

Ni 100 

^       99-66 
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The  mtme,  produced  Februaty,  1868 ;   WhiUt  toith  Reflecting  Surfaeee.  Assay  before 

the  Blow-pipe. 

Cu 6-8 

Fe 4  5 

S 20 

Sb 84-7 

Co 0-6 

Ni 1-4 

1000 
The  progress  made  in  the  manufacture  of  tbe  crude  antimony  metal 
is  evident  from  these  analyses.    While  the  first  produced  contained 
13-68  per  cent,  of  Fe,  the  quantity  of  it  in  the  second  was  only  4*8  per 
cent.,  and  the  copper  has  fallen  from  13'2  per  cent,  to  6*8  per  cent. 

The  residues  from  the  extraction  of  the  speiss  amount  to  130  to  140 
per  cent,  of  it,  (dry  weight.)  By  the  melting  of  them  with  60  percent, 
of  kies,  (pyrites,)  not  only  a  great  quantity  of  charcoal  is  used,  to  re- 
dace  the  oxides ;  but  iron  is  introduced  in  the  melting  process,  too, 
(precipitating  iron  and  pyrites  together  almost  the  weight  of  the 
speiss,)  so  that  in  some  cases  it  was  necessary  to  use  pure  quartz,  in 
want  of  poor  quartzy  ores.  From  both  causes  it  is  cheaper  to  melt  the 
abzugsspeisse  (speiss  from  refining  slags)  with  pyrites,  as  stated  above, 
and  treat  the  produced  mattes,  as  will  be  shown  in  the  description  of 
the  processes  of  the  Phbnixhutte. 


On  Ifational  Standards  for  G-a%  Measurement  and  Cfae-meters. 
By  Gborgb  Glovbr,  Esq. 

Wnm  the  London  Journal  of  the  Society  of  Arte,  No.  424. 
(Continued  from  page  128.) 

The  dry  gas-meter  has  been  brought  to  its  present  condition  of  ex- 
cellence by  successive  stages.  The  essential  improvements,  invented 
by  Mr.  William  Richards,  and  patented  by  Messrs.  CroU  and  Rich- 
ards in  1844,  consisted  in  the  introduction  of  the  diaphragm  and  the 
direct  action  of  the  disk.  The  theoretical  accuracy  of  the  principles, 
which  the  invention  of  Mr.  Richards  involved,  time  and  experience 
have  fully  established.  The  patentees,  however,  failed  to  reduce  those 
principles  to  practice  in  producing  a  good  and  durable  instrument,  and 
they  abandoned  its  manufacture.  Mr.  CroU  having  secured  the  patent, 
Mr.  Thomas  Glover,  in  1845,  commenced  the  manufacture  of  the  me- 
ter, as  Groll  &  Glover's  patent  dry  gas-meter,  and  ultimately  he 
manufactured  it  as  his  own,  having  from  time  to  time  introduced  such 
improvements  on  the  meter  as  experience  pointed  out  to  be  necessary 
to  render  it  a  reliable  gas-meter.  To  him  belongs  the  merit  of  having 
imparted  to  Mr.  Richards'  invention  a  real  and  practical  value  by  the 
production  of  a  correct  and  durable  instrument. 

And  here  I  may  be  allowed  to  refer  to  certain  improvements  made 
in  the  dry  gas-meter  by  myself.  The  meter  of  Messrs.  George  Glover 
&  Co.  has  a  large  and  distinct  dial,  which  shows  at  a  glance  the 
number  of  cubic  feet  of  gas  passed,  the  number  of  the  meter's  capa- 
city p|r  hour  and  per  revolution,  and  the  marks  of  identity,  all  of 
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'which  the  ^^  Sales  of  Qas  Act"  requires,  the  maker's  name,  and  the 
date  of  the  manufactare.  These  points  of  information  are  inscribed  on 
an  enamelled  dial  in  legible  and  indellible  characters ;  and  they  are 
necessary  for  reference,  especially  irhen  disputes  arise  between  buyer 
and  seller,  in  which  case  the  marks  of  identityand  capacity  are  es- 
sential. These  should  not  be  entrusted  to  flimsy  badges  of  thin  metallic 
substances,  which  become  tarnished  and  illigible,  accidentally  fall  off, 
and  can  easily  be  transposed  for  fraudulent  purposes. 

A  slot  is  introduced  in  our  manufacture,  and  a  pin  which  connects 
the  valve  and  valve-rod.  This  facilitates  the  adjustment  of  the  two 
sets  of  valves  necessary  to  the  uniform  flow  of  gas,  without  which  steady 
lights  cannot  be  obtained.  The  attempt  to  adjust  the  position  of  the 
valve-pin  by  giving  a  curvature  to  the  valve-arm  is  very  objection- 
able. The  valve-arm  has  to  be  made  soft,  so  as  to  admit  of  this  finger 
and  thumb  adjustment,  its  protracted  immersion  in  gas  rendering  it 
still  softer.  The  result  is  that  the  rod  becomes  more  or  less  curved  dur- 
ing the  action  of  the  meter  as  it  transmits  force,  in  the  direction  of  its 
length,  as  a  thrust  or  as  a  pull  alternately. 

Another  improvement  I  have  efiected  is  the  introduction  of  a  slot 
in  the  tangent  of  the  meter,  and  the  placing  a  shoulder  or  rest  on  the 
tangent  pin,  the  flat  surface  of  which  rests  on  the  upper  surface  of  the 
tangent.  The  pin  is  secured  in  its  place  by  a  screw  from  below,  the 
flattened  head  of  which  fixes  it  firmly  at  any  desired  point  of  the  slot. 
This  arrangement  keeps  the  pin  in  a  perfectly  vertical  position,  and 
admits  of  the  meter  being  registered  with  care  and  precision.  To  se- 
cure uniformity  we  stamp  the  cases  and  internal  parts  of  our  meters. 
This  we  do  by  steam  power,  and  we  are  thereby  enabled  to  effect  a 
saving  in  their  production. 

To  reduce  to  practice  the  idea  of  a  machine  for  the  accurate  measure- 
ment and  correct  registration  of  gas  the  experience  of  half  a  century 
has  shown  to  be  no  easy  problem.  The  construction  of  a  good  and 
durable  dry  gas-meter  involves  a  multiplicity  of  chemical  and  mechani* 
cal  considerations,  to  each  of  which  its  due  weight  must  be  assigned. 

As  I,  said,  when  speaking  of  the  standards,  a  subtle,  invisible,  elas- 
tic, aeriform  body,  very  complex  in  its  chemical  constitution,  suscep- 
tible of  change  in  condition  and  volume  from  slight  variations  in  tem- 
perature and  pressure,  has  to  be  accurately  measured,  and  the  result 
of  that  measurement  must  be  accurately  recorded.  The  instrument 
must  be  self-acting,  and  must  act  in  a  closed  chamber,  continuously 
or  at  intervals,  requiring  no  adjustment  or  interference  of  any  kind. 
All  its  parts  which  come  in  contact  with  gas  must  be  made  of  anti- 
corrosive  metal ;  while  the  materials,  forms,  and  combinations  of  its 
different  parts  must  be  so  arranged  and  so  adapted  to  each  other  that, 
when  put  together  as  a  whole,  it  shall  work  easily,  steadily,  and  cor- 
rectly. 

Many  have  a  strong  prejudice  against  using  leather  in  dry  gas-me- 
ters. This  prejudice  is  well-founded  when  the  leather  is  not  properly 
prepared  for  gas,  or  when  it  is  used  as  a  hinge  for  the  doors  of  the 
measuring  chambers  in  meters  of  oblique  action,  when  it  is  liable  to 
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give  way.  Bat  when  it  ia  properly  prepared  for  the  reception  of  gas, 
which  contains  carbolic  acid  or  creosote — an  excellent  antiseptic  for 
animal  texture— ^nd  its  flexibility  is  used  to  a  limited  extent,  it  will 
remain  sound  and  pliable  for  any  length  of  time.  The  dry  gas-meter, 
in  fact,  obviates,  I  respectfully  submit,  all  the  objections  to  the  wet 
meter.  I  may  be  allowed  to  state  seriatim  its  different  points  of  supe- 
riority. 

1.  It  measures  accurately,  and  does  not  vary  in  its  registration. 

2.  It  does  not  cause  jumping,  or  sudden  extinction  of  the  lights, 
the  former  a  common  source  of  annoyance,  the  latter  not  free  from 
daneer,  especially  in  large  assemblies,  and  on  railway  lines  where  sig- 
nal Tights  are  used. 

8.  It  does  not  require  to  be  opened  that  water  may  be  put  into  it ; 
thus  escape  of  gas  from  the  plugs  being  carelessly  left  open,  always 
offensive,  and  occasionally  producing  explosions,  are  averted. 

4.  It  cannot  be  tampered  with  without  showing  distinct  evidence  of 
having  been  so ;  and  it  is  thus  free  from  the  many  temptations  and 
facilities  to  fraud  which  are  characteristic  of  the  wet  meter. 

5.  It  does  not  allow  the  gas  to  pass  without  being  registered,  a 
source  of  much  greater  loss  to  companies  than  is  commonly  supposed, 
and  which  is  caused  by  the  water-level  falling  to  a  point  at  which  the 
gas  passes  unregistered. 

6.  The  frequent  supply  of  water  now  rendered  necessary  by  the 
small  range  of  error  allowed  by  the  ^^  Sales  of  Gas  Act,"  the  vigilant 
attention  required  to  prevent  fraud,  and  to  ascertain  when  the  gas  is 
passing  unregistered,  need  three  times  the  number  of  inspectors  re* 
quisite  where  dry  meters  are  used ;  whilst  in  testing  meters  the  ex- 
pense of  inspectors  and  instruments  is  three  times  as  great  with  the 
wet  as  with  the  dry  meter,  which  thus  effects  a  great  saving  to  gas 
companies  and  to  local  authorities. 

7.  The  dry  meter  does  not  require  to  be  placed  in  the  basement  or 
lower  part  of  the  house,  but  may  be  pat  anywhere.  The  attempt  with 
vret  meters  to  prevent  jumping  of  the  lights  by  giving  all  the  pipes  a 
gradual  ascent  to  the  meter,  so  as  to  admit  of  the  water  trickling^ back 
into  it,  besides  being  impracticable,  is  expensive  and  detrimental  to 
house  property. 

8.  The  dry  meter  works  with  less  pressure  than  the  wet.  Not  only 
is  a  saving  of  gas  thus  affected,  but  in  large  cities  where,  daring  the 
winter  season,  dense  fogs  occur,  the  low  pressure  in  the  mains  during 
the  day  is  not  adequate  to  move  the  wet  meters  so  as  to  supply  enough 
of  gas  for  the  burners,  and  only  small  smokey  flames  can  be  obtained 
from  them,  but  with  the  dry  meter  under  all  these  circumstances  there 
is  su£5ciency  of  light.   Thus  interruptions  to  business  are  averted. 

9.  The  action  of  the  dry  meter  cannot,  like  that  of  the  wet,  be  ar- 
rested by  frost,  causing  total  extinction  of  the  lights.  This  makes  tne 
dry  meter  especially  advantageous  on  railway  lines,  precluding,  as  it 
does,  the  neoessity  of  keeping  up  fires  near  the  meter  during  a  severe 
and  protracted  frost.  This  applies  with  peculiar  force  to  countries 
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'where  the  cold  is  intense,  and  where  the  evil  is  attempted  to  be  com- 
bated by  patting  spirits  or  glycerine  into  the  meter. 

10.  Made  of  anti-corrosive  metal,  and  not  subject  to  "the  corrosire 
power  of  the  chemical  constituents  of  coal-gas  and  water,  the  dry  me- 
ter is  a  much  more  durable  instrument  than  the  wet. 

Goal-gas,  like  water,  has  become  a  necessary  of  life.  It  is  so,  more 
especially  in  large  towns.  Its  superiority  over  all  other  materials  for 
producing  light  is  acknowledged,  and  the  general  and  persistent  de- 
mand of  the  public  for  gas  at  a  lower  price,  and  of  higher  illuminating 
power,  has  induced  gas  companies  again  and  again  to  lower  its 
price  ;  some  to  a  point  at  which  it  is  vain  to  expect  profit  so  long  as 
a  loose  system  of  measurement  prevails,  and  one-fourth  or  one-fifth 
part  of  the  whole  quantity  produced  is  allowed  to  go  to  waste,  and  is 
not  paid  for.  Coal  is  becoming  dearer  ;  labor  more  expensiTe.  And 
the  question  arises — How  are  dividends  to  be  maintained  or  improved 
and  the  enormous  capital  sunk  in  gas  properly  protected  ?  The  coal 
cannot  be  made  to  produce  more  gas.  Improvements  and  economy  in 
its  manufacture  and  distribution  have  nearly  reached  their  limit 
The  pipes  now  are  more  solid  than  they  used  to  be,  while  their  in- 
creased size  has  enabled  the  companies  to  distribute  their  gas  at  a  lower 
pressure.  The  joints,  services,  and  fittings  have  been  rendered  mock 
sounder  and  more  perfect,  so  that,  in  gas-works  which  are  properly 
managed,  the  actual  loss  by  leakage  is  probably  less  than  five  per 
cent.  And  it  is  daily  becoming  more  apparent  that,  if  gas  is  to  be 
produced  at  a  remunerative  rate,  the  present  loose  system  of  measure- 
ment must  cease,  and  imperfect  meters  must  give  place  to  others  which 
are  reliable. 

Mr.  Alex.  Mclvor  said  they  were  all  indebted  to  Mr.  Glover  for 
his  able  paper,  and  he  had  no  doubt  scientific  men  would  admit  that 
he  had  done  them  service,  as  well  as  the  proprietors  and  managers  of 
gas-works,  in  drawing  attention  to  the  subject  of  gas  measurement 
it  had  hitherto  been  a  matter  of  great  difficulty  to  find  the  means  of 
accurately  measuring  gas,  and  this  was  only  to  be  arrived  at  by  the 
most  delicate  and  carefully  constructed  apparatus.  It  must  be  admit- 
ted that  great  success  had  attended  Mr.  Glover's  labors,  for  he  had 
given  a  degree  of  accuracy  and  precision  to  the  art  of  gas  measuring 
which  was  previously  unknown.  The  gasometers  previously  in  use  for 
testing  meters  were  most  imperfect  and  unsatisfactory,  and  presented 
a  great  many  difficulties  to  gas  managers.  He  had  been  shown  by  one 
manager  a  gasometer  which  he  employed  for  this  purpose,  consisting 
simply  of  a  bell  suspended  by  a  string  over  a  pally.  It  was  painted 
green,  and  when  pulled  out  of  the  water  it  was  covered  with  wet.  It  was 
unnecessary  to  point  out  how  imperfect  such  a  measuring  instrument 
as.  that  must  be.  It  was  to  be  regretted  that  many  gas  managers  were 
but  slightly  acquainted  with  the  nature  of  the  process  they  carried  on. 
Until  they  got  suitable  instruments,  however,  it  could  in  no  case  be 
expected  that  they  would  do  the  work  properly.  The  perfection  to 
wmok  the  art  of  cas  making  and  distribution  was  now  brouglU  reflected 
great  credit  on  the  country,  and  the  importance  of  the  msaiifactiire 
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night  be  estimated  by  the  fact  that  the  consumption  of  gas  in  this 
kingdom  amounted  to  .£6,000,000  sterling  annually. 

Mr.  Chaney  said,  as  an  oflScer  of  the  Exchequer,  he  begged  to  thank 
Mr.  Glover  for  his  valuable  paper.  He  wished  at  the  same  time  to  re- 
mind the  meeting  how  much  they  were  indebted  to  Professor  Airey, 
whose  name  had  been  so  prominently  mentioned  in  the  paper,  for  his 
labors  on  this  subject.  He  had  devoted  much  of  his  valuable  time^ 
for  a  period  of  thirty  years,  to  the  restoration  and  preservation  of  our 
standard  weights  and  measures.  They  were  also  indebted  to  Mr. 
George  Lowe,  a  famous  gas  engineer,  for  the  introduction  of  the  deci- 
mal system  in  gas  measurement;  and  to  Dr.  Frankland,  for  his  valu- 
able investigations  into  the  chemical  and  physical  constitution  of  gas. 

Mr.  E.  H.  Thorroan  regretted  that  no  manufacturer  of  wet  meters 
had  risen  in  their  defence.  He  could  not  quite  agree  with  the  sweep- 
ing condemnation  that  had  been  passed  upon  those 'instruments.  It 
was  a  long  time  before  he  became  a  convert  to  dry  meters.  He  knew 
that  the  public  would  now,  if  possible,  have  dry  meters,  but  he  thought 
the  complaints  against  wet  meters  were  more  than  experience  und 
practice  justified.  He  believed  that  the  bad  cases  of  error  that  had 
been  brought  forward  were  quite  exceptional,  and  he  regards  the  wet 
meter  as  being  very  beautiful  in  its  mechanical  operation,  and  in  every 
way  worthy  of  the  support  of  the  gas  companies. 

Mr.  C.  F.  T.  Young  considered  that  the  defects  of  the  wet  meter 
had  not  been  dwelt  upon  too  strongly,  as  they  immediately  became 
manifest  on  inspecting  one  which  had  been  a  long  time  in  use.  There 
waa  a  constant  antagonism  going  on  between  the  materials-^iron  and 
brass— of  which  the  mechanical  portion  of  the  instrument  was  formed, 
and  the  water  in  which  it  worked,  and  destruction  of  the  parts  neces- 
sarily ensued.  When  they  reflected  upon  the  fact  that  so  small  a  dif- 
ference of  level  in  the  water  as  a  quarter  of  an  inch  very  materially 
affected  the  discharge  of  the  gas  from  the  meter,  it  would  be  seen  how 
important  it  was,  both  to  the  consumer  and  the  manufacturer,  that  an 
iDStmment  not  liable  to  such  imperfections  should  be  employed.  He 
had  heard  it  asserted  by  persons  well  informed  on  the  subject,  that 
wet  meters  had  even  been  found  to  register  incorrectly  to  the  extent 
of  60  per  cent.  In  the  cases  of  86  meters,  taken  indiscriminately,  the 
register  was  found  to  be  invariably  inporrect,  being  in  «ome  cases 
against  the  consumer,  and  in  others  against  the  gas  company.  The 
dry  meter  certainly  removed  many  af  the  objections  which  attached 
to  the  wet  meter,  and  which  were  inherent  to  the  principle  on  which 
it  was  constructed,  and  in  his  opinion  the  former  was  certainly  much 
to  be  preferred. 

Mr.  F.  W.  Hartley  said  he  stood  there  as  an  impartial  individual, 
inaamooh  as  he  was  interested  in  the  manufacture  of  both  wet  and  dry 
meters.  He  admitted  the  truth  of  Mr.  Glover's  observations,  but  with 
90me  limitation.  They  were  led  to  believe  that  the  wet  meter  as  now 
made  was  liable  to  grave  and  serious  errors,  both  against  the  manu- 
factarer  and  the  oonsumen  He  thought  that  could  hardly  be  the  case. 
The  tilti&g  of  the  meter  in  the  way  deseribed  by  Mr.  Glover  could 
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hardly  be  carried  on  to  any  considerable  extent  withoot  being  detected 
by  the  inspecting  officer  of  the  company,  on  the  one  hand,  or  by  the 
consumer  on  the  other.  The  variation  in  the  level  of  the  water  vaa 
permitted  to  the  extent  of  5  per  cent.— 2  per  cent,  against  the  coQ' 
samer  and  8  per  cent,  against  the  company.  Protection  was  given  to 
the  consumer  by  a  self-acting  arrangement  which  shut  off  the  supply 
as  soon  as  the  point  was  reached,  which  gave  a  register  of  8  per  cent 
in  favor  of  the  company.  He  had  inspected  many  hundreds  of  wet 
meters,  but  had  never  found  such  a  variation  as  had  been  mentioned 
in  the  paper.  As  to  the  question  of  pressure,  he  denied  that  it  had 
any  effect  upon  the  registration  of  the  meter  unless  in  connexion  with 
increased  speed  of  the  measuring  wheel.  This,  indeed,  he  had  tested, 
for  some  years  ago  he  had  occasion  to  make  experiments  on  this  point, 
and  he  found  that  working  a  meter  at  something  like  one-tenth  of  its 
speed,  and  trying  it  up  to  five  times  the  proper  speed,  only  effected  a 
variation  of  two  to  three  per  cent.  Evaporation  was  an  objection 
which  told  most  against  the  wet  meter,  and  was  one  on  which  its  op- 
ponents dwelt  very  strongly,  and  there  certainly  was  inconvenience 
from  this  at  times.  It  was  stated  that  the  combination  of  different 
metals  introduced  into  wet  meters  tended  to  rapid  destruction  ;  bat 
they  had  practical  evidence  of  the  long  duration  of  these  meters.  If 
there  was  that  violent  galvanic  action  which  had  been  referred  to,  the 
meters  would  long  since  have  been  destroyed,  and  would  have  gone 
out  of  use,  because  the  public  would  have  found  them  not  durable.  He 
therefore  thought  they  were  justified  in  assuming  that  the  wet  meter 
was  not  so  disadvantageous  as  it  had  been  represented  to  be.  Mr. 
Glover  WAS  mistaken  in  supposing  that  all  gas-holders  were  measured 
by  the  transferrer  previous  to  the  passing  of  the  Sales  of  Gii»  Act. 
He  knew  that  at  the  present  time  there  were  gas-holders  that  bad  been 
graduated  by  the  exact  weight  of  water  previously  to  the  passing  of 
that  act ;  and  nothing  could  be  more  accurate.  There  was  less  differ- 
ence between  them  and  the  Exchequer  standards  than  was  permitted 
by  the  Act.  He  had  nothing  to  say  against  the  dry  meter,  but  he  be- 
lieved that  both  that  and  the  wet  instrument  were  capable,  if  fairly 
used,  of  doing  equal  justice  to  the  consumer  and  the  company.  If  a 
wet  meter  were  tilted  in  an  unfair  manner,  they  could  not  expect  it  to 
rdgister  correctly.  It  was  as  absurd  to  expect  this  as  to  place  a  clock 
on  a  shelf  out  of  level  and  expect  the  pendulum  to  act. 

Mr.  Defries,  as  a  manufacturer  of  meters  with  an  angular  motion,JQS- 
tified  that  form  of  construction,  on  the  ground  that  it  did  not  carry 
condensation,  but  threw  off  the  condensed  matter,  and  deposited  it  at 
the  base  of  the  meter,  where  it  could  always  he  drawn  off  without  dis- 
turbing the  meter  itself.  The  notion  that  the  leather  of  the  diaphragm 
was  injuriously  affected  by  the  action  of  the  gas  upon  it  was,  he  said, 
entirely  erroneous. 

Mr.  Bishop,  speaking  only  in  the  character  of  a  gas  consume,  ex- 
preFtel  himself  decidedly  in  favor  of  the  dry  meter. 

The  Chairman  would  now  ask  the  meeting  to  accord  their  thanks 
to  Mr.  Glover  for  the  very  interesting  paper  he  had  read,  and  in  doing 
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W)  he  woold  for  a  moment  consider  the  position  in  which  this  question 
had  been  placed  before  them.  He  took  exception  to  one  or  two  re- 
marks made  in  the  paper :  Fir^t,  as  to  the  duty  of  the  government 
in  matters  of  this  kind  ;  and,  in  the  next  place,  the  statement  that  gas- 
works were  not  a  nuisance  to  neighborhoods  in  which  they  were  placed. 
As  to  the  duty  of  the  government,  he  dissented  entirely  from  the  view 
that  It  was  the  function  of  government  to  interfere  with  manufac- 
turers of  any  kind,  whether  gas-meters  or  anything  else.  It  devolved 
upon  the  consumer  to  look  after  his  own  interests  and  to  employ  that 
meter  which  he  believed  to  be  most  just,  both  to  himself  and  to  the 
gas  company. 

Mr.  Glover  explained  that  he  had  not  advocated  that  the  govern- 
ment should  interfere  with  manufacture,  but  should  merely  give  every 
facility  for  the  production  of  gas,  as  conducing  to  the  public  welfare. 
He  entirely  concurred  in  the  views  expressed  by  the  Chairman  as  to 
the  importance  of  the  non-interference  of  government  with  trade  or 
manufacture. 

The  Chairman,  having  quoted  the  paragraph  of  the  paper  which 
had  prompted  his  remark,  went  on  to  say,  he  did  not  hold  it  was  the 
duty  of  the  government  to  interfere  with  manufactures  in  any  way, 
and  he  did  not  know  how  they  could  "  protect  or  encourage"  without 
some  sort  of  interference.  He  believed  the  real  interests  of  commerce 
and  of  the  progress  of  invention  in  this  country  were  dependent  upon 
the  fullest  and  most  unfettered  employment  of  ingenuity  and  capita), 
and  that  government  protection  or  interference  of  any  kind  was  an 
evil.  As  regarded  gas-works,  he  could  not  agree  that  it  was  desir- 
able they  should  be  placed  in  the  centres  of  great  towns.  True,  the 
recent  accident  which  occurred  at  one  of  these  works  might  have  been 
prevented  by  proper  precautions,  but  was  there  any  accident  which 
might  not  have  been  prevented  by  due  and  proper  care  ?  The  question 
was,  Were  not  gas-works  subject  to  special  kinds  of  accidents,  and  in 
the  present  day  ought  such  elements  of  danger  to  be  placed  in  the 
centres  of  large  populations  ?  He  contended  that  the  sooner  such  evils 
could  he  removed,  without  injustice  to  those  who  had  invested  their 
capital  in  them,  the  better.  The  paper  opened  the  question  as  to  which 
was  the  best  instrument  for  measuring  gas  as  it  was  delivered  from  the 
mains  for  the  use  of  the  consumer.  He  thought  the  relative  merits  of 
the  wet  and  dry  meter  depended  upon  this,  Which  of  the  two  instru- 
ments was  composed  of  the  most  durable  materials?  In  the  one  case, 
they  have  metallic  mechanism  working  in  water  impregnated  with 
ammonia,  while  the  other  meter  was  dependent  upon  t1ie  durability 
and  elasticity  of  the  leather  diaphragm.  It  appeared  to  him,  taking 
the  facts  as  they  stood  on  both  sides,  looking  also  at  what  had  fallen 
from  the  speaker,  who  was  a  manufacturer  of  both  kinds  of  meters, 
and  judging  from  experience,  the  evidence  seemed  certainly  to  be  in 
favor  of  the  dry  meter,  as  opposed  to  the  wet,  which  required  a  very 
large  amount  of  attention  to  secure  accurate  working.  Without  con- 
demning the  wet  meter,  which  was  certainly  a  most  ingenious  instru- 
ment, he  thought  that  when  they  looked  at  the  admirable  contriyancea 
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and  beantiful  workmanship  which  were  introduced  into  the  dry  meter! 
on  the  table  before  them,  they  must  incline  to  the  opinion  that  more 
permanent  accuracy  could  be  obtained  by  the  latter  instrument.  lie 
was  sure  they  would  feel  that  they  were  much  indebted  to  Mr.  Glover 
for  the  manner  in  which  he  had  brought  this  subject  under  the  notice 
of  the  Society,  and  he  begged  to  propose  a  cordial  vote  of  thanks  to 
that  gentleman  for  his  paper. 

The  vote  of  thanks  was  unanimously  passed. 

Mr.  Glover,  in  acknowledging  the  compliment,  observed  that  he 
thought  nothing  had  been  said  in  the  discussion  to  invalidate  the  stat^-' 
ments  made  in  his  paper. 


Measures  of  Lengthy  Capacity^  and  Weight. 
Among  the  important  acts  passed  at  the  last  session  of  the  Congress 
of  the  United  States,  there  are  three  to  which  we  wish  to  call  the 
attention  of  our  readers,  in  consequence  of  their  great  importance  to 
the  commerce  and  industry  of  our  country.  One  of  the  earliest  efforts 
of  our  government,  after  the  establishment  of  our  independence,  was 
to  draw  closer  the  bonds  of  union  between  different  civilized  nations^ 
by  bringing  about  the  use  of  common  standards  for  all  purposes  of 
international  intercourse.  The  attention  of  Mr.  Jefferson,  as  Secretary 
of  State,  was,  at  an  early  period,  directed  to  this  object,  and  it  may 
be  said  that  from  that  time  to  this  our  government  has  never  lost  sight 
of  this  object,  and  never  ceased  to  labor  for  its  accomplishment.  The 
bold  and  successful  adoption,  by  the  French  revolutionary  government, 
of  a  new  and  rational  set  of  measures,  which  were  all  connected  to* 
gether,  and  subjected  to  the  simple  decimal  system  of  division,  although 
it  appeared  at  first  to  increase  the  existing  confusion  by  adding  one 
more  to  the  numerous  systems  in  use,  yet  in  reality  first  rendered  uni- 
formity practicable  by  presenting  a  system,  which,  although  probably 
not  the  best  possible  in  conception,  was  still  far  superior  to  any  in  use: 
aind  this  movement  has  resulted  in  the  gradual  ndoption  of  the  metrical 
system  by  many  of  the  European  nations,  and  its  legal  recognition  and 
toleration  by  almost  all.  Perhaps  the  reluctance  to  adopt  this  systan 
in  this  country  arose  as  much  from  the  American  tendency  to  the  best 
possible,  88  to  the  fact  that  our  chief  intercourse  was  with  England, 
which,  with  characteristic  obstinacy,  held  out  against  any  change  of 
her  onerous  and  absurd  collection  of  standards.  When,  therefore,  the 
English  Parliament  yielded  and  legalized,  in  the  British  dominions, 
the  French  metrical  system,  we,  on  this  side  of  the  Atlantic,  were  com- 
pelled to  follow ;  because  it  has  become  evident  that,  whatever  theo- 
retical advantages  other  systems  may  have,  the  metrieal  system  is  the 
best  one  whose  general  adoption  is  possible.  In  view  of  this  the  United 
States  Congress,  at  its  last  session,  passed  a  series  of  Acts,  the  inten- 
tion and  result  of  which  is  to  legalize  the  use  of  the  French  metrical 
system  in  this  country,  and  to  establish  the  ratios  for  the  conversion 
of  our  ordinary  standards  into  the  French,  and  vice  versa.  We  give 
these  Acta  in  full,  on  account  of  their  importance,  and  ahall^  in  a 
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fature  number,  give  a  series  of  tables  for  the  conyersion  of  one  set  into 
the  other,  which  we  hope  our  readers  will  find  useful  to  them. 

Joint  Resolution 
To  enable  the  Secretary  of  the  Treasury  to  furnish  to  each  State  one 

set  of  the  standard  weights  and  measures  of  the  metric  system. 

Be  it  resolved  by  the  Senate  and  Mouse  of  Representatives  of  the 
United  States  of  America  in  Congress  assembled^  That  the'  Secretary 
of  the  Treasury  be,  and  he  is  hereby,  authorized  and  directed  to  fur- 
nish to  each  State,  to  be  delivered  to  the  Governor  thereof,  one  set  of 
the  standard  weights  and  measures  of  the  metric  system  for  the  use  of 
the  States,  respectively.  — 

An  Act 
To  authorize  the  use  in  post  offices  of  weights  of  the  denomination  of 

grams. 

Be  it  enacted  by  the  Senate  and  House  of  Bepresentatives  of  the 
United  States  of  America  in  Congress  assembled^  That  the  Postmaster- 
General  be,  and  he  is  hereby,  authorized  and  directed  to  furnish  to 
the  post  offices  exchanging  mails  with  foreign  countries,  and  to  such 
other  offices  as  he  shall  think  expedient,  postal  balances  denominated 
in  grams  of  the  metric  system ;  and,  until  otherwise  provided  by  law, 
one-half  ouDce  avoirdupois  shall  be  deemed  and  taken  for  postal  pur- 
poses as  the  equivalent  of  fifteen  grams  of  the  metric  weights,  and  so- 
adopted  in  progression ;  and  the  rates  of  postage  shall  be  applied  ac* 
cordingly.  — 

An  Act 
To  authorize  the  use  of  the  metric  system  of  weights  and  measures;- 

Be  it  enacted  by  the  Senate  and  House  of  Representatives  of  the 
United  States  of  America  in  Congress  assembled^  That  from  and  after 
the  passage  of  this  Act  it  shall  be  lawful  throughout  the  United  States 
of  America  to  employ  the  weights  and  measures  of  the  metric  system ; 
and  no  contract  or  dealing,  or  pleading  in  any  courts  shall  be  deemed 
invalid  or  liable  to  objection  because  the  weights  or  measures  expressed 
or  referred  to  therein  are  weights  or  measures  of  the  metric  system. 

Sbo.  2.  And  be  it  further  enacted.  That  the  tables  in  the  schedule 
hereto  annexed  shall  be  recognised  in  the  construction,  of  contracts, 
and  in  all  legal  proceedings,  as  establishing,  in  terms  of  the  weights 
and  measures  now  in  use  in  the  United  States,  the  equivalents  of  the 
weights  and  measures  expressed  therein^  in  terms  of  the  metric  sys- 
tem ;  and  said  tables  may  be  lawfully  used  for  computing,  determin- 
ing, and  expressing  in  customary  weights  and  measures  the  weights 
and  measures  of  the  metric  systeuK 

Measures  of  Surface, 


Metric  denominations  and  values. 

Hectare 10,000  gquare  meters. 

Are 100  square  meters. 

2-471  acres. 
119-6  square  yards. 
1660  square  inches. 

Centare -           1  square  metre. 
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Metric  denominations  and  values. 


Myriameter. 
Kilometer.... 
Hectometer.. 
Dekameter. . 

Meter 

Decimeter.... 
Centimeter .. 
Millimeter... 


10,000  meters. 

1,000  meters. 

100  meters. 

10  meters. 

1  meter. 

f  of  a  meter. 

J  of  a  meter. 

ToW<>^*^"*«ter. 


tU^ 


Equivalents  in  denominations  in  use. 


6-2137  miles. 

0*62187  miles,  or  8280  feet  10  inches. 
828  feet  1  inch. 
893-7  inches. 
89-87  inches. 

8-987  inches. 

0-8987  inch. 

00894  inch. 


WeiffhU, 


METMC  DKNOMIWATIOlfS  AMTD  VALUM. 

BQUIVALZKTS IN 

DENOMINATIONS 

INU81B. 

Names. 

Number  of 
grams. 

Weight  of  what  quantity 

of  water  at  maximum 

density. 

Avoirdupois  wt 

Millier,  or  tonneau . 
Quintal 

1,000,000 

100,000 

10,000 

1,000 

100 

10 

ToUJS 

1  cubic  meter 

2204  6  pounds. 
220-46  pounds. 
22  046  pounds. 

2-2046  pounds. 

8-5274  ounces. 

0  8527  ounce. 
16-482  grains. 

1-5432  grains. 

0-1543  grain. 

0-0154  grain. 

1  hectoliter 

Myriagram 

10  litew 

Kilogram,  or  kilo... 
Hectogram 

1  liter 

1  deciliter     ,  .   . 

Dekagram 

10  cubic  centimeters 

1  cubic  centimeter 

^  of  a  cubic  centimeter., 
to  cubic  millimeters 

1  cubic  millimeter 

Oram 

Decigram. , ...... ...... 

Centigram 

Milligram 

Recent  Progress  in  the  History  of  proposed  Substitutes  for  Gunpowder. 
By  Pbof.  F.  a.  Abel,  F.R.S.,  V.  R  C.  S.,  Chemist  to  the  War 
Department. 

Yrom  the  London  Ghemteal  Newi,  No.  844.  * 

The  changes  which  have  been  effected  in  the  composition  of  gun- 
powder, since  its  first  application  as  a  propelling  agent,  have  been 
limited  to  small  variations  in  the  proportions  of  its  constituents.  But 
tho  modifications  which  have  from  time  to  time  been  introduced  into 
the  details  of  manufacture,  e.jr.,  the  preparation  of  the  ingredients, 
their  incorporation,  and  the  conversion  of  the  mixture  into  compact 
masses  (grains,  &c.)  of  different  size  and  density,  have  been  sufficiently 
important  and  successful  to  secure  the  fulfillment  by  gunpowder,  in  a 
more  or  less  efficient  manner,  of  the  very  various  requirements  of  mili- 
tary science  and  of  different  branches  of  industry. 

The  characteristics  of  gunpowder,  as  an  explosive  material  of  per- 
manent character;  the  action  of  which  is  susceptible  of  great  modifioa- 
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tion,  are  mainly  ascribable  to  the  peculiar  properties  of  the  oxidizing 
agent— ^saltpetre.  Frequent  attempts  have  been  made  to  replace  tbia 
constituent  of  gunpowder  by  other  nitrates,  (such  as  those  of  sodium, 
lead,  and  barium ;)  but,  although  materials  suitable  for  blasting  opera- 
tions have  been  thus  prepared,  (such  as  soda-gunpowder,  and  barjtie 
powder,  or  poudre  iaxtfraginej)  all  mixutres  of  this  class  hitherto  pro- 
duced have  exhibited  important  defects,  when  compared  with  gun- 
powder manufactured  for  propelling  purposes. 

The  well-known  oxidizing  agent,  chlorate  of  potash,  which  differs 
from  saltpetre  only  in  containing  chlorine  in  the  place  of  nitrogen,  is 
far  more  energetic  in  its  action  upon  oxidizable  bodies  than  any  of 
the  nitrates.  Thus,  a  mixture  of  chlorate  of  potash  with  charcoal 
alone  deflagrates  as  violently  as  gunpowder,  and  is  far  more  readily 
inflamed  by  percussion  than  the  latter ;  while  a  mixture  analogous  to 
gunpowder,  containing  chlorate  of  potash  in  place  of  saltpetre,  deto- 
nates violently  when  struck  with  moderate  force,  and  acts  far  too  de- 
structively, on  account  of  the  rapidity  of  its  explosion,  to  admit  of  its 
safe  employment  in  fire-arms. 

Many  years  ago,  a  mixture  known  as  German,  or  white,  gunpowder, 
and  consisting  of  chlorate  of  potash,  ferrocyanide  of  potassium,  and 
sugar,  was  proposed  and  tried  without  success  as  a  substitute  fur  gun- 

Eowder ;  and  since  then  many  preparations  of  a  similar  character  have 
een  sugge^sted  for  employment  either  as  blasting  and  mining  agents, 
or  for  use  in  shells,  or  even  for  all  the  purposes  to  which  gunpowder 
is  applied.  The  most  promising  of  these,  claimed  as  discoveries  by 
Mr.  Horsely  and  Br.  Ehrhardt,  are  mixtures  of  chlorate  of  potash  with 
substances  of  permanent  character  and  readily  obtained,  containing 
both  carbon  and  hydrogen,  such  as  tannic  and  gallic  acids,  and  some 
kinds  of  resins.  These  mixtures  are  much  less  violently  detonating 
than  most  of  the  explosive  mixtures  containing  chlorate  of  potash, 
while,  if  well  prepared,  they  are  decidedly  more  powerful  as  explo- 
sives than  gunpowder.  For  blasting  purposes  some  of  these  mixtures 
probably  possess  decided  advantages  over  ordinary  blasting  powder, 
and  possibly  they  may  also  be  susceptible  of  employment  for  sporting 
purposes ;  but  they  are  not  applicable  to  fire-arms  used  for  war  pur- 
poses, because,  in  order  to  ensure  the  requisite  uniformity  of  action, 
the  ingredients  must  be  submitted  to  proper  processes  of  incorporation, 
&e.,  such  as  are  applied  to  the  manufacture  of  gunpowder ;  and  this 
treatment  would  render  the  mixtures  far  more  violent,  and  consequently 
destructive,  in  their  action  upon  fire-arms,  than  if  used  in  the  form  of 
crude  mixtures. 

A  comparatively  very  safe  application  of  chlorate  of  potash  to  the 
production  of  a  substitute  for  gunpowder  was  made  about  six  years 
ago  by  a  German  chemical  manufacturer,  M.  HochstSdter.  Unsised 
(blotting)  paper  was  thoroughly  soaked  in,  and  coated  with,  a  thin 
paste  consisting  of  chlorate  of  potash,  finely  divided  charcoal,  a  small 
quantity  of  sulphide  of  antimony,  and  a  Uttle  starch,  gum,  or  some 
similar  binding  material,  water  being  used  as  the  solvent  and  mixing- 
agent.  The  paper  was  rolled  up  very  compactly  and  dried  in  that  form*. 
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In  this  manner,  very  firm  rolls  of  an  explosive  material  are  obtained^ 
which  barns  with  considerable  violence  in  open  air,  and  the  propelling 
effect  of  which,  in  small  arms,  has  occasionally  been  found  greater 
than  that  of  a  corresponding  charge  of  rifle  powder.  Moreover,  the 
material,  if  submitted  in  small  portions  to  violent  percussion,  exhibits 
but  little  tendency  to  detonation.  But  as  no  reliance  can  be  placed  on 
a  sufficient  uniformity  of  action,  in  a  fire-arm,  of  these  explosive  rolls, 
this  alone  sufficed  to  prevent  their  competing  with  powder.  The  same 
description  of  explosive  preparation,  differing  only  from  that  of  M. 
Hochstadter  in  a  trifling  modification  of  its  composition,  which  is  cer- 
tainly not  likely  to  lead  to  its  greater  success,  has  recently  been  brought 
forward  in  this  country  by  M.  Reichen  and  Mr.  Melland. 

One  or  two  other  much  cruder  explosive  preparations,  containing 
chlorate  of  potash,  alone  or  in  conjunction  with  saltpetre,  have  met 
with  some  application  to  blasting  purposes.  One  of  these  consisted  of 
spent  tan,  in  small  fragments,  which  was  saturated  with  the  oxidizing 
agent,  and  afterwards  dusted  over  with  sulphur.  When  flame  or  a 
red-hot  iron  is  applied  to  this  preparation,  it  deflagrates  very  slowly  and 
imperfectly ;  but  when  employed  in  blast  holes,  where  it  is  conflned 
within  a  small  space,  it  develops  sufficient  explosive  force  to  do  good 
work.  In  addition  to  comparative  cheapness,  the  great  advantage  of 
safety  was  claimed  for  this  material  by  its  inventor,  a  claim  which  was 
substantiated  by  the  partial  destruction  by  fire,  on  two  occasions,  of 
a  manufactory  of  the  substance  near  Plymouth,  without  the  occurrence 
of  an  explosion. 

The  accidental  explosions  of  gunpowder  which  are  occasionally 
heard  of,  occur,  in  most  instances,  at  the  manufactories,  and  in  the^ 
coarse  of  some  operation  (especially  that  of  incorporation)  to  which 
the  explosive  mixture  is  submitted.  The  only  means  of  guarding 
against,  or  reducing  as  much  as  possible,  the  liability  to  the  occurrence 
of  these  accidents,  consist  in  the  strictest  attention  to  the  precautionary 
measures  and  regulations,  which  experience  has  proved  to  be  essential 
to  safety,  and  which,  in  spite  of  the  strictest  supervision,  are  unques^ 
tionably  sometimes  overlooked  or  imperfectly  carried  out  by  workmen. 
Explosions  of  gunpowder,  generally  of  a  serious  character,  do  occur, 
however,  though  very  rarely,  during  the  transport  of  the  material,  or 
in  magazines  where  it  is  stored.  The  great  explosion  of  a  gunpowder 
magazine  at  Erith  in  September,  1864,  specially  directed  the  attention 
of  government  and  the  public  generally  to  the  necessity  of  adopting 
measures  for  reducing,  as  much  as  possible,  the  risk  of  occurrences  of 
such  disastrous  accidents.  Hence,  much  interest  has  recently  been 
excited  by  a  well-known  method  of  rendering  gunpowder  Jess  danger- 
ous in  its  character,  which  has  been  brought  prominently  before  the 
public  by  Mr.  Gale,  and  which  consists  of  diluting  powder,  or  sepa- 
rating its  grains  from  each  other,  by  means  of  a  finely  powdered  non- 
explosive  substance.  Attempts  have  several  times  been  made  in  past 
years  to  apply  to  practical  purposes  the  obvious  fact,  of  which  nobody 
acquainted  with  the  nature  of  gunpowder  could  be  ignorant,  that,  by 
interposing  between  the  grains  of  powder  a  sufficient  quantity  of  a  finely 
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divided  material,  which  offers  great  resistance  to  the  transmission  of 
heat,  the  ignition  of  separate  grains  of  the  entire  mass  may  be  accom- 
plished without  risk  of  infltiming  contiguous  grains.  In  1836,  Piobert 
made  a  series  of  experiments  with  the  view  to  apply  this  fact  practi- 
cally to  reduce  the  explosiveness  of  gunpowder,  and  similar  experi- 
ments of  an  exteni^ive  character  were  carried  on  by  a  Russian  chemist, 
Fadeiff,  between  1841  and  1844.  These  experimenters  found  that  the 
object  in  view  might  be  attained  by  diluting  gunpowder  with  any  one 
of  its  components ;  they  also  employed  very  fine  sand,  (a  substance 
closely  allied  in  its  physical  characters  to  the  powdered  glass  which 
Mr.  Gale  now  proposes  to  use ;)  but  the  preference  appears  to  have 
been  given  to  a  particular  form  of  carbon.  It  was  not  attempted  alto- 
gether to  prevent  the  burning  of  a  mass  of  gunpowder  when  a  spark 
or  flame  reached  any  portion,  but  to  reduce  the  rapidity  of  combustion 
80  greatly  as  to  prevent  the  occurrence  of  a  violent  explosion.  No 
more  than  this  is  accomplished  by  the  employment  of  powdered  glass 
in  the  proportions  directed  by  Mr.  Gale.  Indeed,  as  the  quantity  of 
diluent  required  to  give  to  different  kinds  of  gunpowder  the  character 
of  equally  slow  burning  materials,  increases  with  the  explosiveness  of 
the  particular  powder  and  with  the  size  of  its  grain,  the  proportion  of 
powdered  glass  with  which  the  gunpowder  employed  in  rifled  cannon 
would  have  to  be  mixed  to  render  it  only  slow  burning,  would  be  about 
double  the  quantity  required  for  almost  altogether  preventing  the  igni- 
tion of  fine  grain  powder,  or  of  the  comparatively  weak  blasting  pow- 
der with  which  Mr.  Gale's  public  experiments  appear  generally  to  have 
been  instituted.  Although  a  sufiicient  dilution  of  gunpowder  may  se- 
cure such  comparative  safety  to  the  neighborhoods  of  large  magazines, 
or  to  the  crews  of  merchant  vessels  in  which  gunpowder  (for  blasting 
purposes,  &c.)  is  transported,  as  to  compensate  fully  for  the  inconve- 
nience attending  the  great  increase  of  volume  of  the  powder,  there  is 
no  doubt  that  such  a  treatment  of  gunpowder  actually  issued  for  mili- 
tary and  naval  service  would  he  attended  by  more  than  one  serious 
obstacle — such  as  the  tendency  of  the  powder,  unless  very  largely 
diluted,  to  separate  from  the  glass,  during  transport  by  land  or  sea, 
to  so  considerable  an  extent  as  very  greatly  to  diminish  the  degree 
of  security  originally  aimed  at;  the  very  great  addition  which  would 
have  to  be  made  to  the  arrangements  for  carrying  the  necessary  urn- 
munition  in  active  service ;  the  necessity  for  introducing,  in  the  field 
or  on  board  ship,  the  operations  of  separating  the  powder  from  tbe 
glass  and  transferring  it  to  cartridges  and  shells,  (which,  whatever 
sifting  and  other  arrangements  were  adopted,  would  be  time-taking 
and  very  dangerous,)  instead  of  preserving  the  ammunition  ready  for 
immediate  use ;  and,  above  all,  the  incalculable  mischief  which  would 
inevitably  result  from  the  esfiblishment,  in  the  minds  of  the  soldier 
and  sailor,  of  an  erroneous  feeling  of  security  in  dealing  with  gun- 
powder, which,  however  harmless  it  may  for  a  time  be  rendered,  must 
finally  be  handled  by  the  men  in  its  explosive  form.  The  extremely 
rare  occurrence  of  accidents  with  gunpowder,  on  board  ship  or  in  active 
land  service^  is  mainly  due  to  the  strioteat  enforcement  of  precautioa- 
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ary  regulations,  some  of  which  may  appear  at  first  sight  exaggerated 
or  almost  absurd,  but  which  combine  to  maintain  a  consciousness  of 
danger  and  a  consequent  vigilance  indispensable  to  safety. 

One  of  the  most  remarkable  materials  recently  employed  to  replace 
gunpowder  as  a  destructive  agent  is  nitro-glycerine.  This  substance 
was  discovered  by  Sobrero  in  1847,  and  is  produced  by  adding  glyce» 
rine  in  successive  small  quantities  to  a  mixture  of  one  volume  of  nitric 
acid  of  sp.  gr.  1*43,  and  two  volumes  of  sulphuric  acid  of  sp.  gr.  1-83. 
The  acid  is  cooled  artificially  during  the  addition  of  glycerine,  and 
the  mixture  is  afterwards  poured  into  water,  when  an  amber  colored, 
oily  fluid  separates,  which  is  insoluble  in  water,  and  possesses  no  odor, 
but  has  a  sweet,  pungent  flavor,  and  is  very  poisonous,  a  minute  quan- 
tity placed  upon  the  tongue  producing  violent  headache  which  lasts 
for  several  hours. 

The  liquid  has  a  sp.  gr.  of  1*6,  and  solidifies  at  about  5^  C,  (40^ 
Pahr.)  If  flame  is  applied,  nitro-glycerine  simply  burns,  and  if  placed 
upon  paper  or  metal,  and  held  over  a  source  of  heat,  it  explodes  feebly 
after  a  short  time,  burning  with  a  smoky  flame.  If  paper  moistened 
with  it  be  sharply  struck,  a  somewhat  violent  detonation  is  produced* 
Alfred  Noble,  a  Swedish  engineer,  was  the  first  to  attempt  the  appli- 
cation of  nitroglycerine  as  an  explosive  agent,  in  1864. 

Some  experiments  were,  in  the  first  instance,  made  with  gunpowder, 
the  grains  of  which  had  been  saturated  with  nitro-glycerine.  This  pow* 
der  Durnt  much  as  usual,  but  with  a  brighter  flame  in  open  air.  When 
confined  in  shells  or  blast  holes,  greater  effects  were,  however,  pro- 
duced with  it  than  with  ordinary  gunpowder  ;  its  destructive  action  is 
described  as  having  been  from  three  to  six  times  greater  than  that 
of  powder.  The  liquid  could  not  be  employed  as  a  blasting  agent  in 
the  ordinary  manner,  as  the  application  of  flame  to  it  from  a  common 
fuze  would  not  cause  it  to  explode.  But  Mr.  Noble  has  succeeded,  by 
employing  a  special  description  of  fuze,  in  applying  the  liquid  alone 
as  a  very  powerful  destructive  agent.  The  charge  of  nitro-glycerine 
having  been  introduced,  in  a  suitable  case,  into  the  blast  hole,  a  fuze, 
to  the  extremity  of  which  is  attached  a  small  quantity  of  gunpowder, 
is  fixed  immediately  over  the  liquid.  The  concussion  produced  by  the 
exploding  powiler  upon  the  ignition  of  the  faze  effects  the  explosion  of 
the  nitro-glycerine. 

The  destructive  action  of  this  material  is  estimated,  by  those  who 
ha^e  made  experiments  in  Sweden  and  Germany,  as  about  ten  times 
that  of  an  equal  weight  of  gunpowder.  Therefore,  although  its  cost 
is  about  seven  times  that  of  blasting  powder,  its  use  is  stated  to  be 
attended  with  great  economy,  more  especially  in  hard  rocks,  a  con- 
siderable saving  being  effected  by  its  means  in  the  labor  of  the  miners, 
and  in  the  time  occupied  in  performing  a  given  amount  of  work,  as 
much  fewer  and  smaller  blast  holes  are  required  than  when  gunpowder 
ia  employed.  The  material  appears  to  have  recently  received  consider* 
able  application  in  some  parts  of  Germany  and  in  Sweden ;  but  in 
Englaiid  its  employment  has  been  confined  to  one  set  of  experiments 
instituted  in  Cornwall  last  summer,  upon  which  occasion  a  wrou'rht 
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iron  block,  weighing  about  three  hundred-weight,  was  rent  into  frag- 
ments by  the  explosion  of  a  charge  of  less  than  one  ounce  of  nitaro- 
glycerine  placed  in  a  central  cavity. 

Kitro-glycerine  appears,  therefore,  to  possess  very  important  advan- 
tages over  gunpowder  as  a  blasting  and  destructive  agent,  bat  the  at- 
tempts to  introduce  it  as  a  substitute  for  gunpowder  have  already  been 
attended  by  most  disastrous  results,  ascribable  in  part  to  some  of  its 
properties  and  the  evident  instability  of  the  commercial  product,  but 
principally  to  the  thoughtlessness  of  those  interested  in  its  application, 
who  appear  to  have  been  induced,  either  by  undue  confidence  in  its 
permanence  and  comparative  safety,  or  from  less  excusable  motives, 
to  leave  the  masters  of  ships  or  others  who  had  to  deal  with  the  trans- 
port of  the  material,  in  ignorance  of  its  dangerous  character. 

The  precise  causes  of  the  fearful  explosions  of  nitro-glycerine  which 
occurred  at  Aspinwall  and  San  Francisco  will,  in  all  probability,  never 
be  ascertained ;  but  they  are  likely  to  have  been  due,  at  any  rate,  indi* 
rectly  to  the  spontaneous  decomposition  of  the  substance,  induced  orac- 
eelerated  by  the  elevated  temperature  of  the  atmosphere  in  those  parts 
of  the  ship  where  it  was  stored.  Instances  are  on  record  in  which  the 
violent  rupture  of  closed  vessels  containing  commercial  nitro-glycerine 
has  been  occasioned  by  the  accumulation  of  gases  generated  by  its 
gradual  decomposition  ;  and  it  is,  at  any  rate,  not  improbable  that  a 
similar  result,  favored  by  the  warmth  of  the  atmosphere,  and  eventa- 
ally  determined  by  some  accidental  agitation  of  the  contents  of  the 
package  of  nitro-glycerine,  was  the  cause  of  those  lamentable  accidents. 
The  great  difficulties  attending  the  purification  of  nitro-glycerine  upon 
a  practical  scale,  and  the  uncertainty,  as  regards  stability,  of  the  ma* 
terial  even  when  purified,  (leaving  out  of  consideration  its  very  poison- 
ous character  and  its  extreme  sensitiveness  to  explosion  by  percussion 
when  in  the  solid  form,)  appear  to  present  insurmountable  obstacles 
to  its  safe  application  as  a  substitute  for  gunpowder. 

(To  be  continued.) 
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Proceedings  of  the  Stated  Monthly  Meeting^  September  19M,  1866. 

The  meeting  was  called  to  order  with  the  Yice-Presidenty  Prof.  Fair- 
man  Rogers,  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Board  of  Managers  presented  their  minutes  and  reported  the 
following  donations  to  the  Library : 

From  the  Royal  Astronomical  Society,  the  Royal  Geographical  Socie- 
'y,  the  Society  of  Arts,  the  Chemical  Society,  the  Statistical  Socie^, 
Mkd  the  Institute  of  Actuaries,  London,  England;  Thomas  Oldham,  Su- 
perintendent of  the  Geological  Survey  of  India,  Calcutta,  India ;  la 
Soci6ti6  d'Encouragement  pour  rindustri6  Nationale^rEcolea  deaMines^ 
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TAcademie  des  Sciences,  PariB,  and  la  Boci6tiA  Indnstrielle,  Mnl- 
honse,  France ;  the  Oesterreichischen  Inffenienr- Yeriens  and  the  K. 
K.  Geologieohen  Reichsanstalt,  Vienna,  Anstria ;  Major  L.  A.  Hu- 

Set-Latour,  Montreal,  Canada ;  the  Commissioner  of  Patents,  the 
immissioner  of  Agrionltore,  and  Hon.  Edgar  Cowan,  U.  S.  Senate, 
Washington,  D«  C. ;  the  Ohio  Mechanics'  Institute,  Cincinnati,  Ohio ; 
the  Managers  of  the  State  Lunatic  Asylum,  Utica,  New  York  ;  and 
Wm.  Milnor  Roberts,  Esq.,  Frederick  Fraley,  Esq.,  and  the  Ameri* 
can  Philosophical  Society,  Philadelphia. 

The  Yarioas  Standing  Committees  reported  their  minutes,  and  the 
Special  Committee  oil  Experiments  in  Steam  Expansion  reported  pro- 
gress. 

The  following  resolution  was  then  proposed  by  Mr.  Gtoorge  Erety, 
and  was  duly  seconded  and  carried : 

Ite9olvedj  That  the  President  shall  appoint  a  committee  of  five 
members  of  the  Institute,  whose  duty  it  shall  be  to  obtain  and  collect 
information  and  facts  relative  to  the  early  organisation  of  the  Frank- 
lin Institute,  and  the  causes  that  led  thereto,  the  state  of  the  Ameri*^ 
can  mechanic  arts  at  the  period  of  said  organization,  the  influence 
of  the  Institute  thereon,  and  the  progress  made  in  said  arts,  and  the 
sciences  connected  therewith,  since  that  time.  With  such  matters  in 
relation  to,  and  the  present  state  of  the  Institute,  as  in  their  judg- 
ment may  be  useful.  And  that  said  Committee  shaU  be  authorized 
to  bave  prepared  for  publication  the  information  and  facts  on  the  sub- 
ject so  obtained  and  collected. 

The  following  named  gentlemen  were  appointed  by  the  President  of 
the  Institute,  in  accordance  with  the  above  resolution :  Samuel  V^ 
Merrick,  Chairman ;  Fred.  Fraley,  John  C.  Cresson,  John  F.  Frazer, 
Oeorge  Erety. 

Secretary's  Beport. 

EJVOIIVESRIIVG  WORKS,  lt€«--Tlie  Sand  Patcli  tunnel  on  the 

Pittsburgh  and  Connelsville  Railroad  is  at  last  cut  through.  Its  total 
length  is  4750  feet,  being  1000  feet  more  than  the  long  tunnel  on  the 
Pennsylvania  Central  Railroad  through  the  AUeghanics  between  Al- 
toona  and  Cresson.  It  is  intended  for  a  double  track,  and  is  22  feet 
wide  by  19  feet  in  height. 

Tlie  neimage  pumps  at  Crossness. — In  the  new  system  of  drain- 
age applied  to  London,  a  large  amount  of  the  sewage  matter  collects  at 
a  level,  requiring  the  use  of  pumps  to  remove  it.  To  meet  this  demand 
a  system  of  engines,  &c.,  have  been  established  at  Crossness,  by  which 
this  matter  is  raised  19  feet  6  inches,  and  thrown  into  a  reservoir  con- 
structed for  its  reception.  This  reservoir  covers  an  area  of  6^  acres, 
is  14  feet  deep,  and  has  a  capacity  of  24,000,000  gallons.  It  is  arched 
over  with  bndc-work,  supported  on  644  piers,  and  is  covered  with 
earth  and  sod. 

It  is  usual  to  discharge  this  reservoir  into  the  river  about  half  an 
honr  before  high  tide,  but  during  heavy  rains  it  is  filled  and  emptied 
four  times  in  the  24  hours. 
YoL.  LIL— Thisi)  Sxaus.— ^0.  4.-«>Octobxb,  ise6.  24 
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The  engitiee  are  4  in  nnmber,  each  working  8  pmnps,  whiefa  are  of 
the  usaal  plunger  conatmctton ;  their  aggregate  eapacilnr  amounts  to 
29,628  gallons  per  minute.  The  minimuni  amount  raised  in  21  hours 
is  88,000,000  gallons,  the  maximum  100,000,000  gallons. 

Traction  enyliies  for  comaioii  roads  have  been  put  suocess- 
fullj  in  operation  in  two  places.  One  of  these,  constructed  by  D&bs  & 
Co.,  of  Glasgow,  for  use  in  Syria,  on  the  road  between  Damascus  and 
Beyrout,  was  tried  near  the  place  of  its  manufacture  and  attained  an 
average  speed  of  4j^  miles  per  hour,  the  mazimam  being  6  miles,  with 
a  load  of  10  tons. 

A  gold  medal  of  the  first  class  was  also  awarded  to  Albert  k  Co.,  of 
Liancourt,  by  the  Minister  of  Public  Works,  for  a  traction  engine 
drawing  a  load  of  6  tons  with  a  maximum  speed  of  5  miles  per  hour 
and  an  average  of  three  and  a  half. 

PHYSICS,  Ugtat^— Im^oTemeata  Im  lliiio««lliAtS9  by  Bobert 
Grant,  246  Canal  Street,  New  York. 

All  who  have  used  the  lime-light  for  a  long  time  are  well  aware  of 
the  inconveniences  which  attend  the  employment  of  india  rubber  gas* 
bags  as  reservoirs  for  one  or  both  of  the  gases.  Their  rapid  deteriora- 
tion, liabily  to  injury  in  transportation,  whether  full  or  empty,  leakage, 
unwieldiness,  and  cost,  are  all  drawbacks  fully  realised  by  all  concerned* 
The  advantages  of  the  new  plan,  as  regards  the  matter  of  reservoirs, 
will  then  be  clear  on  simple  inspection.  In  this,  iron  cylindrical  reser* 
Toirs,  9  inches  in  diameter  by  SO  in  leni^th,  and  having  therefore  a 
capacity  of  about  one  cubic  foot,  are  made  so  strong  as  to  bear  with 
perfect  safety  a  pressure  of  SO  atmospheres,  but  yet  weigh  only  26 
pounds.  These  are  charged  by  means  of  condensing  pumps,  with  the 
gases  required  up  to  the  pressure  named,  when  each  will  contain  30 
cubic  feet,  or  about  224  gallons  of  gas — as  much  as  would  jiU  6  of  the 
large  80  by  40  inch  ga^-bagM  commonly  employed. 

Two  of  these  reservoirs,  one  charged  with  oxygen  and  one  with 
burning  gas,  can  be  easily  carried  by  a  boy,  and  represent  in  efficiency 
a  large  cart-load  of  apparatus  on  the  old  plan,  namely,  12  gas-bags, 
2  sets  of  press-boards,  and  some  600  pounds  in  iron  weights. 

These  reservoirs  may  be  directly  connected  with  the  jet,  which  must 
be  then  regulated  by  the  plug-valves  attached  to  the  reservoirs. 

The  same  inventor,  however,  supplies  a  regulator,  which  you  here 
sec  attached  to  this  reservoir,  which  equaliKos  the  pressure  beyond  it, 
so  that  the  gases  may  be  controlled  or  shut  off  from  the  light  without 
danger  of  bursting  the  connecting  india  rubber  tubes. 

While  the  pressure  in  the  reservoir  is  at  about  80  atmospheres  yon 
see  by  this  water-gauge  that,  beyond  the  regulator,  it  amounts  only  to 
12  inches  of  water,  or  the  ^'i^th  of  an  atmosphere,  and  is  little  changed 
by  altering  the  flow  of  gas  at  the  jet  or  shutting  it  off  entirely. 

These  reservoirs  are  furnished  at  a  price  regulated  by  their  capacity 
in  the  sense  of  strength,  (since  all  are  of  one  size,)  this  being  one  doU 
lar  per  cubic  foot.  Thus  a  reservoir  capable  of  bearing  a  pressure  of 
80  atmospheres,  and  therefore  of  holding  SO  cubic  feet,  costs  980,  one 
bearing  20  atmospheres,  and  therefore  holding  20  cubic  feet,  920,  Ac 
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The  gases  are  supplied  at  the  rate  of  80  cents  for  oxygen  and  8  cents 
for  burning  gas  per  cubic  foot,  charged  into  the  reservoirs. 

In  the  ease  of  oxygen  this  is  abont  double  the  cost  of  the  chlorate 
of  potash  needed  to  make  it. 

In  reservoirs  of  similar  form,  but  of  stronger  construction,  nitrous 
oxide  and  carbonic  acid  are  furnished  in  the  liquid  form.  Thus,  at 
a  lecture  delivered  last  Spring  in  the  Brooklyn  Academy  of  Music,  by 
Dr.  Dorenus,  Mr.  Grant  supplied  40  cubic  feet  of  liquid  carbonic  acid 
for  certain  of  the  experiments. 

The  next  point  of  improvement  is  in  the  form  of  the  jet  at  which 
the  mixed  gases  are  burned.  This  is  made  by  hammering  in  the  end 
of  a  tapering  copper  tube,  and  then  boriug  a  hole  in  the  flat- 
tened end,  so  that  the  vertical  section  of  the  jet  shall  be  as 
is  represented  in  the  cut. 

The  different  gases  enter  this  tube  at  its  lower  end  and  are 
lit  where  they  escape  from  the  upper  end.  By  the  simple 
means  above  indicated  all  snapping  of  the  jetfrom the  running 
back  of  the  flame  into  it,  and  consequent  extinction  of  the 
light,  are  avoided,  even  when  jets  of  extraordinary  size  are 
employed.  Large  jets,  in  fact,  cannot  be  operated  with  the  mixed 
gases  except  in  this  way,  while  with  this  form  jets  have  been  used  of 
immense  size.  Thus,  at  the  lecture  before  mentioned,  a  oavaby  sabre 
teas  burned  up  in  one  of  these. 

The  reason  of  the  efficiency  attained  by  this  form  seems  to  be,  that 
while  in  a  simple  cylindrical  or  conical  jet,  the  friction  against  the 
sides  establishes  a  rolling  motion  in  the  gas  particles,  whereby  the  ve- 
locity of  the  issuing  jet  is  diminished  at  its  surface,  thus  allowing  the 
fire  to  run  back  and  ignite  the  mixture  inside;  in  this  case  all  such 
action  is  prevented,  and  the  maximum  velocity  is  maintained  in  all 
parts  of  the  issuing  stream. 

It  has  been  pointed  out  by  Tyndall  that  the  non-explosion  of  the 
gases  in  the  jet,  is  simply  secured  by  forcing  them  out  faster  than  the 
flame  will  run  back,  and  the  plan  now  before  you  is  an  illustration  of 
this  theory.  Important  improvements  often  aemand  a  bold  departure 
from  received  methods,  and  it  is  curious  to  notice  in  the  present  case 
that  what  has  been  previously  sought  by  the  use  of  many  narrow  pas- 
sages, wire  gauze  diaphragms  and  other  like  means,  is  here  attained  by 
discarding  them  all.  By  the  use  of  jets  constructed  on  this  plan,  which 
may  be  of  a  size  heretofore  unattainable,  and  reservoirs  such  as  above 
described  of  very  unusual  practical  capacity,  an  amount  of  light  is  gen- 
erated so  great  as  to  open  new  fields  for  its  application,  and  to  enable 
it,  for  many  purposes,  to  take  the  place  of  the  electric  light  in  fields 
where  heretofore  this  last  defied  competition.  Such  applications  are 
the  lighting  of  large  areas  for  public  assemblies  in  the  open  air,  either 
for  purposes  of  debate  or  amusement;  the  illumination  of  exten- 
sive engineering  structures  during  night-work,  especially  in  connex- 
ion with  the  repair  of  railroads,  bridges,  &c.,  where  delay  involves  in- 
terruption of  traffic  and  great  consequent  loss;  lastly,  various  appli- 
cations in  connexion  with  military  affairs.  No  better  means  can  be 
taken  to  give  a  clear  impression  of  the  efficiency  of  these  lights  in  all 
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4he  above  uses,  to  which  they  have  been  SQCcesafallir  applied,  than  a 
description  of  their  operation  during  the  eiege  of  Fort  Wagner  oa 
James'  Island,  oppoaite  Charleston,  where  they  were  employed  with  the 
happiest  effect. 

The  front  of  Fort  Wagner,  toward  which  the  advances  of  the  United 
States  forces  were  made,  was  aboat  700  yards  in  length,  while  the  ap- 
proaching saps  were  confined  to  a  narrow  strip  of  solid  land  about  50 
yards  across,  the  rest  of  the  fort  being  covered  by  a  swamp  on  one 
side  and  the  ocean  on  the  other.  For  this  reason,  when  the  head  of  the 
sap  had  been  pushed  to  within  250  yarda  of  the  fort,  further  advance 
was  rendered  impossible,  because  the  zig-zags  would  be  enfiladed  from 
one  side  or  another  by  the  guns  at  the  extremities  of  the  fort. 

It  was  under  these  conditions,  no  advance  having  been  made  for 
several  days,  and  the  loss  in  the  trenches  being  very  heai^,  that  the 
calcium  lights  were  first  tried.  Two  of  these,  with  jets  ^  inch  in  dia- 
meter, burning  about  14  cubic  feet  of  gas  per  hour,  were  set  up  at  the 
extreme  left  of  the  second  parallel,  about  750  yards  distant  from  the 
fort.  These  jets  were  supplied  from  large  reservoirs  15  inches  by 
8  feet,  each  capable  of  holding  250  cubic  feet.  Both  the  gases  were 
^ade  on  the  island  in  a  laboratory  established  for  the  purpose,  where 
a  detail  of  20  soldiers  and  12  negroes  was  constantly  employed  in  the 
manufacture  and  compression  of  the  gases  for  use  in  various  ways  con- 
nected with  the  military  operations  at  this  point,  such  as  the  preven- 
tion of  blockade  running  at  night,  of  sending  supplies  and  troops  to 
Fort  Sumpter,  &c. 

The  two  lights  above  mentioned  were  so  arranged  with  parabolic 
mirrors  as  to  throw  sectors  of  light,  one  over  one  half  of  the  fort  and 
the  other  over  the  remainder,  the  field  of  light  being  sharply  cut  by  a 
diaphragm  so  as  not  to  reach  below  the  edge  of  the  parapet.  The  ef- 
fect of  this  was  to  make  every  motion,  and  each  figure  on  the  rebel 
works,  perfectly  clear  to  those  in  the  trenches,  while  the  space  below, 
from  the  ditch  of  the  fort  to  the  saps  and  parallels,  was  hid  in  impene- 
trable darkness. 

The  Union  riflemen  and  sharp-shooters,  in  fact,  were  able  to  leave 
the  protection  of  their  works  with  impunity,  while,  on  the  contrary,  all 
the  gunners  in  the  fort  were  exposed  to  a  deadly  fire.  The  conse- 
quence was  that,  within  twenty  minutes  after  starting  the  lights,  the 
fort,  from  which  a  constant  fusilade  had  been  kept  up  ever  since  the 
darkness  set  in,  was  absoltUely  Mencedy  and  remained  so  during  the 
night. 

Advantage  was,  of  course,  taken  of  this  condition  to  push  forward 
the  sap,  and  by  the  end  of  the  second  night  such  progress  had  been 
made  that  the  eastern  angle  of  the  fort  was  entered,  and  the  work  be- 
coming no  longer  tenable,  was  abandoned  by  its  garrison.  Of  course, 
every  available  gun  was  brought  to  bear  upon  the  lights  from  the 
neighboring  batteries,  but  their  dazzling  points  seem  to  have  been  very 
hard  objects  to  aim  at,  for  though  some  of  the  reservoirs  were  hit  by 
fragments  of  shell,  and  still  bear  the  dints  so  inflicted,  the  apparatus 
was  never  seriously  damaged. 
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llme-llglitB  fbr  locomotlTes. — In  oonnezion  with  the  above 
we  will  here  note  the  fact  that  many  locomotives  on  the  Pennsylvania 
Oentral  Railroad  have,  during  the  past  year,  been  using  in  their  front 
lamps  an  apparatus  in  which  light  is  obtained  by  driving  a  jet  of  gas, 
carried  in  one  of  these  reservoirs,  mixed  with  air  supplied  by  a  small 
pomp  worked  by  the  engine  and  heated  in  a  small  coil  of  tube  passing 
over  some  minute  burners  before  it  issues  from  the  jet.  We  are  not 
yet  informed  of  the  details  and  precise  results  of  this  process,  but  hope 
to  supply  full  information  by  the  next  meeting  of  this  Institute. 

In  the  London  Mechanics'  Magazine^  for  June  bth,  we  find  an 
editorial  on  the  subject  of  car  lighting,  in  which  it  is  stated  that  the 
process  of  lighting  with  gas,  carried  in  flexible  bags,  has  been  found 
very  inconvenient  and  unsatisfactory  in  its  results,  and  that  some  oi 
the  larger  companies  have  therefore  made  experiments  on  the  practi- 
cability of  using  iron  reservoirs  and  storing  the  gas  under  pressure. 
These,  it  appears,  have  culminated  in  a  plan  by  Mr.  Wm.  Dalzeil,  who 
uses  iron  cylinders  of  18  inches  diameter  by  9  feet  6  inches  in  length, 
and  pumps  in  the  gas  up  to  a  pressure  of  120  pounds  per  square  inch, 
or  eight  atmospheres. 

To  those  who,  for  the  last  eight  years,  have  been  riding  between  this 
city  and  New  York,  not  to  mention  most  of  our  other  large  roads,  in  cars 
lit  in  exactly  this  way,  it  will  seem  that  some  kind  friend  might  have 
saved  these  companies  the  expense  of  preliminary  experiments. 

A  neiv  form  of  magneslam  lamp  has  been  invented  and  ap- 
plied by  Mr.  H.  Larkin,  and  was  exhibited  at  the  late  meeting  of  the 
British  Association,  when  two  of  these  lamps  were  employed  to  light  a 
large  tent,  which  had  been  decorated  with  flowers,  shrubs,  rockwork^ 
fountains,  &c. 

In  this  apparatus  the  magnesium  is  employed  in  the  form  of  a  fine 
powder  in  place  of  wire  or  ribbon,  as  in  previous  instruments.  This 
powder  is  mingled  with  a  little  fine  sand  to  facilitate  its  flow,  and  is 
then  fed  from  a  hopper,  through  a  regulating-valve,  into  a  tube  or  noz- 
zle to  which  is  admitted  a  current  of  burning-gas,  so  that  the  powder 
escapes  from  the  end  mingled  with  enough  gas  to  keep  up  a  small  flame. 
This  gas  jet  maybe  first  lit  and  allowed  to  burn,  and  then  the  magnesium 
turned  on  and  off  whenever  convenient.  The  addition  of  a  little  nitrate 
of  strontium  to  the  powder  is  said  to  relieve  the  painful  blueness  of 
the  pure  magnesium  light. 

nicro-pliotograpliy. — Under  the  present  head  we  would  call  at- 
tention to  the  very  interesting  papers  on  the  above  subject  by  Major  J. 
J.  Woodward  in  the  September  number  of  the  Philadelphia  Photo^ 
grapher  and  SUliman'a  Journal.  On  a  future  occasion  I  hope,  however, 
to  exhibit  to  you,  in  an  advantageous  manner,  specimens  of  the  work 
produced  by  this  gentleman,  which,  as  you  are  probably  aware,  in- 
troduces a  new  era  in  this  branch  of  scientific  application. 

PHYSICS,  Electrlclty.—Tlie  Holtz  electrical  machine 
was  then  exhibited  and  described.  This  is  of  great  interest,  both  on  ac- 
count of  its  entire  novelty  (the  instrument  in  question  being  the  first  seen 
in  thia  country,  and  even  the  first  of  large  size  manufactured  in  Paris,) 
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and  by  reason  of  the  new  applications  of  electrical  facts  whicli  it  in- 
volves, and  lastly  by  reason  of  its  very  great  eflSciency. 

The  action  of  this  machine  will  be  best  understood  if  we  first  de- 
scribe fully  the  accompanying  cut  which  represents  it. 


The  most  conspicuous  part  of  this  instrument  is  its  pair  of  glass 
plates.  These  are  arranged  in  close  proximity  to  each  other,  and  are 
both  made  of  very  thin  plate-glass  varnished  with  shellac.  The  near- 
est of  these  plates,  as  shown  in  the  cut,  is  a  little  the  smaller  and  is 
perfectly  plain,  supported  on  an  axle  which  passes  through  a  large 
central  hole  in  the  other  plate  and  is  put  in  motion  by  a  winch  H  and 
pully  wheels  I,  &c.  The  further  and  larger  plate  is  supported  in 
the  grooved  balls  £,  G,  &c.,  on  the  horizontal  glass  rods,  and  has,  be- 
side the  central  hole,  four  others,  of  a  circular  shape,  as  indicated  in 
the  cut.  At  one  side  of  each  opening  is  pasted  a  strip  of  paper  with  a 
point  of  card  projecting  into  the  opening.  The  rotation  of  the  mov- 
able plate  is  in  a  direction  from  point  to  base  of  these  card  projections. 
Opposite  to  each  of  the  paper  strips,  but  with  the  revolving  plate,  (be 
it  remembered,)  between,  is  a  brass  comb  or  collector  B,  c,  &c.,  supported 
in  the  cross-piece  of  vulcanite  E  B  by  appropriate  brass  rods,  having 
balls  at  their  opposite  ends.  Sliding-rods  passing  through  two  of 
these  balls  enable  us  to  vary  the  distance  of  the  poles  and  so  to  modify 
the  discharge.  Sliding  brass  conductors,  M  N,  may  be  brought  in  con- 
tact with  these  poles,  and  so,  by  the  binding  screws  at  their  base,  enable 
us  to  make  connexion  with  various  pieces  of  apparatus. 

One  of  the  brass  rods  is  separated  by  a  portion  of  vulcanite,  bot 
may  be  united  electrically  by  a  wire  staple,  as  shown  in  the  cut  near  B. 

The  four  brass  collectors  may  be  united  in  various  ways  by  bent 
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wires  for  different  efiects^  but  we  will  at  present  onlj  describe  one  of 
these. 

The  conductor  B  being  insnlated  by  the  removal  of  the  wire  staple, 
is  connected  with  the  opposite  one  by  a  bent  wire,  and  thus  the  ball 
to  the  left  becomes  the  pole  for  these  two. 

The  upper  and  lower  balls  are  in  turn  united  by  a  wire  which  rests 
on  the  right-hand  ball,  through  which  the  sliding  rod  passes,  and  this 
thus  becomes  the  pole  for  this  pair  of  conductors. 

The  movable  plate  being  started  in  rotation  by  the  winch  and  pul- 
ley-wheel, one  of  the  paper  strips  is  charged  by  touching  it  with  a  piece 
of  vulcanite,  excited  by  a  stroke  over  a  rabbit  skin,  and  at  once  the 
whole  machine  is  in  activity,  giving  sparks  of  great  volume  and  inten- 
sity, which  may  be  continued  for  an  indefinite  time  without  further 
charging. 

There  are  no  rubbing  parts  in  the  machine,  the  whole  effect  being 
developed  by  induction  or  the  disturbance  produced  in  the  electric 
fluids  by  the  repulsion  of  like  and  attraction  of  unlike  kinds.  And  yet, 
strange  to  say,  this  friction-avoiding  machine  exhibits  all  the  effects 
belonging  to  what  is  commonly  called  frictional  electricity. 

It  will  pour  a  torrent  of  sparks  between  its  terminal  balls  too  rapidly 
to  admit  of  their  being  counted  and  each  giving  a  report  like  that  of 
a  torpedo ;  or,  by  a  different  adjustment,  will  furnish  a  continuous  jet 
of  electric  fire,  seeming  to  pass  without  change  or  pause  in  a  tassel 
of  purple  light  trimmed  with  golden  beads  and  emitting  a  hissing  sound 
like  that  of  escaping  steam.  Those  beautiful  instruments,  the  Geissler 
tubes,  are  operated  by  this  machine  with  the  most  excellent  effect.  The 
theory  of  this  machine  seems  to  be  as  follows :  Suppose  one  of  the 
paper  strips,  c,  to  be  negatively  excited  by  contact  with  the  vulcanite, 
it  will  draw  positive  electricity  from  the  opposite  brass  conductor, 
D,  and  cause  this  fluid  to  spread  over  the  nearer  side  of  the  movable 
plate.  The  plate  then  turning  in  the  direction  c  A,  before  mentioned, 
this  positively  charged  portion  will  come  opposite  the  next  opening 
in  the  fixed  plate,  and  the  repulsive  action  of  the  positive  charge,  just 
mentioned,  will  cause  other  positive  fluid  to  be  repelled  from  the  fur- 
ther side  of  the  revolving  plate  and  to  enter  the  point  projecting  from 
the  paper,  A,  at  that  part,  so  charging  this  strip  positively. 

This  positively  charged  strip  of  paper  will  then  act  upon  the  revolv- 
ing disk  exactly  as  the  negatively  charged  one  did  before,  but,  of  course, 
in  the  opposite  sense,  i.  €.,  it  will  attract  negative  electricity  from  the 
conductor  b,  and  excite  negatively  the  outer  side  of  the  revolving  plate 
as  it  passes  this  point,  by  which  means  negative  electricity  will  be  car- 
ried to  the  next  strip  of  paper,  and  so  on  alternately  around  the  plate. 
This  whole  description  might,  of  course,  be  duplicated  in  the  sense 
of  statins  in  every  case,  where  positive  fluid  goes  one  way,  that  negative 
goes  in  tne  opposite,  and  mce  versa^  but  this  would  simply  confuse  the 
explanation  without  in  any  wav  effecting  its  bearing. 

To  obtain  condensed  and  bright  sparks,  we  attach  a  glass  tube, 
closed  at  one  end  and  lined  internally  with  tin-foil,  so  that  its  lining 
is  in  connexion  with  one  of  the  brass  conductors. 
FrlBtfng  T^legraplu— We  see  announced  in  the  IMbm  Mechcm- 
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M  Magazme  for  Jaly,  page  21,  some  improvements  in  the  Bonelli  tele- 
graph, by  which  the  number  of  wires  needed  was  reduced  from  five  to 
one.  Thid  telegraph  transmits  its  messages  from  type  which  are  set 
mp  and  passed  under  a  metallic  point,  by  which  a  current  is  transmit- 
ted and  a  fac-simile  produced  at  the  distant  place  by  electric  decompo- 
sition in  a  strip  of  prepared  paper.  . 

In  a  subsequent  number  of  the  same  magazine^  page  59,  these  im- 
provements  are  claimed  by  Mr.  J.  H.  Simpson.  The  great  drawback 
in  the  use  of  all  these  electro-chemical  telegraphs  has  been  the  cost  of 
batteries  needed  to  work  them,  and  we  do  not  see  that  either  of  the 
plans  will  reduce  this  within  the  required  limits. 

Mr.  Wlld'A  ImproTttinenta  In  magneto-electric  maclilBet 
have  been  purchased  by  the  Alliance  Company  of  France,  and  we  may 
therefore  soon  hope  to  see  them  practically  applied,  and  the  cost  of 
these  instruments  so  reduced  as  to  render  their  general  use  and  appli- . 
cation  possible. 

CHEMI8TRT.—A  te9t  for  gilt  articles,  to  distinguish  them  from 
those  which  are  simply  made  of  a  gold  colored  bronze,  is  announced 
by  Weber.  It  consists  in  the  application  of  bichloride  (the  common 
chloride)  of  copper  in  solution,  which  makes  a  brown  stain  on  other 
articles  but  does  not  affect  those  which  are  gilt.  This  statement  I  have 
verified  with  articles  known  to  be  gilt  and  with  several  varieties  of 
gold  colored  alloys. 

The  oxidation  of  crude  soda  liquors  may  be  effected  in  a  rapid 
and  economical  manner,  according  to  a  plan  proposed  by  James  Har- 
graves,  if  the  solution  to  be  treated  be  placed  in  an  iron  cylinder  hav- 
ing a  false  bottom,  pierced  with  many  holes,  into  the  space  beneath 
which  runs  a  vertical  tube  expanded  at  its  upper  end  into  a  funnel 
Into  this  funnel,  high  pressure  steam  is  run  by  a  pipe,  and  this  carries 
down  a  large  quantity  of  air  below  the  false  bottom,  and  this  air, 
heated  by,  and  in  presence  of,  the  steam,  exerts  a  powerful  oxidizing 
action  as  it  rises  through  the  liquid  in  numerous  bubbles  from  the  per- 
foration of  the  false  bottom. 

A  new  water  pnrlfler  is  manufactured  of  Ransome's  artificial 
stone.  Two  concentric  vessels  are  constructed  of  this  porous  material, 
and,  the  space  between  them  bemg  filled  with  animal  charcoal  or  other 
similar  matter,  the  whole  apparatus  is  set  in  a  tub  or  tank  of  water 
which  then  percolates  into  the  interior  vessel  from  which  it  may  be 
drawn  in  any  one  of  several  simple  ways. 

A  nei¥  process  for  tlie  manutecture  of  chrome  salts,  by  the 
treatment  of  chromate  of  lime,  (which  is  obtained  directly  from  the  ore,) 
with  sulphurous  acid,  is  announced  by  M.  J.  H.  Chaudet,  of  Rouen. 
The  8O2  produced  by  combustion  of  sulphur  is  forced  through  the  solu- 
tion of  chromate,  when  the  lime  is  precipitated  as  sulphate,  and  the 
chromic  acid  reduced  to  a  basic  condition. 

An  excellent  bone  manure  may  be  prepared,  according  to  the 
Russian  chemist,  Ulienkof,  by  mingling  in  a  trench  or  reservoir  40 

{|arts  of  ground  bones,  40  parts  of  wood  ashes,  and  6  parts  of  quick- 
ime,  with  water  enough  to  moisten  the  whole,  and  allowing  the  mix- 
tore  to  remain  some  days. 
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Bfagseslniii,  as  we  learn  from  a  paper  by  M.  Ronssio,  preeipitates 
a  large  number  of  metals  from  their  solutions.  Thus  the  following  are 
thrown  down  as  metallic  powders  by  this  body:  Au,  Ag,  Pt,  Bi,  St^ 
Hg,  Ou,  Pb,  Cd,  Tl,  Fe,  Tyn,  Co,  m;  the  elements  Or  and  Mn  are, 
however,  precipitated  as  oxides, 

A  remarlLable  foil  In  temperatHre  by  aolntlon  of  other  metals 
in  mercury  is  announced  by  Dr.  Phipson.  He  says  that  207  parts  of 
lead,  118  parts  of  tin,  and  284  parts  of  bismuth  being  mixed  with 
1617  parts  of  mercury,  the  temperature  will  fall  from  62^.6  to  14^  F. 

Gatta-percliA  cement  is  made  by  dissolving  that  bodv  in  chloro- 
form, so  as  to  produce  a  honey-like  fluid.  This  is  spreaa  upon  the 
articles  to  be  secured,  and  allowed  to  dry.  The  pieces  are  then  warmed 
until  the  coating  softens,  and  are  pressed  together.  Patches  of  leather 
mav  be  thus  put  upon  boots  in  a  manner  which  defies  equally  detection 
ana  dampness. 

I^emons  may  be  preserTed  by  coating  them  with  a  varnish  of 
shellac  dissolved  in  alcohol.  When  used  the  lemons  are  rolled  and 
washed  in  water. 

Sugar,  it  has  been  stated,  may  be  made  from  benzole  by  a  process 
lately  discovered  by  Casius. 

A  cnrlons  experiment  In  elementary  mechanics,  illustrating 
various  important  laws,  devised  bv  Samuel  AIsop,  was  lately  brought 
to  my  notice  by  Professor  A.  B.  Leeds,  and  I  cannot  better  close  my 
report  than  with  this  new  and  curious  illustration. 

A  cord,  as  you  perceive,  is  tightly  stretched  across  the  entrance  of 
this  alcove,  being  about  twenty  feet  in  length,  and  from  this  are  hung, 
at  equal  distances  in  each  case  from  the  adjacent  end  of  the  cords,  two 
equal  pendulums,  i.  e.,  equal  strings  with  equal  weights  attached. 

We  now  set  one  of  these  vibrating  transversly  to  the  sustaining  cord. 

In  a  few  moments  we  see  that  the  other  pendulum  is  beginning  to 
swing,  and  that,  as  the  motion  of  this  second  one  increases,  that  of  the 
first  is  lost,  until  the  first  comes  absolutely  to  rest  and  all  the  motion 
has  been  transferred  to  the  second.  As  soon  as  this  condition  has  been 
reached  the  action  is  reversed,  the  second  pendulum  now  giving  up  its 
motion  to  the  first,  until  the  second  comes  to  rest  and  the  first  swings 
through  a  large  arc.  This  alternation  and  transfer  will,  in  fact,  con- 
tinue until  the  resistance  of  the  air  has  brought  the  whole  system  to 
rest. 

This  actioUi  though  curious,  and  at  first  sight  mysterious,  is  easy  of 
explanation.  The  pendulum  first  started  tends  to  set  the  other  in  mo- 
tion by  slight  deflections  of  the  supporting  cord  in  a  horizontal  direc- 
tion, but  the  vibration  thus  established  in  the  second  pendulum  is  of 
necessity  (and  as  you  easily  perceive  by  observation)  a  little  behind 
that  of  the  first,  and  this  relation  once  established  is  maintained 
throughout  on  account  of  the  equality  and  consequent  synchronism  of 
the  pendulums,  so  that  however  short  the  arc  traversed  by  the  first, 
and  however  long  that  of  the  second,  the  former  is  always  a  little 
ahead  of  the  latter,  and  is  thus  dragging  it  on^  or,  in  other  words^  giving 
up  its  own  motion  to  it  until  the  very  last. 
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When,  however,  the  first  pendulnm  has  at  length  come  to  rest,  ex- 
aetly  the  same  process  of  transfer  goes  on  from  the  moving  to  the 
stationary  pendalum,  as  we  have  jnst  described. 

This  experiment  may  be  indefinitelj  varied  by  increasing  the  num- 
ber of  pendulnms,  and  changing  their  directions  of  vibration,  or  weights, 
and  is  most  instructive  in  all  its  forms. 

Upon  the  conclusion  of  the  Secretary's  Report  the  meeting  was,  on 
motion,  adjourned. 

Henry  Mobton,  Secretary. 


BIBLIOGRAPHICAL  NOTICE. 


Chemical  Tablet.  By  Stbphbn  P.  Sharplbs,  S.B.  Cambridge :  Se- 
ver &  Francis,  1866.  12  mo.,  pages  192. 
This  very  useful  little  volume  was  undertaken  at  the  suggestion  of 
Prof.  Wolcott  Gibbs  of  Harvard  College,  and  executed  under  his  im- ' 
mediate  supervision.  The  high  reputation  of  Prof.  Gibbs  as  a  physi- 
cist and  analytical  chemist  is  of  itself  a  sufficient  voucher  for  the  judi- 
cious selection  and  accuracy  of  the  tables.  The  student  of  physical 
science  will  find  here  collected  tables  of  the  equivalents,  specific  gra- 
vities, dilatations,  specific  heats,  solubilities,  in  short,  all  the  leading 
characteristic  properties  of  the  bodies  generally  met  with,  whether 
simple  or  compound.  The  factors  and  formulas  for  calculating  analyses, 
and  physical  problems  and  experiments,  are  here  ready  at  hand ;  and 
the  work  concludes  with  tables  of  French  weights  and  measures,  and 
their  comparison  with  English,  and  a  table  of  logarithms.  The  for- 
mulas relating  to  light  are  particularly  interesting  in  reference  to  the 
rapidly  improving  methods  of  qualitative  analysis  by  optical  observa- 
tions. Great  judgment  is  required  in  selecting  among  the  number  of 
experiments  which  have  been  made  and  formulas  which  have  been 
^iven,  for  many  of  the  objects  embraced  in  this  volume ;  and  where 
It  was  possible  the  authors  have  given  the  results  of  two  or  three  of 
the  most  reliable  observations.  Where  this  was  not  possible  without 
extending  the  work  to  unmanageable  size,  different  physicists  may,  of 
course,  differ  in  their  opinion  of  the  relative  value  of  different  ob- 
servers, but  we  think  that  all  will  agree  that  Prof.  Gibb's  selection  has 
been  made  with  great  care,  and  without  prejudice  or  favoritism.  We 
know  of  no  book  in  the  English  language  where  the  valuable  informa- 
tion here  contained  is  collected  together,  and  we  look  upon  it  as  in- 
dispensable to  every  one  engaged  in  physical  or  chemical  research, 
or  in  the  application  of  science  to  the  arts.  We  hope  soon  to  hear 
that  a  second  edition  has  been  called  for,  and,  in  view  of  the  recent 
acts  of  Congress,  in  reference  to  weights  and  measures,  suggest  to  the 
authors  some  tables  of  the  transformation  of  French  into  English,  as 
well  as  English  into  French  units.  It  is  hardly  necessary  to  say  that, 
coming  from  the  press  of  Sever  &  Francis,  the  mechanical  execution 
of  the  book  is  everything  that  could  be  desired. 
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A  Comparison  of  some  of  the  Mtttorologieal  Phenomena  of  AtToiTBT,  1806|  with 
those  of  August,  1865)  and  of  the  same  month  for  sixtsbn  years,  at  Philadel- 
fhia,  Pa.  Barometer  60  feet  above  mean  tide  in  the  I>elaware  River.  Latitude  ^9® 
blY  N.;  Longitude  76<*  11^^  W.  from  Greenwich.  By  Prof.  J.  A.  Kiskfatbioi;, 
of  the  Central  High  School. 


August, 

August, 

August, 

1866. 

1865. 

for  16  years. 

Thermometer'— Highest— degree,     . 

88-000 

91  OO** 

97-00* 

date, 

Ist  &  2d. 

8d  &  4th. 

2, '66  J  4, '69. 

AVarmest  day— mean, 

81-50 

84*60 

88-50 

"           **      date, 

2d. 

4th. 

10th, '68. 

Lowest— degree,     . 

6700 

68-00 

47-00 

"         date, 

24th. 

23d. 

26th,  '66. 

Coldest  day— mean. 

6200 

64-17 

69-00 

*•        "      date, . 

28d. 

28d. 

26th, '66. 

Mean  daily  oscillation, 

1408 

12-18 

16-42 

**        "  range,   . 

877 

8-29 

8-69 

Heans  at  7  a.  m.,  , 

67-82 

72-10 

70-84 

"          2  p.  M.,    . 

7886 

8102 

81 '18 

«*           9  p.  M.,    . 

71-32 

74-66 

73 '89 

"      for  the  month, 

72&0 

76-89 

75-80 

Barometer— Highest^inches, 

29-967  ins. 

80-141  ins. 

80-265  ins. 

*♦         date,     . 

17th. 

1st. 

20th,  '65. 

Greatest  mean  daily  press. 

29  ^SS 

80-127 

80'229 

"            '*    date,      . 

12th. 

1st. 

20  &  31,  '65. 

Lowest — inches,  . 

29-876 

2g'640 

29-856 

**         date,      . 

9th. 

22d. 

20th,  '56. 

Least  mean  daily  press.. 

29-469 

29-567 

29-888 

*»        "      date, 

9th. 

22d. 

20th,  '56. 

Mean  daily  range, 

0-096 

0-089 

0094 

Heans  at  7  a.  m.. 

29760 

29-847 

29-858 

"           2  p.  M., 

29-711 

29-814 

29'889 

««           9  p.  M., 

29'751 

29-847 

29-851 

"     for  the  month,  , 

29-787 

29-836 

29-846 

Force  of  Vapor— Greatest^inches, 

0-818  in. 

0-890  in. 

1-024  in. 

**          date,     . 

9th. 

6th. 

1st,  '54. 

Least— inches,     . 

•861 

•294 

-268 

"      date. 

17th. 

24th. 

often. 

Heans  at  7  a.m.,  . 

•622 

-676 

-688 

**        2  p.m.,. 

•647 

•696 

-591 

"        9  p.m.,. 

•568 

•696 

•611 

<<    for  the  month. 

•546 

-689 

•595 

Belative  Humidity— Greatest— per  ct , 

date. 

96-0  per  ct. 
Idth  &  14th. 

85-0  per  ct. 
22d. 

1000  per  ct 
26th,  '54. 

Least— per  ct.) 
*«       date,    . 

42-0 

410 

27-0 

18th. 

24th, 

1st,  '60. 

Heans  at  7  a.m., 

75-4 

71-4 

76-1 

««          2  p.  M., 

56^7 

55-8 

56-0 

"           9  p.  M., 

78-7 

69-1 

72-7 

«  for  the  month 

68-6 

65-8 

68-8 

doudfl— -dumber  of  clear  davs,*     . 
*•            cloudy  days,    . 

10 

8 

9-5 

21 

28 

21-5 

Heans  of  sky  cov'd  at  '7  a.  m.  , 

62-9  per  ct 

61-8  per  ct 

55-9  per  ct 

*»           "       "       2  p.m., 

69-7 

66-1 

61-2 

"           "        "       9  p.m., 

86*1 

26-5 

41-5 

"           '«        forthemonth 

49-6 

510 

62-9 

Bain-^Amount,       .... 

2-567  ins. 

2*998  ins. 

8-760  ins. 

Na  of  days  on  which  rain  felly 

12 

6 

9-7 

PrevaiUng  Winds— Times  in  1000, 

b86«56^w886 

fl74«18^w270 

877^26^  w-129 

*  Sky  one-third  or  lest  oovered  at  the  hoars  of  observation. 
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Meteorology  of  Philadelphid . 


A  Comparison  of  9ome  of  the  Meteorological  Phenomena  of  the  SuiOCBB  of  1866 
with  that  of  1866,  and  of  the  same  season  for  fiftbbn  years^  at  PhiladAplM^ 
Pa,    Barometer  60  feet  above  mean  tide  in  the  Delaware  Riyer.     Latitude  88^ 


67J'  N. ;  Longitude  76o  Hi'  W.  from  Greenwich.  By  Prof.  J.  A.  Kibkpateici, 

of  the  Central  High  School. 

Summer, 

Summer, 

Summer, 

1866. 

1866. 

for  16  yean. 

Thermometer— Highest— degree, 

101  OO^ 

97  OO* 

101-00» 

««          date, 

July  17th. 

July  7th. 

July  17, '66 

Warmest  day— mean, 

92*88 

87-88 

92-88 

"         "      date, 

July  17th. 

.  July  28th. 

July  17,  '66 

Lowest'— degree. 

66-00 

58-00 

42-00 

/•         date, 

June  Ist 

Ang.  28d. 

June  6th, '69 

Coldest  day— mean, 

62-00 

64-17 

5500 

"          date,    . 

Aug.  28d. 
14-66 

Aug.  28d. 

June  6th,  '61 

Mean  daily  oscillation, 

12-60 

15-79 

'*        "     range. 

4-28 

408 

4-14 

Means  at  7  a.  m., 

7M2 

78-65 

71-21 

*«          2  p.  M., 

81-71 

82-68 

81-82 

"          9  p.  M.,       . 

74-07 

7582 

78-87 

««     for  the  Summer, 

7668 

7715 

75-47 

Barometer— Highest— inches, 

80-072  ins. 

80-141  ins. 

80-281  Ids. 

date. 

July  2d. 

Jy.81,Aug.l. 

June  14th, '52 

Greatest  mean  daily  press. 

80-015 

80-127 

80  251 

"       date, 

July  2d. 
29-876 

Aug.  1st. 
29-&7 

June  18th, '52 

Lowest— inches, 

29-182 

"        date, 

Aug.  9th. 

July  17th. 

Junellth,'57 

•    Least  mean  daily  press.. 

29-469 

29-567 

29-262 

"           date,    . 

Aug.  9th. 
0^96 

Aug.  22d. 

June  11th, '57 

Mean  daily  range. 
Means  at  7  ▲.  li.,   . 

0-086 

0-096 

29-764 

29-822 

29-883 

"          2  P.  M.,    . 

29-726 

29-796 

29-802 

"         9  p.  M.,   . 

29-768 

29  820 

29-821 

"    for  the  Summer, 

29-747 

29-818 

29-819     ' 

Force  of  Vapor—Greatest— inches, 

0-980  in. 

0-917  in. 

1-059  in. 

««           date. 

July  17th. 

July  26th. 

June  80th, '55 

Least— inches. 

-2&5 

-294 

•142 

<<        date, 

June  IsU 

Aug.  24th. 

June  14th, '61 

Means  at  7  A.  M.,   . 

•674 

-605 

•570 

•*          2  p.  M.,    . 

-680 

•622 

•278 

"     .     9  p.  M.,    . 

•620 

-626 

•601 

"    for  the  Summer, 

•591 

•618 

•588 

Relative  Humidity— Greatest— per  ct.. 

95-0  per  ct 
Aug.  18  &  14. 
86-0 

90  0perct 
J'e9,  J>y25. 

100  per  ct 
26A'54,6J'66 

Least— per  ct., 
•*      date,     . 

87-0 

22-0 

July  81st. 

July  9th. 
71-9 

Junel6th,'63 

Means  at  7  a«  m.. 

78-6 

78-2 

•*             2  p.  M., 

68-6 

65-6 

54-1 

««            9  p.  M., 

72-6 

70-5 

71-1 

"  for  the  Summer, 

66-6 

65-9 

66-1 

Clouds— Number  of  clear  davs,* 
••            cloudy  days. 
Means  of  sky  covM  at  7  A.  ii.. 

88 

26 

26-0 

69 

66 

66-0 

62-4  per  ct. 

60-8  per  ct. 

58-3  per  ct 

*•           "       »«          2  p.  M., 

67-4 

64-6 

60-7 

"           •»       ««          9  p.  M., 

41-0 

86-4 

42-6 

«         i«  for  the  Summer, 

60-8 

68-9 

589 

Bain — Amount,         .... 

8-470  ins. 

9-948  ins. 

11-666  ins. 

No.  of  days  on  which  rain  fell,    . 

86 

26                   82-6 

Prevailing  Windfr-Ximee  in  1000, 

B71o4yw-801 

b78«42'w21S  B71«16'w-n4 

*  Sky  one-third  or  less  covered  at  the  hoars  of  obsenratioxu 
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PASCAL  IRON  WORKS, 

E»tabltolie4  In  I^lNU 

MORRIS,  TASKER  &  CO., 

Wroaglit  Iron  Welded  Tabes,  (-inch  to  8  inches  bore,  for  Steani, 
Gas,  Water,  &c.,  with  T's,  L's  Stops,  Yalyes,  Ac,  with  Screw  Joifats  Co  suit  tabes. 
Malleable  Iron  and  Brass  Fittings,  Glass  Blower  Tubes,  Blasting  Tubes,  Ao. 

Galvanized  Tubes  and  Fittings  for  water. 

liap- Welded  Boiler  Flues,  1|  to  10  inches  outside  diameter,  cut  to 
definite  lengths,  22  feet  or  under. 

Artesian  Well  Pipes,  of  wrought  Iron,  screw-coupled;  flush  inside  and 
out.  Also  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  flush 
ioside  and  out,   and  Pumps  for  same. 

Colls  of  Tube,  for  boiling  and  evaporating  by  steam  or  hot  water. 

Tuyere  Colls,  for  Blast  Furnaces,  and  tube  cut  and  iltted  to  plans  aadspeci* 

flcations  sent. 

Oouble  Kettles,  for  steam  boiling  and  evaporating,  and  oookinff  by  steam. 

Drylnir  Closets,  heated  by  steam ;  Wash  Houses  and  Steam  arrangements 
for  Public  Institutions  and  Private  DwelUng^I 

War  mlniT  and  VentUatlng'  Steam  apparatus  of  the  most  approved  plans, 
for  Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  &c.; 
constructed  and  adapted  to  the  buildings  to  be  warmed. 

Hot  Water  Apparatus;  Tasker's  Patent  Self-Begulating  Hot  Water 
Apparatus^  for  Private  DweliJbgs,  School  Houses,  Hospitals,  Green  Houses,  Ac. 

Iron  and  Brass  Castings,  of  every  description. 

Gas  Work.  Castings:  Betorts  and  Bench  Castings  for  Goal  Gas  Works; 
Street  Halns,  Bends,  Branches,  Prips,  Lamp-posts,  Lanterns,  &c. 

Rosin  CUM  Al^aratns,  for  Factories,  Public  Bu|ldings,  Hospitals,  and 
Private  Dwellings. 

Green  House  Pipes  and  Boilers  :,Fire  Boors  and  Frames,  Hot  Water 
Pipes  for  Forcing  Beds,  Pineries,  Grarden  Boilers,  &o. 

Columns,  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 

Batb  Tubs,  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet 
arrangements. 

Screirlng  Maclllnes^  Brill  Stocks,  Stocks  and  Dies,  Taps,  Beamers, 
Drills,  Pipe  Tongs,  and  a  general  assortment  of  Gas  and  Steam  Fitters*  Tools  and 
Haterials. 

W^ORKS,  8.  Fiftli,  between  Tasker  and  Blorris  Sts., 

W^ARIS-HOUSE  It  OFFICE^  309  0.  Tbtrd  St«,  Plilla» 

8TEPHEV  KOBBIS,  0HA8.  WHBBLBS, 

THOB.  T.  TASXES,  Jt^  SSOJ  G.  KOBBIS.  B.  F.  K.  TA8XEB. 
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M.  T^.  BiOLiI)lAri3Sr  &  C0.3 

Manofactare  Looomotiyx  Engines,  of  the  most  approved  constractioii,  sod 
perfect  adaptation  to  all  the  ▼arietj  of  circamstaDees  under  which  they  can  bi 
usefally  employed ;  ranging  in  weight  from  ten  to  thirty-six  tons,  and  using  one- 
half,  two-thirds,  thre^-fourths,  or  the  whole  weight  for  adhesion,  as.  the  grad«  of 
the  roadf  or  business  to  be  done,  may  render  desirable  or  necessary. 
Patterns  of  various  sises  of  each  of  the  following  plans,  yiz: 
Plan  A  and  B,  1  pair  drivers  and  trn<to,  for  Passenger  business  exclusiTelj. 
"      C  2        •«  "  ••  or  Freight  busmcM. 

*^     J>      '      t       **  "  I  for  Freight  business  ezolnsiTelT. 

j«     E  4       •<  •«  J  . 

The  D  and  E  plans  are  particularly  adapted  to  roads  having  heavy  grades  and 
abrupt  curves*  The  temporary  track  connecting  the  Eastern  and  VTestem  din- 
sions  of  the  Virginia  Central  Railroad,  having  grades  of  295  feet  rise  permile^ssd 
curves  of  300  feet  radius,  has  been  successfully  worked  for  two  years  past  by  lii- 
wheel  D  Engines  of  our  make. 

,     TkematariaUand  workmanahip^  effiekneif  amd  durabUiUf^  tf»niomyoffiid  anirt- 
pairs,  are  guaranteed  equal  to  any  other  engines  in  use.  , 


FOK 


FBACnCAL  &  ANALTTICAL  CHEKISTBTi 

Chant  Streets  Tenth  Street  below  Market, 

(Rmt  «f  St  Bteplifl&'B  Ghardh,) 


ESTABLISHED  IN  1836. 


Instruction  given  in  CHEMISTRY,  MINERALOGY,  and  GEOLOGY,  by  LEC- 
TURES and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TURES, AND  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters,  and  articles  of  commerce 
and  manufiicture.    Opinions  given  on  chemical  questions. 

BOOTH  It  QARREtI. 

Jamu  0.  Booth, 

Thovas  H.  Garrett.  

SAMXTEL    McELBOT, 

crvzL.  EN-ainsTEEn. 

Surveys  and  Plans  made  in  all  departments  of  Construction.    Special  attention 
paid  to  Water  Works,  with -or  without  pumping  supply. 
A.ddress 

SOX  ase*  p.  o.» 
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TURNER  HAMILTON, 

(LATX  janitor  TBANKLIK  nrtSTXTUTX,) 

BOOK-BINDER, 

AND 

PERIODICAL  DEALER, 

ASSEMBLY  BUILDING, 

No.  106  SOUTH  TENTH  STBEET, 

PHILADELPHIA. 

SABE  CHEMICALS  AND  MINEBALS. 

Bftoxit,  (Yanadium  clay)  Selenium,  in  Cavill 

Cadmifun,  MetaUie  Tellurium,  Ores  of 

Cadmium,  Oxides  of  Tellurium,  in  Cavill 

Caesium,  Chlorate,  pure  Terbium,  Oxide  of 

Cerium,  Oxides  of  Titanium,  MetaUie 

Chromium,  Metallic  Titanic  Acid, 

Cobaltum,  Oxides  of  Thallium,  and  Oxides  of 

Bidym,  Oxides  of  Thorium,  Oxide  of 

Srbinm,  Oxide  of  Uranium,  Ore  oi 

Iridium,  Metallic,  pure  Uranium,  Oxides  of 

Lanthan,  Oxides  of  Vanadium  Iron, 

Lithion,  Oxides  of  ,  Yadanic  Acid, 

Molybdenium,  Metallic,  pure  Yanasate  of  Ammonia, 

OBmium,  Wolframium,  Metallic 

Palladium,  Metallic  Wolframic  Acid, 

Shodium,  Yttainm,  Oxides  of 

Babidium,  Chlorat.  Zirconium,  Metallic  and  Oxides  of 

Bathenium, 

Imported  to  order  on  moderate  terms  by 

A.    8CHELLER, 

Care  pfiht  Cffioe  American  Druggisfs  Cfiradar, 

New  York. 


Digiti 


zed  by  Google 


TO  IRON  MANUFACTURERS. 


NASMYTH'S 


DIRECT  ACTINtt 


(Mbkrick  &  Sons,  Soli  Manufacturers  in  tur  Unitrd  States.) 

The  undersigned  call  the  attention  of  Iron  Manufacturers  to  the  superior  ouAli- 
tiee  of  the  Nasmyth  Steam  Ilammer,  fur  making  heavy  and  light  forcings,  ham- 
mering hlooms,  &G.;  many  improvements  in  which  have  of  late  years  l>een  intro- 
duced m  the  detail  of  coBStructioD,  rendering  them  very  reliable  and  efficient. 

Besides  the  form  pf  frames  shown  in  the  wood  cut,  (which  is  most  employed,] 
these  hammers  are  made  with  single  overhanging  frame,  giving  access  to  the  aoTil 
on  three  sides,  and  on  the  larger  sizes  (50  cwt  and  upwards)  the  side  frames  may 
be  forked  and  open  at  the  base,  allowing  access  to  the  anvil  m  all  directions. 

When  desirea,  all  sixes  are  made  double  acting,  so  that  steam  may  be  used  to 
increase  the  blow.  In  this  case  the  hammer  may  be  instantly  converted  into  a 
single  acting,  by  the  movement  of  a  handle. 

All  hammers,  when  single  acting,  have  the  effect  of  a  high  fall  increased  by  the 
compression  of  air  above  the  piston.  This  device  also  prevents  breakage  of  the 
parts  by  the  use  of  steam  of  too  high  a  pressure. 

The  force  and  rapidity  of  blow  may  be  instantly  modified,  or  the  hammer  may 
be  arrested  in  descent  at  any  point    The  following  sizes  are  made,  viz: 


Wt  of  Bun. 

Height  of  Pall. 

WtofAnril. 

Wtfbr  Shipment. 

Cwt. 

1  ft.  6  ins.  to 

Lbs. 

£.bs.incld*gftnTU. 
e,6S0  to  7,600 

5 

2  ft.  6  Ins. 

ruin. 

Lbe.excld'ganTil. 

10 

34 

7,000 

9,860 

16 

84 

0.000 

10,860 

20 

4 

16.200 

16,000 

80 

4 

16,200 

10,800 

40 

6 

2i>.000 

29,000 

60 

6 

23,000 

83,600 

80 

6 

12  tons. 

66,000 

100 

7 

16    •• 

100,000 

120 

7 

18    "     . 

130,000 

200 

10 

29    •♦ 

188,000 

For  further  information,  terms,  and  prices,  (with  or  without  anvils*)  address 

MERRICK  &  SONS. 
Southwark  Foond^,  Philadelphia.! 
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JOHN  PENINOTON  &  SON, 

BOOKSELLERS  &  IMPORTERS, 

No.  127  SOUTH  SBVBNTII  STREET, 

i>ia:iiL.A.r>Ex.i>i3:iA.- 


TREDGOLD  ON  THE  STEAM  ENGINE.     Now  ed.,  revised  by  Woodhonse. 
BURGH.— SLIDE  VALVE  PRACTICALLY  CONSIDERED. 

Do.  PRACTICAL  RULES  FOR  STEAM  ENGINES  AND  BOILERS. 

MOLESWORTH.— POCKET-BOOK  OF  ENGINEERING  FORMULAE. 
BOURNE.— RECENT  IMPROVEMENTS  IN  THE  STEAM  ENGINE. 

Do.  STEAM  BOILERS  AND  MODERN  PRACTICE. 

RANKINE.— THE  STEAM  ENGINE  AND  PRIME  MOVERS. 
PLATTNER  &  MUSPRATT  ON  THE  BLOW-PIPE. 
REED.— HISTORY  OF  SUGAR  AND  ITS  MANUFACTURE. 
iCAMPIN.— THE  PRACTICE  OF  HAND  TURNING. 

HAND-BOOK  OF  TURNING,  with  patterns  and  instructions  for  working  iheni. 
[COLBURN  ON  STEAM  BOILER  EXPL(>SH)NS. 
I        Do.  GAS  WORKS  OF  LONDON. 

!        Do.  HEAT,  COMBUSTION   AND  VAPORIZATION. 

JAMIESON.— MECHANICS  FOR  PRACTICAL  MEN. 
jBERNAN.— ART  OF  WARMING  AND  VENTILATING. 
I TURNBULL.— PRACTICAL  TREATISE  ON  STRENGTH  OF  TIMBER. 
I  PAGET  ON  WEAR  AND  TEAR  OF  STEAM  BOILERS.. 
BOYD'S  NAVAL  Ci\-DET'S  MANUAL. 

DELAMATTER'S  ANCIENT,  MODERN,  ILLUMINATED,  ALPHABETS. 
■  WEALES  RUDIMENTARY  and  EDUCATIONAL  SERIES,  always  in  stock. 
I  CATALOGUE  OF  "CLASSICAL  WORKS"  and  "AMERICAN  HISTORY" 
RECENTLY  PUBLISHED. 


J.  P.  &  S.  beg  leave  to  call  the  attention  of  book-buyera  to  their 
stock  of  CLASSICAL,  ENGLISH,    FRENCH,    ITALIAN,   and 
,  SPANISH  BOOKS,  including  a  good  assortment  of  French  books 
for  the  use  of  Schools. 

Books  imported  to  order  from  England,  France,  and  Germany,  by 
,  every  steamer. 

Specially  imported  for  Colleges,  Societies,  and  Schools,  free  of  duty. 
\  Catalogues  received  and  bids  transmitted  for  books  to  be  sold  at 
I  auction  in  Europe. 

!     Subscriptions  eifected  and  the  publications  received  for  American 
members  at  Foreign  Societies. 
'     All  orders  for  American  publications  promptly  executed. 
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Contents  for  October,  1866. 


CIVIL  AND  MECHANICAL  ENGINEERING. 
Preservation  of  Wood  in  Damp  and  Wet  Situations.     By  H.  W.  Lewis,  Uni- 
versity of  Michigan 217 

Cantor  Lectures. — On  Submarine  Telegraphy.  By  FU»eniing  Jenkin —  (  Lec- 
ture II) 2:3 

Pile  Driving.    By  Chas  H.  Haswell,  C.E 2-^ 

Potez,  ain6,  and  Thibaut's  Boiler  Feed 2^ 

Practical  Advantages  of  Su])erhea ting  Steam.    By  H.  W.  Bulkley, 2:>4 

MECHANICS,  PHYSICS.  AND  CHEMISTRY. 

Anchor-ice.    By  Jamei=«  B.  Francis,  C.E 23S 

Gun-cotton  for  Small  Arms 2SS 

On  the  Combustion  of  Ga.s  for  Economic  Purposes.    By  Dr.  Leth'^by 242 

The  Working  Processes  for  the  Reduction  of  the  Gra\^  Copper  Ores  at  St^funri- 

hutte,  in  Hungary.  By  J.  L.  Klienechmidt 249 

On  National  Standards  for  Gas  Measurement  and  Gas-meters.  By  Geo.  Glover  261 

Measures  of  Length,  Capacity,  ond  Weight 26!^ 

Recent  Progrei^s  in  the  History  of  Proposed  Substitutes  for  Gunpowder.  By 
Prof.  F.  A.  Abel 271 

FRANKLIN  INSTITUTE. 

Proceedings  of  the  Stated  Monthly  Meeting,  Sept.  10,  1866 27« 

Secretary's  Report. — The  Sand  Patch  Tunnel ;  The  Sewage  Pumps  atCr«.»a5- 
ness,  277 — Traction  Engines  for  Common  Roads;  Improvements  in  Liniti 
Lights,  278 — Lime  Lights  for  Locomotives;  New  Form  of  Magnesium 
Lamp;  Micro-photography;  The  Holtz  Electrical  Machine,  281 — Printing 
Telegraph,  283 — Wild's  Improvement's  in  Magneto-electric  Machines;  A 
Test  for  Gilt  Articles ;  Oxidation  of  Crude  Soda  Liquors ;  New  Water 
Purifier ;  New  Proce.«<s  for  the  Manufacture  of  Chrome  Salts ;  An  excel- 
lent Bone  Manure,  284^ftIagneMum ;  Remarkable  Fhll  in  Temperature 
by  Solutioii  ;  Guit4i-j)ercha  Cement;  Lemons  may  be  Pretiervcnl  ;  Sugar; 
Curious  Experiment  in  Elementary  Mechanics,  28'>. 

BIBLIOGRAPHICAL   NOTICE. 

Chemical  Tables.    By  Stephen  P.  SharpW ^tj* 

METEOROLOGY. 
Meteorology  of  Piiiladelphia  for  August,  1800.   By  J.  A.  Kirkpatrick,  A.  M..,  i 
Meteorology  of  Philadelphia  for  the  Summer  of  1806.     By  J.  A.  Kirkpatrick, 
A.  M 
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JOURNAL  OF  THE  FRANKLIN  INSTITUTE. 


Edited  by  Prof,  John  F.  Fraser^  and  published  by  the  Institute  at  their  Hall 

This  Journal,  devoted  to  MxcBAincAL  and  Physical  Scixhcx,  Cim.  b 
ann»BiNO»  the  Arts  avd  Makufactubis,  and  the  Fbocxxdikgb  of  thx  Lbci* 
TUTS,  it  published  in  monthly  numbers  of  72  pages  each,  forming  two  Yolamei  pK 
annum,  illustrated  by  engrayings  and  wood  cuts,  when  required  to  explsin  tlij 
•abjects. 

The  Journal  is  now  in  its  fortieth  year  of  publication,  and  has  became  a  itsndd 
work  of  reference. 

TxRMS  OF  SuBSCBiPTiON. — Five  dollars  per  annum ;  payable  on  the  iisus  of  tkl 

sixth  number.     When  the  fall  subscription  (flye  dollars^  is  paid  in  adysncs,  A 

numbers  will  be  sent  fxxx  of  postaox. 

I 
ibmmunicatione  mnd  Utters  Oa  business  must  be  directed  to 

WILLIAM  HAMILTON,  Actuary 

Franklik  IirsTiTUTi,  Philadelphia 
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IMPORTANT  ANiy  VALUABLE 

MINING  AND   SGi:^TIFIC  WORKS 

FOR  BALE  BY 

D.    VAN    NOSTRAND, 

Vo*  192  Broadway,  Ifew  Tork. 


King. ^Lessons  and  Practical  Notes  on  the  Steam  Engine.  By  W.  H.  King, 
U.  S.  N.  1  vol.,  8vo.,  cloth,  $2-00. 

WARD.'—Steam  for  the  Million ;  a  Popular  Treatise  on  Steam,  &c.  By  J.  H. 
Ward.  U.  S.  N.  1  vol.  8vo.,  cloth,  $1-00. 

STiLLHAN.--Tfae  Steam  Engine  Indicator  and  Improved  Manometer.  By  Paul 
Stillman     2d  ed.  1  vol.,  12mo.,  cloth,  $1*00. 

Scientific  Record  of  the  Great  Expedition,  1862.    1  vol.,  4to.,  cloth. 

IsHBRwooD.^Researches  in  Steam  Engineering.    Vol.  1,  half  mo.,  4to. 

Stats  &  Uno£wittkr.— The  Gothic  Model  Book.  Finely  Illustrated.  1  voU  f<^0 

Min'Ifie's  Mechanical  Drawing  Book.     1  vol.,  cloth,  $4*00. 

Minifie's  Geometrical  Drawing  Book.  1  vol.,  half  mo.,  $1*50. 

HoLLEY.— American  and  European  Hallway  Practice.  Illustrated.  1  vol.,  4to., 
cloth.  $12-00. 

ilcCuLU)CH.— Sugar  and  Hydrometers.    (Scarce.)    1  vol.,  8vo.,  half  mo. 

^'IC00l..-*£s8ays  on  Sugar  and  Treatise  on  Sugar  Refining.    1  vol.  Illustrated. 

BuRQH. — Treatise  on  Sugar  Machinery.    1  vol.,  4to.,  cloth.  Illustrated. 

Hodge's  Construction  of  the  Great  Victoria  Bridge.  1  vol.  Text.  Illustrated 
folio,  and  one  plate  imp.  folio,  cloth. 

Fairbairv.— Brittania  and  Conway  Tuhular  Bridges.  1  vol.,  Bvo.,  half  mo., 
plates. 

Clark  &  Stephenson.— Brittania  and  Conway  Tuhular  Bridges.  2  vols.,  text, 
8vo.,  and  one  plates  imp.  folio,  cloth. 

Stewart.— The  Mineral  Resources  of  the  Pacific  States  and  Territories.  8vo., 
paper,  25  cento. 

Bourne's  Hand  Book  of  the  Steam  Engine,  Constituting  a  Kev  to  the  Catechism 
of  the  Steam  Engine.  Illustrated  by  Sixty-seven  Wood-eute  and  Numerous  Tables* 
1  vol.,  12mo.,  cloth,  $2-00.     -      * 

Wallace. — Laws  which  Regulate  the  Depositions  of  Lead  Ore  in  Veins.  1  vol., 
Svo. 

Phillip's  Records  of  Mining  and  Metallurgy.    1  vol.  Illustrated. 

•Stuart's  Naval  and  Mail  Steamers.    1  vol.,  4to.,  $12*00. 

Ward's  Mexico.    2  vols.,  8vo.  and  Atlas.    (Scarce.) 

Pacific  Railroad  Report.    ld*Vols.,  4to.,  plates. 

Mexican  Boundaet  Survey.    3  vols.,  4to.,  plates. 

Emort's  Report  on  Mexico  and  California.    1  vol.,  Svo., 

Brandz  Mater's  Mexico.    2  vols.,  Svo. 

I  ve's  Report  on  the  Colorado  River.    I  vol.,  4to. 

Owen's  Geology  of  Arkansas.    2  vols.,  Svo 

Jackson.— Geology  of  Maine.    2  vols,  and  Atlas,  paper. 

Geologv  of  New  York.    3  vols.,  Svo.,  half  roan.    (Scarce.) . 

Sheppard. — Geological  Survey  of  Connecticut.    1  vol.,  paper.    (Scarce.) 

Geological  Report  of  New  Jersey.    1  vol.,  Svo.,  cloth.    (Scarce.) 

Hitchcock.— Geology  of  Massachusetts.    1  vol.,  colored  Plates. 

London  Artisan.— A  Complete  Set  from  vol.  1,  (1843,)  to  vol.  14,  (1862.  Half 
calf.     (Also,  back  volumes  in  cloth  bindine  and  single  numbers  can  be  supplied.^ 

Bourne.— Drawings  of  the  London  and  Birmingham  Railway.  1  vol.,  folio,  half 
RuBsia. 

Gilhorb's  Treatise  on  Limes,  Hydraulic  Cemente,  and  Mortars.  1  vol.,  Svo. 
♦4-00. 

Scoffirn's  Useful  Metals  and  their  Alloys.    1  vol.,  Svo. 

Maghinert  or  the  Nineteenth  Csntu&t.  1  voL  Text.  4to.  and  |)lates, 
folio,  half  mo. 

PixRCfi's  Physical  and  Celestial  Mechanics.    1  vol.,  4to.,  cloth,  $10  00, 

ScHAFFNEK.*-The  Telegraph  Manual.  The  History  and  Description  of  the 
Semaphoric,  Electric,  and  Magnetio  Telegraph.    1  vol.,  Svo.,  625  illus.,  cloth. 

Bartol's  Marine  Boilers.    I  vol.»  Bvo.,  cloth. 

Hollet's  Ordnance  and  Armor,  948  pages  and  493  illustrations*  Half  roan 
$1000. 
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LABCOiATORY 


^v«&  Taa' 


ANALYSIS  OF  COALS,  GASES,  &c. 


Especial  attention  given  to  the  Analysis  of  Coals,  and  the 
determination  of  their  fitness  for  the  production  of  Gas,  or 
for  use  in  Smelting,  or  for  Steam  purposes. 

Heating  power  expressed  in  value  of  best  hard  and  soft 
coals  in  the  market. 

ALSO, 

GAS  ENGINEERING  AND  COMMISSION  AGENCY, 

For  procuring  Coals,  Castings,  Fire-Brick  and  Tile ;  and  all 
other  materials  for  the  construction  and  repairing  of  Gas 
Works. 


FOB  THX      f 

SELECTION  AND  PREPARATION  OF  COAL  FOR  ANALYSIS. 


In  the  seleotion  of^amples  of  Coal  for  analytical  ezaminatioii,  take  the  samplee 
as  far  from  out-crop  as  possible,  with  specimens  from  the  centre,  top,  and  bottom 
of  vein. 

It  is  well  to  collect  several  hundred  pounds  in'Sliscriminktely,  and  hare  it  broken 
fine,  and  thoroughly  intermixed;  from  this  mass  take,  say  50  pounds,  and  grind 
it  to  a  coarse  pow<Mr ;  mix  thoroughly,  and  weigh  out  five  pounds,  which  tran^ 
mit  for  analysis. 

Accompanying  each  sample  should  be  a  lump  specimen*  (say  i  fi>.,)  from  centie 
and  sides  of  vein. 

Care  should  be  taken  to  include  an  average  amount  of  pyrites,  or  other  imparity 
occurring  in  the  CoaL 

A  memorandum  should  accompany  coal  intended  for  an  especial  purpose,  and 
the  examination  will  be  directed  to  its  suitability  for  such  purpose. 


Dr.  GHABLES  M.  CBESSON, 

417  WAIiNUT  STREET, 

PHILADELPHIA. 
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CRBSSOIST'S 

GAS 
REGULATOR. 


jl^HriUw 


Philadelphia. 


We  would  call  aHention  to  a  n^w  GAS  REGULATOR,  invented  by  Dr. 
CHAS.  M.  CRESSON,  (late  Managing  Engineer  of  the  Philadelphia  Gas  Works,) 
possessing  great  delicacy  of  adjustment,  by  the  use  of  a  peculiar  form  of  valve 
and  gas  holder,  governing  accurately  a  sinele  lieht,  vrith  a  capacity  to  pass  gas 
enough  for  the  full  naml^r  of  lights,  and  the  ability  within  the  instrument  itself 
to  increase  the  pressure,  when  the  greater  quantity  of  eas  is  required. 

Among  the  peculiar  advantages  of  this  Regulator,  that  make  it  preferable  to 
instruments/Ot  more  contracted  size,  which  rei^uire  the  use  of  Mercury  or  Flexible 
diaphragms^  the  following  deserve  especial  notice : 

First-^The  free  motion  oC  the  regulating  valve  through  considerable  space,' 
^ves  it  greater  delicacy  of  adjustment,  and  a  wider  range  of  consumption  in  a 
single  instrament,  than  is  possible  with  other  forms. 

iSscomf.— The  fluid  seal  of  Glycerine  used  in  this  ReguUxtor  avoids  the  dan^rs 
resulting  in  other  forms,  from  the  unwholesome  vapors  of  Mercury,  which,  passing 
off  with  the  Gas,  are  disseminated  throughout  the  rooms  in  which  it  is  burned, 
subjecting  the  occupants /o  aZ^  ihe  deUUrious  effects  of  Mercury  upon  th6  human 
system,  and  especially  upon  the  lungs  and  skin,  when  it  is  thus  diffused  as  vapor. 
The  accidental  overflow  of  Mercury  from  these  mercurial  seals  has  often  injured 
valuable  gas  meters,  the  cost  of  which  has  necessarily  been  charged  to  the 
consumer. 

Where  the  use  of  Mercury  in  Rezdlators  is  avoided  by  the  substitution  of  a 
flexible  diaphragm^  the  resulting  difficulties  are  also  numerous ;  one  is  the  liability 
to  leakage  and  explosion  of  gas ;  another,  the  loss  of  flexibility  and  consequent 
inefficiency  by  a^e  and  exposure  to  cold ;  and  thirdly,  the  inherent  vice  of  want 
of  delicacy  of  adjustment  and  range  of  action. 

To  remedy  these  faults,  the^'Cresson  Regulator^  was  invei)^d,  and  wherever 
introduced  it  has  given  the  greatest  satisfaction,  always  producing  a  steady  light, 
and  regular  consumption,  with  a  saving  of  from  tioenty  to  thirty  per  cent,  in 
amount  of  gas  consumed. 

Letters  Patent  have  been  granted  for  this  Regulator,  both  in  the  United  States 
and  England.  It  is  manufactured  by  the  "  AMERICAN  METER  COMPANY,'' 
of  New  York,  Philadelphia,  and  Boston,  for  us  alone,  and  for  sale,  wholesale 
and  retail,  at  our  ware-nouse  in  this  city,  where  all  orders  and  letters  should  be 
addressed. 

The  following  is  an  extract  from  the  Journal  of  the  Franklin  Institute,  dated  Oct. 
18,  1865 :  **An  experimental  trial  was  then  made  as  to  the  quantity  of  gas  consumed 
by  the  burners  when  under  regulation  to  their  maximum  economy,  and  also  the 
amount  consumed  by  the  same  burners  when  subjected  to  the  ordinary  variations 
of  street  pressure. 

*'  The  result  showed  that,  with  the  Regulator  there  was  uniformly  78  cubic 
feet  of  gas  per  hour  consumed^  being  an  average  of  S  7-10  cubic  feet  per  burner ; 
whilst  without  the  Regulator,  the  same  burners  consumed  from  106  to  140  cubic 
feet  per  hour,  the  average  being  126  cubic  feet,  or  6  feet  per  hour  to  each  burner.'' 

FAIRBANKS  &  EWINa, 

V19  CHESTJVVT  STREET. 
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A  KEW  WOBX  ON  STEAM  ENOINEERIHa. 


JUST  PUBLISHED 
BZPXSRIMBNTAL  RBSEARCHBS 

IN         - 

STEAM   ENGINEERING, 

By  B.  r.  ISHEBWOOD,  Chief  Eng.  XT.  S.  Navy: 

CHIEF  OF  THE  BUREAU  OF  STEAM  EKGINEERING, 
NAVY   DEPARTMENT: 

Made  principally  to  aid  in  ascertaining  the  comparatiTe  economic  efficiency  of 
Steam  used  with  different  mecuuree  of  expansion ;  and  the  absolute  cost  of  the 
power  obtained  therefrom  in  weights  of  Fad  and  SUam. 

'  The  causes  and  quantities  of  the  condenaaiions  in  the  Cylinder ;  the  economio 
effect  of  iteam-jacketing,  and  aieam  superkealing^  and  of  various  proportions  of 
Cylindei'  capacUy  for  the  same  weight  of  Steam  used  per  stroke  of  piston. 

The  economic  and  absolute  emporatioe  efficiencies  of  J^Uen  of  different  types 
and  proportions.  The  comparative  calorific  values  of  different  Coals  as  steam 
generators.   The  performance  of  United  States  War  Screw  Steamers,  &c.,  &o.,  &c* 

THE  WHOLE  BEING 

OBiaiKAL  KATTEB,  COMPOSED  OP  EZTEH8IVE  EZPEKIMElfrS  KADE  BT  TEE 

U.S.  NAVY  DEPARTftEirr, 

ILLTTSTBATED    BT    STEEL    PLATES. 

TWO    VOLUMES. 
1863-65. 


PRIOE-Vol.  1,  $10.    Vol.  3,  $15. 


WILLIAM  HAMILTON, 

HALL  OF  THE  PBANKLIN  INSTITUTE,  PHILADELPHIA. 
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_i  PALMER' 

"       PfflNCIPAl  OFHCE 
1609  CHESTNUT  STREET 

PHILADELPHIA. 

ADDRESS     THE      INVENTOR. 

DR.  B.  FRANK.  PALMER.  Pres*  Kkim  C^ 

Dr.  PALMBB  gives  peraonal  attention  to  the  buiinees of  hisprofesMon,  aided  ^y 
men  of  the  beat  qualifications  and  the  greatest  experience.  He  is  specially  com- 
missioned by  the  GOVERNMENT,  and  has  the  patronage  of  the  prominent  OFFI- 
CERS of  the  ARMY  and  NAVT.  SIX  MAJOR^EKERALS,  and  taiore  than 
a  thousand  less  distinguished  officers  and  soldiers,  have  worn  the  PALMER 
LIMBS  on  active  duty,  while  still  greater  numbers  of  eminent  civilians  are,  by 
their  aid,  filling  important  positions,  and  effectually  conceal  their  misfortune. 

ADYIGB  AND  PAMPHLETS  GRATIS. 

To  avoid  the  imposition  of  COPYISTS,  apply  only  to 

Dr.  B.  PRANK.  iPALMER. 


GERTIFIOAIE  OP  OOL.  W.  &  XDTa,  U.  B.  A.,  BVPT.  OP  IT.  8.  A  CiEVBBAL  HOSPITALS, 
OonoerxUnir  Aj*tlJEIoifil  Ijixn'bs* 

Col.  KiKQ  WAS,  for  several  years,  Mkdical  Dirbgtob  of  the  ereat  central  Dx- 
PARTMKKT  OF  PENNSYLVANIA,  and  established  the  only  large  Arht  Hospital 
which  was  devoted  exclttsively  to  the  treatment  of  the  mutilatS« 

Ofvicx  of  Supkrintendent  U.  S.  a.  Gxnerax  Hospitals, 
Cincinnati,  Ohio,  March  16th,  1866. 
Having  acted  as  Medical  Director  during  three  years  of  the  war,  it  Veoame  my 
duty  to  give  orders  for  artificial  limbs*  to  mutilated  soldiers,  and  as  Dr.  B.  F.  PAL- 
MER'S LIMBS  WERE  teNERALLX  PREFERRED,  A  LARGE  MAJOBITT  OF  TBR  ORf- 

BBRs  WERE  GIVEN  ON  HIM  to  furnish  the  necessary  limbs.  So  far  as  my  know- 
let^  extends,  the  limits  furnished  by  Dr.  Palmer  have  given  most  satisfaction,' 
andf  this  also  is  the  testimony  of  hospital  stewards  and  non-oommission- 
XD  OFFiCKRB  On  duty  at  the  various  hospitals  in  my  charge,  who  have  had  oppor- 
tunities of  seeing  the  men  after,  they  haa  received  and  used  the  liipb^  fttrnish^  to 
them ;  and  I  have  therefore  no  hesitation  in  saying  that,  in  my  opikion,  thet 

ARE  PREFERABLE  TO  ALL  OTHERS.. 

WM.  S.  KING,  . 

Brevet  Colonel  and  Surg^on^  U.  S.  i^  .- 

SEAMLESS  BRASS  TUBES   : 

AND 

SEAMLESS  COPPER  TUBES, 

POR 

Locomotivei  Marine,  and  Stationary  Boilen, 
MANUFACTURED   BY   AMERICAN  TUBE  WORKS, 

BOSTON,   MASa 
JOPEPH  H.  COTTON,  Treasurer,  No.  106  State  Street 
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The  Journal  of  the  Franklin  Institute 

IS  PUBLISHED  ON  THE  FIRST  OF  EACH  MONTH, 

AT  FIVB  DOIUBS  FEK  LMm  FOK  OHB  COPY. 


The  Journal  will  be  deliyered  fr^  of  postage  when  the  subecription  is  paid  ia 
advance. 

(hmmuniemiumB  and  letierB  en  hudneis  muH  be  directed  to  th4  AcnrA&Y  of  thi 
F&Airxxzir  Ivstitutb,  Fhiladslfhia,  the  poetage  paid. 


The  Journal  can  also  be  obtained  firotn  the  following: 

JAMES  MILLER,  City  of  New  York. 
DAVID  G.  FRANCIS, 
JOHN  WILEY  ^  SON,         «        ** 
D.  VAN  NOSTRAND,  "        " 

W.  C.  LITTLE  ^  CO,,  Albany,  New  York, 
CROSBY^  AINSWORTH,  Boston,  Masaachusetta. 
LITTLE,  BROWN  A  CO.,  «*  •« 

A.  WILLIAMS  ^  CO,,  «< 

JOHN  C.  now  4-  CO,,  Lawrence,  ** 

JOHN  R.  WALSH,  Chicago,  IllinoU, 
F.  TAYLOR,  Washingion,  DUtrict  of  Columbia. 
'    GEORGE  H.  BELL,  San  Franeieco,  California. 

Pflrit^ HBCTOR  B08SANGE  A;  SON,  11  Qua!  Voltaire,!  «,v-  „  anthomed 
.  £andonr^Zl\EH  dt  MACEY,  61  King  WiUiam  Street.        f 
to  teeelte  ettbecriptioBa  and  to  make  exchanges  for  periodieaie  deroted  to  the  Arti  ad 
Sciences* 

A.  Si^JEHE  STEAJVI   BOZLEB. 


The  Sabstiiber  is  prepared  to  receive  orders  for  the 

''HARRISON  STEAM  BOILER," 

IN  SIZES  TO  SUIT  PURCHASERS. 

Th»afttenlioB  of  Hanufactarers  and  others  is  called  to  the  new  Stxah  Gkkih- 
^n,  as  combining  essential  advantages  in  absolute  safety  fH>ni  destructive  explo> 
sion,  first  cost  and  durability,  economy  of  fuel,  facility  of  cleaning  and  transporta- 
tion, Ac.,  ACf  not  possessed  by  any  boiler  now  in  use. 

These  boQers  may  be  seen  in  daily  operatioui  driving  the  extensive  works  of 
Messrs.  Wm.  Sbllxbs  A  Co.,  Sixteenth  and  Hamilton  Streets ;  at  S.  W.  Cattill's 
FAgiOftT,  Spruce  Street,  SchuyUull ;  and  at  GA^taxDlB  TmKMqxi  Mill,  Fraakfori 

JOSEPH  KARRISOll,  Jr., 

N.E.  Cor.  of  Market  and  Juniper  Sts.,  (Penn  Square,) 

Philadilfhia. 
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mii  WE4T  AMEKItAN  JUIBMllBieil 

PATENT  AGENCY  OFFICES 

HESSBS.  HUNK  ft  COUPANT. 


Messrs.  Munn  &  Co.,  Editors  and  Proprietors  of  the  Scientific  American,  are 
conducting  the  most  successfal  Agsnct  for  secaring  the  Rights  of  Intbntors  to 
be  found  ia  the  United  States.  They  have  been  personally  familiar  with  the  pro- 
gress of  Invention  and  Discovery  for  the  past  sixteen  years,  and  have  prepared 
and  condacted  within  this  period  more  Patent  cases  than  any  other  Agency  in 
THE  World.  As  an  evidence  of  the  confidence  reposed  in  their  ability  and 
integrity,  they  may  with  propriety  refer  to  the  extraordinary  fact  that  over  two 
thousand  patents  have  issued  to  theit  clients  during  the  brief  space  of  only  two 
tears;  and  during  the  same  period  they  have  examined,  through  their  efficient 
Branch  Office  in  Washington,  into  the  novelty  of  about  tkre^  thousand  hiVMliom, 
thus  affording  to  them  a  Knowledge  of  the  contents  of  the  Patent  Office  unrivaled 
by  any  existing  Agency.  Not  only  this,  bat  more  than  one-half  of  all  the  Patents 
secured  by  American  citizens  in  European  countries  are  taken  through  Munn  db 
Co.'s  Agencies  in  London,  Paris,  Brussels,  Berlin,  and  Vienna. 

A  Manual  of  'Advice  How  ir  secure  American  and  Poreign  Patents  will  be 
sent,  free  of  charge,  to  alt  who  may  wish  for  them.  Messrs.  Munn  k  Co.'s  prin- 
cipal Offices  in  New  York  are  removed  from  128  Fulton  Street^  to  the  spacious 
rooms  in  the  aew  Park  Buildings,  Nos.  37  Park  Row,  eastern  side  of  the  City  liall 
Park,  and  145  Nassau  Street,  where  all  communications  should  be  addressed,  and 
where  Inventors  are  cordially  invited  to  call  whenever  they  visit  the  city.  Their 
Brandi  Office  in  Washington  City  is  on  the  corner  of  F  and  Seventh  Streets,  di- 
rectly opposite  the  Patent  Office.  Munn  &  Co.  refer  b^  permission  to  Hon.  J. 
Holt,  Hon.  C.  Mason,  and  Hon.  W.  D.  Bishop,  fix-Commissioners  of  Patents,  and 
to  over  TEN  THOUSAND  luvcntors  in  the  United  States  whoso  papers  have  been 
prepared  and  prosecuted  through  their  Agency. 

Address.  

MXTNrr   4c   CQ,» 

No.  37  Park  How,  New  York  City, 

SHEFFIELD  SCIENTIFIC   SCHOOL. 


.  YALSOOIXEDK 


The  regular  courses  in  this  department  of  Yale  College  embrace  instruction  in 
Theoretical  and  Practical  Chemistry  and  Mineralogy;  in  Civil,  Mechanical,  ahd 
Mining  Engineering,  and  Metallurgy;  in  Agriculture,  Botany,  2k>ology,  Geology, 
Physical  Geography,  and  the  French  and  German  languages,  etc  The  fVill  course 
of  study  extends  through  three  years.   The  next  College  year  will  commence  Sept.  18. 

For  circulars  with  further  particulars  apply  to 

Pbof.  GEORGE  J.  BRUSH,  Secretary, 

New  Haven,  Connecticut 
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HENRY  HOWSON'S 
PHILADELPHU  iGEN€T  FOB  FROCIJftllSfi  FiTRITS 

IN  THB 

UNITED  STATES  AND  EUROPE, 

FORREST  PLACE,  No.  123^  SOUTH  FOURTH  STREET, 
PHILADELPHIA. 


AGENCIES  IN  LONDON,  EDINBURGH,  DUBLIN,  MANCHESTER, 

PARIS,  BRUSSELS,  VIENNA,  LEIPSIO,  BERLIN, 

AND  OTHER  EUROPEAN  CITIES. 


H.  HoWsOK  prepares  Specifications,  Dra'wings,  DeecU  of  AssigDment,  eonducti 
Interferences,  Appeals,  Applications  for  Re-Issues,  Extensions,  Ac.,  attends  to  the 
filing  of  Caveats,  Reports  as  to  the  Patentability  and  Utilitj  of  Inyentions,  and 
also  acts  as  Consulting  Attorney  to  either  counsel,  plaintifiT,  or  defendant,  in  suits 
at  law  respecting  Patentfl. 

■  As  H.  H.  visits  Washington  monthly,  he  is  prepared  to  take  charge  of  rejected 
applications,  and  argue  such  cases  before  the  Examiners  and  Comraissionjer,  thus 
saving  to  inventors  the  annoyance  and  expense  of  personal  visits  to  Washington. 

Burlington,  Iowa,  October  2,  1857. 

DxAB  Sir:  I  take  this  occasion  to  state  to  you,  that  for  several  years  past  I 

have  been  acquainted  with  the  manner  in  which  you  have  conducted  your  businsM 

as  Patent  Solicitor.    This  has  always  been  highly  creditable  to  yourself,  and  satiB- 

faciory  to  the  Patent  Oflice.    You  understood  your  cases  well,  and  presented  them 

in  that  intelligible  form  which  generally  insures  success.    I  make  this  C-ertificate, 

in  hopes  that  it  may  be  serviceable  to  you  in  continuing  to  find  that  employment 

in  your  profession  to^  which  your  industry,  intelligence,  and  courteous  bearing  lo 

Justly  enUtlo  you. 

Yours,  very  truly, 

CHAS.  MASON,  LatB  Oommi$Honcr  of  Paienii. 
To  HxvBT  Howsoir,  Esq. 

DRAWING. 

rrXHE  subscriber  would  respectfully  inform  his  friends  and  the  public,  that  heeon- 
I  tinues  to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPOGBA- 
FHICAL.  and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and  WA- 
TER COLORS.  Day  and  Evening  Classes  at  the  ofiice,  and  instructions  given  in 
8cho«>ls  and  Families.  Drawings  for  Patents  correctly  made,  and  Designs  furnished. 

JOHN  KERN, 
No.  229  North  Tenth  Street 


REFERENCES. 
P.  P.  ROTHERMEL,  Esq.  WM.  HAMILTON, 

D.  R.  ASHTON,  Esq.  Actuary  Frank.  Inst 
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BTOTBDIBER,  1866. 


CIVIL  AND  MECHANICAL  ENGINEERING. 


For  the  Journal  of  the  Frftnkltn  Institnte. 

The  Preservation  of  Wood  in  Damp  and  Wet  SitiLations.   By  H,  W. 

Lewis,  University  of  Michigan. 

(Concluded  from  page  223.) 

In  1846,  eighty  thousand  sleepers  of  the  most  perishable  woods,  im- 
pregnated, by  Boucherie's  process,  with  sulphate  of  copper,  were  laid 
down  on  French  railways.  After  nine  years  exposure,  they  were  found 
as  perfect  as  when  laid.*  This  experiment  was  so  satisfactory  that 
most  of  the  railways  of  that  empire  at  once  adopted  the  system.  We 
would  suggest  washing  out  the  sap  with  water,  which  would  not  coagu- 
late its  albumen.     The  solution  would  appropriately  follow. 

Both  of  the  last  named  processes  are  comparatively  cheap.  The 
manufacturing  companies  of  Lowell,  Mass.,  have  an  establishment  for 
"  Burnettizing  "  timber,t  in  which  they  prepare  sticks  50  feet  in 
length.  Uuder  a  pressure  of  125  pounds  per  square  inch,  they  inject 
from  two  to  eight  ounces  of  the  salt  into  each  cubic  foot  of  wood.  The 
cost,  in  1861,  was  from  ?5  to  $6  per  1000  feet,  board  measure.  J  Bou- 
cberie's  method  must  be  still  cheaper.  It  costs  less  than  creosoting 
by  one  shilling  per  sleeper.  § 

An  American  engineer,  Mr.  Hewson,  for  injecting  railroad  sleepers, 

*  Jour,  of  the  Frank.  Jnst,^  vol.  xxxii.,  pp.  2,  8.    f  New  American  Cyelcpcsdia, 

I  The  Philadelphia,  Wilmington  and  Bultimore  Railroad  Company  have  used 
the  process  since  1860  with  complete  succes.s.  The  Union  Pacific  Railroad  Com- 
pany have  recently  erected  a  large  huilding  for  this  purpose.  Their  cylinder  is  75 
feet  longi  61  inches  in  diameter,  and  capable  of  holding  *^oO  ties.  They  **  Burnett- 
ize"  two  batches  per  day.    Report  on  Pacific  Railroad  \>j  Col.  Simpson,  1866. 

{  Jour.  Frank,  Inst.f  vol.  xzxii.,  pp.  2,  8. 

TOL.  LII.— Thibd  Sxbiks.— Ko.  5 — ^Novsmbxb,  1866.  26 
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proposes  a  yat  deep  enough  for  the  timbers  to  stand  upright  in.  Th« 
pressure  of  the  surrounding  solution  upon  the  lower  ends  of  the  sticks 
will,  he  thinks,  force  the  air  out  at  their  upper  extremities,  kept  just 
above  the  surface  of  the  solution,  after  which  the  latter  will  rise  and 
impregnate  the  wood.  In  1859,  he  estimated  chloride  of  zinc  at  9  cents 
per  pound,  sulphate  of  copper  at  14  cents  per  pound,  and  pjrolignite  of 
of  iron  at  23  cents  per  gallon.  He  found  the  cost  of  impregnating  a 
railway  tie  with  sufficient  of  those  salts  to  prevent  decay,  to  be — for 
''the  chloride  of  zinc  2'8  cents,  for  blue  vitriol  8*24  cents,  for  pyrolignita 
of  iron  7*6  cents.* 

Among  the  numerous  other  preservative  compounds,  may  be  men- 
tioned Le  Gras'  mixturef  of  a  double  salt  of  manganese  and  lime 
(or  zinc)  with  creosote,  Payne's  solutions^  of  sulphate  of  iron  and 
muriate  of  lime,  forming  by  double  decomposition  an  insoluble  sul- 
phate of  lime  among  the  wood  fibres,  Margary's  solution  of  acetate 
of  copper,  and  Ransome's  liquid  silicate  of  pota^sa.§  Payne's  process 
met  with  some  favor.   But  neither  of  the  last  are  of  appreciable  value. 

Vessel  owners  had  long  ago  observed  that  those  ships  which  have 
early  sailed  with  cargoes  of  salt  are  not  attacked  by  dry  rot.  Indeed, 
several  instances  are  well  attested  of  vessels,  whose  interiors  were 
lined  with  fungi,  having  all  traces  of  the  plant  destroyed  by  acci- 
dental or  intentional  sinking  in  the  sea.  Acting  on  such  hints,  a  trader 
of  Boston  salted  his  ships  with  500  bushels  of  the  chloride,  disposed  as 
an  interior  lining,  adding  100  bushels  at  the  end  of  twoyears.||  Such 
an  addition  of  dead  weight,  (35,000  pounds  in  this  case,)  is  sufficient 
objection  to  a  procedure  which  has  other  great  disadvantages. 

The  unpleasant  odor  of  creosote  is  greatly  against  its  use  upon  lum- 
ber for  dwellings,  and  Betheirs  process,  therefore,  is  not  described 
here,  although  the  most  satisfactory  known.  Pyrolignite  of  iron  is 
offensive  and  also  highly  inflammable.  The  affinity  of  the  chlorides  for 
water  keeps  the  structure  into  which  they  are  introduced  wet ;  besides, 
they  corrode  the  iron-work.  Sulphate  of  copper  is  free  from  these 
objections,  and  is,  at  present,  cheaper  than  the  chlorides.^  Therefore, 
for  protecting  wooden  structures  against  dry  rot  in  damp  situations, 
like  mines,  vaults,  and  the  basements  of  buildings,  sulphate  of  capper 
seems  preferable,  and  Hewson^s  or  Boucheries  method  of  injecting  it 
cheaper  and  more  expedient^  according  as  the  timber  is  short  or  long* 

II.   Wood  alternately  wet  and  dry. — The  surface  of  all  timber  ex- 

*  Jour.  Frank.  Inst,  vol.  xxtU., paged,      f  dv,  Eng.  Jour,^  vol.  xviii.,  p,  20l 

%  Ibid.,  vol. vi.,  p.  207. 

2  Fifty  pounds  of  carbonate  of  potassa  are  dissolved  In  water,  and  a  little  lime  is . 
added  to  neutralize  any  free  acid.  100  pounds  of  flints  are  added  and  the  whole 
exposed  10  or  12  hours  to  a  temperature  of  800^  F.  This  solution  is  evaporated  to 
1*5U0  at  QO^j^OivU  Engineer's  Journal,  vol.  iz. 

II  American  Journal  of  Science,  voL  ii.,  p.  17. 

f  Price  of  sulphate  of  copper  per  pound  11}  and  12  cents;  sulphate  of  sine  8  and 
12  cents ;  chloride  of  zinc  $1-60  and  $1-76  \  chloride  of  mercury,  $108  and  $1-10. 
— ^From  Druggisfa  Circular,  June  ,1866. 

The  price  paid  for  chloride  of  zinc  by  the  Michigan  Central  Railroad  Company, 
two  years  ago,  was  6  cents  per  pound. — Auditor'a  Office,  M.  C.  BJL  Co. 
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posed  to  alternations  of  wetness  and  dryness,  ^adnally  wastes  away, 
becoming  dark -colored  or  black.  This  is  really  a  slow  combustion,  but 
is  commonly  called  wet  rot,  or  simply  rot.  Other  conditions  being  the 
same,  the  most  dense  and  resinous  woods  longest  resist  decomposition. 
Hence  the  superior  durability  of  the  heart-wood,  in  which  the  pores 
hare  been  partly  filled  with  lignine,  oyer  the  open  sap-wood,  and  of 
dense  oak  and  lignum-vitee  over  light  poplar  and  willow.  Hence,  coo^ 
the  longer  preservation  of  the  pitch-pine  and  resinous  "  jarrah"  of  the 
East,  as  compared  with  non-resinous  beech  and  ash. 

Density  and  resinousness  exclude  water.  Therefore  our  preserva- 
tives should  increase  those  qualities  in  the  timber.  Fixed  oils  fill  up 
the  pores  and  increase  the  density.  Stares  from  oil  barrels  and  tim- 
bers from  whaling  ships  are  very  durable.  The  essential  oils  resinify, 
and  furnish  an  impermeable  coating.  But  pitch  or  dead  oil  possesses 
advantages  over  all  known  substances  for  the  protection  of  wood 
against  changes  of  humidity.  According  to  Professor  Letheby,'*'  dead 
oil,  Ist,  coagulates  albuminous  substances;  2d,  absorbs  and  appropri- 
ates the  oxygen  in  the  pores,  and  so  protects  from  eremacausis ;  8d, 
resinifies  in  the  pores  of  the  wood,  and  thus  shuts  out  both  air  and 
moisture;  and,  4th,  acts  as  a  poison  to  lower  forms  of  animal  and  vege^ 
table  life,  and  so  protects  the  wood  from  all  parasites.  All  these  pro- 
perties specially  fit  it  for  impregnating  timber  exposed  to  alternations 
of  wet  and  dry  states,  as,  indeed,  some  of  them  do,  for  situations  damp 
«nd  situations  constantly  wet.  Dead  oil  is  distilled  from  coal-tar,  of 
which  it  constitutes  about  'SO,  and  boils  between  890®  and  470°  Fahr. 
Its  antiseptic  quality  resides  in  the  creosote  it  contains.  One  of  thd 
eomponents  of  the  latter,  carbolic  acid  (phenic  acid,  phenol)  Cj,  H^ 
02,t  the  most  powerful  antiseptic  known,  is  able  at  once  to  arrest 
Che  decay  of  every  kind  of  organic  matter.];  Prof.  Letheby  estimates 
this  acid  at  ^  to  6  per  cent,  of  the  oil.  Ghrysilic  acid  G14  Hg  0,,  the 
homologue  of  carbolic  acid,  and  the  other  component  of  creosote,  is  not 
known  to  possess  preservative  properties. 
BethelFs  process§  subjects  the  timber  and  dead  oil,  enclosed  in  huge 

♦  CivU  Engineer's  Journal,  vol.  xxiii.,  page  216. 

f  "  Creosote  from  coal  undoubtedly  contains  two  homologous  bodies,  0,,  EL  O, 
and  C,4  Hg  O,.  the  first  being  carbolic  and  the  second  cresylic  acid." — Ure's  Diet, 
of  ArU^  Manu.,  arid  Minea,  vol.  ii,  p.  628. 

{  '*I  have  ascertained  that  adding  one  part  of  carbolic  acid  to  five  thousknd 
parta  of  a  strong  solution  of  glue  will  keep  it  perfectly  sweet  for  at  least  two  years. 

Hides  and  skins,  immersed  in  a  solution  of  one  part  of  carbolio 

acid  to  fifly  parts  of  water,  for  twenty-four  hours,  dry  in  air  and  remain  quite 
aweet." — Proi.  Grace  Calvert,  Ann.  Sc.  Diaeov,,  1865,  p.  65. 

*'  Carbolic  acid  is  sufficiently  soluble  in  water  for  the  solution  to  possess  the  power 
of  arresting  or  preventing  spontaneous  fermentation.  Saturated  solutions  act  on. 
animals  and  plants  as  a  virulent  poison,  though  containing  only  five  per  cent,  of  the 
acid." — Civ.  Eng.  Jour.,  vol.  xxii.,  p.  216. 

*'  Parasitic  and  other  worms  are  instantly  killed  by  a  solution  containing  only  one- 
half  per  cent,  of  acid,  or  by  exposure  to  the  air  containing  a  small  portion  of  the 

acid By  examining  the  action  on  a  leaf,  we  fina  the  albumen 

ja  coagulated.  All  animals  with  a  naked  skin,  and  those  that  live  in  water,  die 
sooner  than  those  that  live  in  air  and  have  a  solid  envelope." — Dr.  I.  Lemaireilnn. 
&.  Disctm.,  1865,  p.  238. 

J  Bon&ld  and  Richardson's  Technology ^  p.  789. 
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iron  tanks,  to  a  pressure  varying  between  100  and  200  pounds  per 
square  inch,  about  twelve  hours.  From  eight  to  twelve  pounds  of  oil  are 
thus  injected  into  each  cubic  foot  of  wood.  Lumber  thus  prepared  is 
not  affected  by  exposure  to  air  and  water,  and  requires  no  painting.* 
A  large  number  of  English  railway  companies  have  already  adopted 
the  system.f  Eight  pounds  of  oil  per  cubic  foot  is  sufScient  for  railway 
sleepers.^ 

The  cost  of  '^  creosoting/'  as  this  process  is  sometimes  called,  was 
given  in  1855,  by  Ronald  and  Bichardson,  at  somewhat  less  than  four 
pence  per  cubic  foot,§  in  England.  At  one  shilling  per  gallon,||  the 
price  at  which  dead  oil  was  obtainable  in  England  in  1863,  four  pence 
per  cubic  foot  would,  we  presume,  be  sufficient. 

A  process  recently  patented,  and  described  in  the  Scientific  Ameri- 
can^  February  17, 1866,  proposes  to  introduce  highly  heated  oleaginous 
vapors  among  the  timber,  confined  in  an  iron  tank.  The  patentee^ 
hopes,  that  as  fast  as  the  moisture  is  expelled  from  the  wood,  the  vapor 
will  take  its  place.  Whether  this  substitution  would  not  soon  arrest 
itself,  should  it  even  commence,  is  in  our  mind  a  debatable  question. 

While  an  external  application  of  coal-tar  promotes  the  preservaticm 
of  dry  timber,  nothing  can  more  rapidly  hasten  decay  than  such  a 
coating  upon  the  surface  of  green  wood.  But  this  mistake  is  often 
made,  and  dry  rot,  instead  of  wet  rot,  does  the  work  of  destruction.** 
The  reason  must  appear  from  what  has  been  said  on  dry  rot.  Carbon- 
izing the  surface  also  increases  the  durability  of  dry,  but  promotes  the 
decay  of  wet,  timber.  Farmers  very  often  resort  to  one  of  the  latter 
methods  for  the  preservation  of  their  fence-posts.  Unless  they  dis- 
criminate between  green  and  seasoned  timber,  these  operations  will 
prove  injurious  instead  of  beneficial. 

In  this  connection,  we  remark,  that  inverting  a  post  from  the  posi- 
tion in  which  it  grew,  is  by  some  supposed  to  retard  decay.  Accord- 
ing to  the  President  of  the  '^NorthernArchitect's  A880ciation,"£ngland, 
^Hhe  valves*'  close  against  moisture  ascending  through  the  ducts  from 
the  earth  into  the  post.ft  But,  according  to  Gray,  thin  places  only 
separate  contiguous  ducts.  Fluids  can  pass  through  them  in  one  di- 
rection as  well  as  in  the  other.  When  age  obliterates  these  thin  me- 
diums, nothing  opposes  the  flow  upward  or  downward.  Furthermore, 
the  passage  of  fluids  through  wood  is  not  confined  to  ducts  :  it  takes 

*  Ure's  Diet  of  Manu.  and  Mines, 

f  The  Great  Western,  North-Eastern,  Bristol  and  Exeter,  Stockton  and  Dar- 
lington, Manchester  and  Birminghami  and  London  and  Birmingham. — Ure's  Diet, 
of  Manu.  and  Mines, 

X  Jour.  Frank.  Jnatj  vol.  xliv.,  p.  276.  }  C?iemical  Technology,  p.  737. 

II  Dr.  J.  G.  Ashby  in.  the  London  Mechanic^ 8  Magazine,  July,  1862.  He  says, 
<*  Crude  carbolic  acid  can  be  obtained  for  one  shilling,"  but  undoubtedly  means 
dead  oil. 

^  Louis  S.  Bobbins,  New  York  City. 

**  According  to  Col.  Berrien,  the  Michigan  Central  Railroad  bridge,  at  Niles, 
was  painted,  before  seasoning^  with  "Ohio  lire-proof  paint,"  forming  a  glazed  sur» 
fkce.    About  live  years  after,  it  was  bo  badly  dry  rotted  as  to  require  rebuildmg. 

tt  The  BuUder  for  1866,  p.  79. 
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place  on  all  sides  of  them  as  well.  Id  face  of  these  facts,  rery  careful 

experiments  will  be  requisite  to  conTince  as  that  a  post  is  more  durable 
in  the  inverted  than  in  the  normal  position. 

Ill,  Timber  constantltf  wet  in  salt  water. — ^We  have  not  to  guard 
against  decay  when  timber  is  in  this  situation.  Teredo  navalis,  amol- 
lask  of  the  family  TubicoUria,  Lam.,  soon  reduces  to  ruins  any  un- 
protected submarine  construction  of  common  woods.  I  quote  from  a 
paper  read  before  the  '*  Institute  of  Civil  Engineers5"  England,  illus« 
trating  the  ravages  of  this  animal : 

^'  The  sheeting  at  Southend  pier  extended  from  the  mud  to  eight 
feet  above  low-water  mark.  The  worm  destroyed  the  timber  from  two 
feet  below  the  surface  of  the  mud  to  eight  feet  above  low-water  mark, 
spring-tide  ;  and  out  of  38  fir-timber  piles  and  various  oak-timber  piles, 
not  one  remained  perfect  after  being  up  only  three  years."*  Speci- 
mens  of  w^od,  taken  from  a  vessel  that  had  made  a  voyage  to  Africa, 
are  in  the  museum,  and  show  how  this  rapid  destruction  is  effected* 

None  of  our  native  timbers  are  exempt  from  these  inroads.  Robert 
Stephenson,  at  Bell  Bock,  between  1814  and  1848,t  found  that  green- 
heart  oak,  beef-wood,  and  bullet-tree  were  not  perforated,  and  teak 
but  slightly  so.  Later  experiments  show  that  the  *'jarrah"  of  the  East, 
also,  is  not  attacked.^  The  cost  of  those  woods  obliges  us  to  resort  to 
artificial  protection. 

The  teredo  never  perforates  below  the  surface  of  the  sea-bottom,§ 
and  probably  does  little  injury  above  low-water  mark.  Its  minute  ori- 
fice, bored  across  the  grain  of  the  timber,  enlarges  inwards  to  the  size 
of  the  finger,  and  soon  becomes  parallel  to  the  fibre.  The  smooth 
circular  perforation  is  lined  throughout  with  a  thin  shell  which  is 
sometimes  the  only  material  separating  the  adjacent  cells.  The  borings 
undoubtedly  constitute  the  animal's  food,  portions  of  woody  fibre  hav- 
ing been  found  in  its  body.||  While  upon  the  surface  only  the  projecting 
sipbuncles  indicate  the  presence  of  the  teredo,  the  wood  within  may 
be  absolutely  honey-combed  with  tubes  from  one  to  four  inches  in 
length. 

It  was  naturally  .supposed  that  poisoning  the  timber  would  poison 
or  drive  away  the  teredo,  but  Kyan's,  and  all  other  processes  em- 
ploying solutions  of  the  salts  of  metals  or  alkaline  earths,  signally 
failed.  This,  however,  is  not  surprising.  The  constant  motion  of  sea- 
water  soon  dilutes  and  washes  away  the  small  quantity  of  soluble  poi- 
son with  which  the  wood  has  been  injected.  If  any  albuminate  of  a 
metallic  base  still  remains  in  the  wood,  the  poisonous  properties  of  the 
injection  have  been  destroyed  by  the  combination.  Moreover,  the  lower 
vertebrates  are  unaffected  by  poisons  which  kill  the  mammals.  Indeed, 
it  is  now  known  that  certain  of  the  lower  forms  of  animal  life  live  and 
even  fatten  on  such  deadly  agents  as  arsenic. If 

♦  Cfe.  Eng.  Jour.t  vol.  xii.,  page  882.  f  Ibid.,  vol.  xx.,  p.  16. 

X  The  Builder  for  1862,  p.  611.  2  Civ.  Eng.  Jour.f  vol.  xx.,  p. 

I  Ibid.,  vol.  xii.,  p.  882.    Also  Diet,  Univer.  d'Hii.  Natur.,  tome  xii. 

.f  Britisk  and  Foreign  Medical  JUview. 

26* 
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Coatings  of  paint  or  pitch  are  too  rapidly  worn  away  by  marine  ao* 
tion  to  be  of  mnch  use,  but  timber,  thoroughly  creosoted  with  ten 
pounds  of  dead  oil  per  cubic  foct,  is  perfectly  protected  against  teredo 
navalis.  All  recent  authorites  agree  upon  this  point.  In  one  instance, 
well  authenticated,  the  moUusk  reached  the  impregnated  heart-wood 
by  a  hole  carelessly  made  through  the  injected  exterior.  The  animal 
pierced  the  heart-wood  in  several  directions,  but  turned  aside  from  the 
creosoted  zone.*  The  process  and  cost  of  *'  creosoting  "  have  already 
been  discussed. 

A  second  destroyer  of  submarine  wooden  constructions  is  limnoria 
terebrans,  (or  L.  perforata,  Leach,)  a  moUuskof  the  family  Assellotes, 
Leach,  resembling  the  sow-bug.  It  pierces  the  hardest  woods  with 
cylindrical,  perfectly  smooth,  winding  holes,  jj'gth  to  ^'jth  of  an  inch  in 
diameter,  and  about  two  inches  deepf.  From  ligneous  matter  having 
been  found  in  its  viscera,  some  have  concluded  that  the  limnoria  feeds 
on  the  wood,  but  since  other  mollusks  of  the«ame  genius,  Pholas,  bore 
and  destroy  stone-work,  the  perforation  may  serve  only  for  the  ani- 
mal's  dwelling.  The  limnoria  seems  to  prefer  tender  woods,  but  the 
hardest  do  not  escape.  Green- heart  oak  is  the  only  known  wood  which 
is  not  speedily  destroyed. {  At  the  harbor  of  Lowestoft,  England, 
square  fourteen  inch  piles  were,  in  three  years,  eaten  down  to  four 
inches  square.§ 

While  all  agree  that  no  preparation,  if  we  except  dead  oil,  has  re- 
pelled the  limnoria,  an  eminent  English  engineer  has  cited  three  cases 
m  which  that  agent  afforded  no  protection. || 

We  do  not  find  that  timber  impregnated  with  water-glass  has  been  test- 
ed against  this  subtle  foe.  The  experiment  is  certainly  worthy  of  a  trial. 

A  mechanical  protection  is  found  in  thickly  studding  the  surface  of 
the  timber  with  broad-headed  iron  nails.  This  method  has  proved 
successful.^  Oxydation  rapidly  fills  the  interstices  between  the  heads, 
and  the  outside  of  the  timber  becomes  coated  with  an  impenetrable 
crust,  so  that  the  presence  of  the  nails  is  hardly  necessary. 

In  conclusion,  we  cannot  but  express  surprise  that  so  little  is  known 
in  this  country  concerning  preservative  processes.  Their  employment 
aeems  to  excite  yery  little  interest,  and  the  very  few  works  where  thev 
are  being  tested  attract  hardly  any  attention.  Those  railroads  which 
have  suspended  their  use  assign  no  reasons,  and  those  upon  which  the 
timber  is  injected  publish  no  reports  concerning  the  advantages  of 
their  particular  methods.  Even  the  National  Works,  upon  which  Kyan*8 
process  was  formerly  employed,  have  laid  it  aside,  and  now  subject 
lumber  to  dampness  and  alternations  of  wetness  and  dryness,  without 
any  preparation  beyond  seasoning.  When  sleepers  cost  fifty  cents  and 
creosoting  thirty  cents  each,  it  is  cheaper  to  hire  money  at  seven  per 
cent.,  compound  interest,  than  to  lay  new  sleepers  at  the  end  of  seven 

? rears.   Allowing  any  ordinary  price  for  the  removal  of  the  old  and 
aying  down  the  new  ties,  the  advantage  of  using  Betheirs  process 

*  Civ,  Eng.  Jour.,  vol.  xii.,  page  191.  f  Diet.  Univer,  d'His.  Natur. 

X  Civ.  Eng.  Jour.,  Tol.  xxv.,  p.  206.  {  Ibid.,  vol.  xvi.,  p.  76. 

II  Ibid.,  vol.  xxv.  p.  206.  |  Ibid.,  vol.  xii.,  p.  882. 
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Beetns  evident.  If  some  cheaper  method  will  produce  the  same  effects, 
the  folly  of  neglecting  all  means  seeking  to  increase  the  durability  of 
the  material  is  still  more  palpable. 

Complete  and  reliable  reports  upon  the  preseryation  of  the  various 
species  of  woods  experimented  upon  in  this  country  are  greatly  needed, 
and  we  hope  they  may  shortly  appear. 


Tor  the  Jovraal  of  the  Franklin  loetitate. 

Limes^  Cements,  Mortars^  and  Concretes.   By  Chas.  H.  Haswell, 

C.E.,  New  York. 

(Continued  from  volume  l.,pBge  176.) 

Tables  shorving  the  Resistance  to  Transverse  Strains  of  Concretes, 

Cements,  Mortars,  Puzzuolana,  and  Trass. 
Reduced  to  a  bar  1  inch  square  and  1  foot  in  length.     Supported 
at  both  ends. 
2    2  w 
^  dX/V2  ~  ^  P®^  square  inch  of  section ;  represents  value  for  general 

use,  being  f  of  ultimate  breaking  strain. 


MPBBIMBNTS 

OF  voisiN,  1857. 

HOBTAB. 

- 1 

CONCRETB. 

One  volume  of 
sand. 

One  volume  of  pebbles. 

Calculated  value  of  v. 

1 

CU 

'd 

4i 
g 

6 

1 

i 

o 

f-4 

i 

i 

§ 

•62 

1-69  . 

1 

1-56 

2-8 

28 

29 

1  • 

108 

1-7 

2-8 

3-2 

. . 

1- 

18 

23 

8-1 

. . 

1- 

1- 

1-4 

1- 

•48 

1-24 

1-46 

1-6 

1-9 

2-7 

'  * 

111 

16 

2- 

21 

\ 

1- 

1- 

1-4 

1-9 

•88 

1-12 

\ 

1-4 

•86 

•95 

•91 

f 

1-11 

•68 

•98 

1-3 

^ 

J 

103 

•£8 

•76 

12 

•85 

106 

1 

1-4 

•48 

•74 

1- 

f 

114 

•32 

•61 

•92 

i 

101 

•35 

•51 

•85 

•84 

1- 

1 

1-45 

•8 

•66 

•83 

f 

113 

•24 

•48 

•09 

J 

103 

•44 

•43 

•65 

•82 

•96 

1 

1-46 

•41 

•41 

•81 

1 

118 

•^.8 

•42 

•72 

i 

108 

•33 

•38 

•79 
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XZPSRIMINTS  OF  GEN.   TOTTXN,  1887. 


COKCBXTXJ 


Oranite -. 1 1 

Mortar 1/ 

Granite 1  \ 

Mortar 2/ 

Brickf 1\ 

Mortar 1  / 

Brick \\ 

Mortar 2/ 

Gravel 1\ 

Mortar 1  / 

Gravel 1^ 

Mortar 2/ 

Stone \ 

Gravel / 

Brick \ 

Gravel / 


HOBTAR. 


y. 
2-9 

2-4 

1-9 

1-6 

•6 
1-4 
1-9 

•9 


oo 


T. 

2-4 
2-9 
1-2 
29 
•6 
2-4 
1- 
1-4 


i  =  s 

<^    OS  "^ 


y. 
1-6 

2-9 


1-6 
•7 
1-6 
1-1 
1-6 


y. 
2-8 

2-4 

2-4 

2-6 

•7 

•7 

•6 

1-6 


*  The  granite,  bricks,  &c.,  were  broken  into  fragments  or  spalls  of  the  required 
size. 

f  Brick  gravel  gave  60  per  cent,  greater  resistance  than  the  fragments. 

XXFERIMSNTS  OF  GEN.  GIL  MORE. 


MATERIALS. 


CEMENTS  AND  MIXTURES. 


Calculated 
value  of  y. 


Bosendale,  95  days. 


James  Biver,  69  days.. 


i} 


Pure 

Cement 

Lime J 

Cement 1  ) 

Lime }  j 

Cement iS 

Lime Jj 

Cement 1) 

^Lime IJ 

Cement 4-values\ 


Water 2-6 

Cement 4- 

^  Water 1-4 

Stiff  paste 


/ 


Botendale,  (Hoffhian,)  820  days -|  rj^.^^ 

Delafleld  and  Baxter; Stiff 

*  All  except  the  first  were  submitted  to  a  pressure  of  82  lbs.  per  square  inch. 


7- 
6-7 

6-6 

61 

8-9 

1-9 

8-4» 

4-4* 

4-8» 
6* 
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MATERIALS. 


Portland,  (Eng.,)  320 days. 


Roman,  (Eng.,)  100  days. 


Portland  Pure,  (Eng.,)  270  days., 


OXMBKTS  AKD  MIZTUBES. 


:;  U 


Pare  cement 

Cement 1 

Sand 1 

Cement.,.. 

Sand 

f  Cement 1\ 

I  Sand 1/ 

f  Cement 1\ 

I  Sand : 1/ 

I  Cement 1  \ 

t  Sand 2/ 

High  Falls,  (N.  Y.,)  270  days Pure ^. 

{Cement 1  > 
Sand 1  / 
Presh 


Calculated 
value  of  V. 


106 

8-7 

6-6 


12-6 
13- 

8-6 

11-8 

6-9 

48 


Note. — ^When  the  paste  is  not  subjected  to  compression  during  setting,  a  thin 
paste  produces  about  as  strong  a  mortar  as  a  stiff  one. 


CEMENT. 


Calculated  value  of  r. 


Pure. 


Cement  1. 
Sand...  1. 


Cement  1. 
Sand...  2. 


Portland,  English,  (artificial) . 

Cumberland,  Md 

Newark  and  Rosendule , 

Round  Top,  Md 

Utica,  111 

Shepherdstown,  Va 

Akron,  New  York 

Brighton  and  Rosendale 

Sandusky,  Ohio 

James  River,  Va 

Rosendale,  Lamenceuth 

Hoffman 

Lawrence 

Remington,  Conn 


10-5 
6-5 
5-8 


5  1 
6-1 
5-2 
4-9 
8-8 


6-8 
6-3 
65 


8-6 
6-3 
8-8 
4-1 
1-2 
4-2 
4-4 
8-8 
8-2 
4-2 
6-2 
41 


4-8 


6-6 
3-8 
8-4 


3-8 
81 
4-1 
3-4 


4.4 


3-4 


EXPERIMENTS  OF  OEN.  TREUSSAKT. 
PT7ZZU0LANA  AND  TRASS — MORTAR. 


Strasburgh . 


Lime 1  ^ 

Sand lis  days. 

Trass 1  J 

Lime l\.     ,, 

Trass 2/* 

Lime 1  ) 

Sand 1  U    ««    . 

Puzzuolana ij 


Calculated 
value  of  V. 


2-8 
2-3 
8-4 
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PUZZlTOLAiri.  AlTD  TlUlSfr— MOBTAB. 


Calculated 
value  of  T. 


White  Karble. 


Strasburgh. 


Lime 

Sand 

Traas 

Lime 

Sand 

Puzzuolana. 
Lime  paste.. 

Puzzuolana 2\ 

Lime  paste 1  >  « 

Trass.. 2/^ 


■} 


6  days.. 


21 

27 

8*8 
81 


Portland  cement,  4  months 21*3 

Koman        "  4        "     ^..v, 14-8 

Fire  brick  beam,*  loaded  partly  along  the  centre 2-1 

Cement  paste,  95  days 18-8 

"  "    IjlimepasteJ 13-6 


1, 
1, 
1. 

I 


■■I 


1. 

«  1 

«*  1 

*  Broke  through  the  bricks. 


11-8 
7-8 
7-9 
6- 
4-2 


Tensile  Eesistanee  of  varioue  Cements,  Mortare^  and  Mae&nry 
per  square  inch, 

SZPXRtMSMTB  OV  YICAT  AND  CHATONET  AT  CHERBOUBO,  GXXr.  OILMOBX, 
CBY6TAL  PALACE,  LONDON,  &C. 


1CATEBIAL8  AND  MIXTURES. 


Ultimata 

resistance. 


Boulogne,  lOOparts,  water  60 

90  days,      100  parte,  water  50 

Boulogne,  1  ye»ir,  Portland,  (natural) 

English,     1  year,  Portland,  (artificial) 

Boman,      1  year,  from  Septaria 

"        42  days,  cement  1,  sand  1 

«  ♦«  •<  1,     «i    2 

»'       **       **      1,  "  s!!!!!!!"!!!.. 

Portland,"  "  1,     "    1 

<«  u  it  \      n     2 

*'       "       •'      i|  "  8.!.!!.!.!..... 

"        15  days  f  ) 

"        45    *«    \  "  6,  water  4  \ 

"      135    "I  j  

"        English,  820  days,  pure 

"  '*  **  cement  1,  sand  1 

«  «  (c  a  1  *•  2 
Boman,  "  100  days,  "  l'  "  1 
Portland,  45  days,   pure  and  mixed,  stiff 

*'  English,  pure,  1  month 

^  *•  '*      6  months 

Stone  masonry,  Boman  cement,  6  months... 


112 
62 
675 
462 
191 
284 
199 
166 
142 
113 
192 
134 
207 
233 
1162 
948 
713 
439 
206 
893 
424 
77 


Digiti 


zed  by  Google 


Lme%,  OemenU^  M(frtarMj  and  Coner€te$. 


299 


BKXCK  AND  QBANITS  MASOKBT,  820  DATS. 


Cement,  Delafleld  and  Baxter 

'<         Lawrence  Co < 


r  Pure 

Cement 4\ 

Sand 1/ 

Cement 6) 

Siftings 1 J 

Cement 1  \ 

Siftings 2j 

Pare 

Pure 

Cement 4\ 

Sand 1/ 

Pure 

"  Kewark  Lime  and  Cement  Co ■!  Cement 1  \ 

I  Sand 2/ 

"  Brighton  and  Boaendale Pure 

•*  Kewark.  and  Rosendale Pure 

"  Pure  upon  bricks 

"  1,  sand  1  pure  upon  bricks 

««  1,     «*     8        "  "       

"  pure  upon  granite 

"  1,  water  } 

"  1,     "      42 

'<  pure  upon  bricks  with  mortar  in  the  joint,  mean. 

y  '*  **  without  mortar,  mean 

Lime  paste 1>  ,  .  , 

Sand 8 1  ^P*''^  ^^""^ 

Lime  paste 1 )      ,,        ,, 

Sand 2/  

Lime  paste 1) 

Sand 8  }.     *<        "    

Cement  pasta 5J 


68-66 
68-6 

7987 

74-6 

87-37 
68-68 

62- 

98-25 

89-62 

80-25 
76-81 
81- 
16« 

7- 
27- 
20- 
27- 

6* 
45- 

6- 
4-13 


11-41 


TABLE  BHOWIKa  THB  RXSISTAyCB  TO  CBtJBHIKO  8TRAIK  OF  CXMEKTS,  STONEy  AC, 
(CBTBTAL  PALAOE,  LOKDO^.) 

Ultimate 
MATSBiAi-  pressure  per 

square  inun. 


Portland  cement,  area  1,  heigih  1., 

Sand 1/ 

Cement...  1  \ 

Sand 4/ 

Soman  cement,  pure«,«...... « 


1680 
1244 

1244 
842 


Deductiom. — Ist.  Particles  of  unground  cement  exceeding  ^^  inch 
in  diameter  may  be  allowed  in  cement  paste  without  sand  to  the  ex- 
tent of  50  per  cent,  of  the  whole,  without  detriment  to  its  adhesive  or 
cohesive  properties,  while  a  corresponding  proportion  of  sand  injures 
the  strength  of  the  mortars  in  these  respects  about  40  per  cent. 

2d.  That  when  these  unground  particles  exist  in  the  cement  paste 
to  the  extent  of  66  per  cent,  of  the  whole,  the  adhesive  strength  is 
diminished  about  28  per  cent.  For  a  corresponding  proportion  of  sand 
the  diminution  is  68  per  cent. 
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Sd.  The  addition  of  siftings  exercises  a  less  injurious  effect  upon 
the  cohesive  than  upon  the  adhesiye  property  of  cement.  The  con- 
verse is  true  when  sand,  instead  of  siftings,  is  used* 

4th.  In  all  the  mixtures  with  siftings,  even  when  the  latter  amount- 
ed to  66  per  cent  of  the  whole,  the  cohesive  strength  of  the  mortars 
exceeded  its  adhesion  to  the  bricks.  The  same  results  appear  to  exist 
when  the  siftings  are  replaced  by  sand,  until  the  volume  of  the  latter 
exceeds  20  per  cent  of  the  whole,  after  which  the  adhesion  exceeds 
the  cohesion. 

6th.  At  the  age  of  320  days  (and  perhaps  considerably  within  that 
period)  the  cohesive  strength  of  pure  cement  mortar  exceeds  that  of 
Groton  front  bricks.  The  converse  is  true  when  the  mortar  contains 
60  per  cent,  or  more  of  sand. 

6th.  When  cement  is  to  be  used  without  sand,  as  may  be  the  case 
when  grouting  is  resorted  to,  or  when  old  walls  are  to  be  repaired  by 
injections  of  thin  paste,  there  is  no  advantage  in  having  it  ground  to 
an  impalpable  powder. 

7th.  For  economy  it  is  customary  to  add  lime  to  cement  mortars, 
and  this  may  be  done  to  a  considerable  extent  when  in  positions  where 
hydraulic  activity  and  strength  are  not  required  in  an  eminent  degree. 

Slaking. — The  volume  of  water  required  to  slake  lime  will  vary  with 
limes  from  2*6  to  8  times  the  volume  of  the  lime,  (quicklime,)  and  it  is 
important  that  all  the  water  required  to  reduce  the  lime  to  a  proper 
consistency  should  be  given  to  it  before  the  temperature  of  the  water 
first  given  becomes  sensibly  elevated. 

Immediately  upon  the  lime  being  provided  with  the  requisite  volume 
of  water,  it  should  be  covered,  in  order  to  confine  the  heat,  and  it  should 
not  be  stirred  whilst  slaking.  When  the  paste  is  required  for  groviJt' 
ing  or  whitewashing^  the  water  required  should  be  given  at  once,  and 
in  larger  volume  than  when  the  paste  is  required  for  mortar,  and  when 
slaked  the  mass  should  be  transferred  to  tight  casks  to  prevent  the  loss 
of  water.  When  the  character  of  the  limes,  as  with  those  of  hydraulic 
energy,  will  not  readily  reduce,  their  reduction,.which  is  an  indispensa- 
ble condition,  must  be  aided  by  mechanical  means,  as  a  mortar  mill. 

TABLE  8HOWI170  THX  COMFARATIVX  VOLITMXS  OF  LIME  AUTD  SLAKED  LIME. 
WEIGHT  or  VOLUME  OV  LIMB  6  POUNDS. 


LIME. 

Volume — 

Batio  of  increase. 

Before 
slaking. 

After 
slaking. 

Of  water. 

Weight. 

Volume. 

Kockland,  lump 

Sing  Sing,  lump 

Bondout,  ground 

Glena  JB'alls,  lump.... 
**     by  immersion 

Cub.  in. 

91-2 

87'4 
110-2 

98-1 

91-2 

Cub.  in. 
224-2 
227- 
222-3 
304- 
202-8 

Cub.  in. 

2-24 
.2-22 

2-12 

2-7 

21 

2-46 

2-61 

2- 

8-26 

2-64 

210- 
195-7 
279-3 
181-5 
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The  process  here  given  is  termed  drowning.  When  the  lime  is  re- 
tained in  a  barrel,  or  like  instrument,  immersed  in  water,  and  then 
withdrawn  before  reduction  occurs,  it  is  termed  ti?imer«ton,  and  when 
it  is  reduced  by  being  exposed  to  the  atmosphere,  and  gradually  ab- 
sorbing moisture  therefrom,  it  is  termed  air-slaked. 

Bricks  should  be  well  wetted  before  use.  Sea  sand  should  not  be 
used  in  the  composition  of  mortar,  as  it  contains  salt  and  its  grains 
are  round,  being  worn  by  attrition,  and  consequently  having  less  tena- 
city than  sharp-edged  grains. 

Fine  Clay. — The  fusibility  of  clay  arises  from  the  presence  of  im- 
purities, such  as  lime,  iron,  and  manganese.  These  may  be  removed 
by  steeping  the  clay  in  hot  muriatic  acid,  then  washing  it  with  water. 
Crucibles  from  common  clay  may  be  made  in  this  manner. 

JPise  is  made  of  clay  or  earth  rammed  in  layers  of  from  3  to  4  inches 
in  depth.  In  moist  climates  it  is  necessary  to  protect  the  external 
surface  of  a  wall  constructed  in  this  manner  with  a  coat  of  mortar. 

Asphalt  Composition. — Mineral  pitch  1  part,  bitumen  11,  powdered 
stone,  or  wood  ashes,  7  parts. 

2.  Ashes  2  parts,  clay  3  parts,  and  sand  1  part,  mixed  with  a  little 
oil,  makes  a  very  fine  and  durable  cement,  suitable  for  external  use. 

Mastic. — Pulverized  burnt  clay  98  parts,  litharge  ground  very  fine 
7  parts,  mixed  with  a  sufiScient  quantity  of  pure  linseed  oil. 

3.  Silicious  sand  14,  pulverized  calcareous  stone  14,  litharge  ^\  of 
the  weight  of  the  sand  and  stone,  and  linseed  oil  4  of  the  total  weight 
of  the  materials. 

The  powders  to  be  well  dried  in  an  oven,  and  the  surface  upon  which 
it  is  to  be  applied  must  be  saturated  with  oil. 

4.  JFor  Roads. — Bitumen  16,875  parts,  asphaltum  225  parts,  oil  of 
resin  6*25  parts,  and  sand  135  parts.  Thickness,  from  1^  to  If  inches. 

Asphaltum  55  lbs.  and  gravel  28*7  lbs.  will  cover  an  area  of  10*75 
square  feet. 

Notes  by  General  Gilmore^  U.S.A. — All  the  Vime  necessary  for 
any  required  quantity  or  '^  batch  "  of  mortar  should  be  slaked  at  least 
one  day  before  it  is  mixed  with  the  sand. 

All  the  water  required  to  slake  the  lime  should  be  poured  on  at  one 
time,  the  lime  should  be  submerged,  and  the  mass  should  then  be  cov- 
ered with  a  tarpaulin  or  canvas,  and  allowed  to  remain  undisturbed 
for  a  period  of  24  hours. 

The  ingredients  should  be  thoroughly  mixed,  and  then  heaped  for 
use  as  required. 

Recent  experiments  have  developed  that  most  American  cements 
will  sustain,  without  any  great  loss  of  strength,  a  dose  of  lime  paste 
equal  to  that  of  the  cement  paste,  whilst  a  dose  equal  to  ^  to  f  the 
volume  of  current  paste  may  be  safely  added  to  any  Bosendale  ce- 
ment without  producing  any  essential  deterioration  of  the  quality  of 
the  mortar.  Neither  is  the  hydraulic  activity  of  the  mortars  so  far 
impaired  by  this  limited  addition  of  lime  paste  as  to  render  them  un- 
saited  for  concrete  under  water,  or  other  submarine  masonrv.  By  the 
Toi..  LII.— Thikd  a^Kixs.— No.  6.— Novxicbxb,  186^  26 
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use  of  lime  is  secured  the  double  adrantages  of  slow  setting  and 
economy. 

JPointing  Mortar  is  composed  of  a  paste  of  finely  ground  cement 
and  clean  sharp  silicious  sand,  in  such  proportions  that  the  volume  of 
cement  paste  is  slightly  in  excess  of  the  volume  of  voids  or  spaces  in 
the  sand.  The  volume  of  sand  varies  from  2^  to  2|  that  of  the  cement 
paste,  or  by  weight,  1  of  cement  powder  to  8  to  8^  of  sand.  The  mix- 
ture should  be  made  under  shelter,  and  in  quantities  not  exceeding 
from  2  to  3  pints  at  a  time. 

Before  pointing,  the  joints  should  be  reamed,  and  in  close  masonry 
they  must  be  open  to  ^«g  of  an  inch,  then  thoroughly  saturated  with 
water  and  maintained  in  a  condition  that  they  will  neither  absorb 
water  from  the  mortar,  or  impart  any  to  it.  Masonry  should  not  be 
allowed  to  dry  rapidly  after  pointing,  but  it  should  be  well  driven  in 
by  the  aid  of  a  caulking  iron  and  hammer.  This  operation  should  be 
repeated  until  the  joint  is  entirely  full. 

In  the  pointing  of  rubble  masonry  the  sape  general  directions  are 
to  be  observed. 

Notes  by  General  Totton^  U.  S,  A. — 240  lbs.  lime  =  1  cask,  will 
make  from  7*8  to  8'16  cubic  feet  of  stiflF  paste. 

808*  lbs.  of  finely  ground  cement  will  make  from  3-7  to  8'8  cubic 
feet  of  stiff  paste.  79  to  88  lbs.  of  cement  powder  will  make  1  cubic 
foot  of  stiff  paste. 

1  cubic  foot  of  dry  cement  powder,  measured  when  loose,  will  mea- 
sure '78  to  '8  cubic  foot  when  packed,  (as  at  a  manufactory.) 

100  yards  of  lath  and  plaster  work,  with  wages  of  mason  at  $l'7o 
per  day,  and  Rockland  lime  at  $1  per  cask,  cost,  respectively — 

8  coats  hard  finiah  work $25-50 

2  couU  Blipped  work 19-95 

*  800  lbs.  net  is  the  standard  barrel ,  but  it  usually  weighs  808  lbs. 


For  tho  Journal  of  the  Franklin  Institote. 

A  new  Marine  Signal  Light.  By  11.  H.  Thurston,  1st  Asst.  Eng., 
United  States  Navy. 

The  metal  magnesium,  to  which  so  much  attention  has  been  drawn 
lately  by  its  remarkable  illuminating  power,  was  discovered  by  Sir 
Humphrey  Davy  at  about  the  same  time  that  he  discovered  the  metals 
of  the  alkalies,  and  by  a  similar  method.  It  is  a  white  metal,  quite 
similar  in  appearance  to  silver,  but  remarkable  for  its  lightness,  a 
cubic  inch  weighing  about  an  ounce.  It  melts  and  volatilizes,  when 
protected  from  the  atmosphere,  at  nearly  the  same  temperature  as 
zinc,  but  a  fine  wire  or  thin  ribbon  of  it,  exposed  to  high  temperature 
in  air,  takes  fire  and  burns  with  a  bluish- white  light  of  dazzling  bril- 
liancy. 

Its  light,  as  is  now  well  known,  exhibits  properties  not  possessed  by 
any  other  artificial  light.  By  it  the  colors  are  all  readily  distinguished, 
and  its  actinic  or  chemical  rays  are  so  powerful  as  to  have  created  aa 
extensive  demand  for  the  metal  from  photographeis,  who  find  it  desir- 
able to  extend  their  hours  of  business  beyond  those  of  daylight,  or  to 
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photograph  objects  in  positions  neyer  reached  by  sunlight — as  in  the 
Mammoth  Cave. 

The  attention  of  the  \Triter  was  first  drawn  to  this  "  new  light  **  by 
a  report  of  Prof.  Piazzi  Smith,  the  Scottish  Astronomer  Royal,  re- 
garding its  use  in  the  interior  of  the  Pyramids  of  Egypt  nearly  two 
years  since,  and  a  further  statement  before  the  Royal  Society  that 
some  apparatus  wag  required  for  burning  the  magnesium  steadily  and 
economically.  The  first  thought  suggested  was  that  it  might  be  made 
useful  as  a  signal  lip:ht. 

Experiments  in  this  direction  have  been  made  in  England,  but  with 
^hat  success  is  unknown  to  the  writer. 

An  experiment,  conducted  by  an  able  army  officer,  to  ascertain  the 
comparative  brilliancy  of  the  magnesium  light  and  the  ordinary  pyro- 
technic signal  lights,  proved  that  a  ball,  weighing  fifty  pounds,  of  the 
latter  material,  was  eclipsed  in  light-giving  power  by  a  ball  of  only 
one  and  a  half  pounds  weight,  of  similar  composition,  to  which  had 
been  added  a  small  quantity  of  magnesium  in  fine  powder. 

Experiment  has  also  shown  the  magnesium  light  to  be  superior  to 
the  lime  light,  and  to  compete  with  the  electric  light  in  brilliancy, 
while  its  cost  is  less  than  either. 

Early  in  the  present  year  the  writer,  then  on  duty  at  the  Naval 
Academy,  ascertained  that  Commander  S.  B.  Luce,  U.  S.  N.,  also  on 
duty  at  that  station,  had  devised  an  ingenious  application  of  the  Myers 
Bystem  of  signals,  which  was  remarkably  well  adapted  to  use  with 
an  arrangement  of  colored  lights,  and  was  already  experimenting,  as 
the  writer  had  proposed  to  do,  with  lights  of  different  colors,  so  ar- 
ranged as  to  be  exposed  or  hidden  by  the  withdrawal  or  intervention 
of  opaque  screens. 

The  light  used,  however, — the  ordinary  ship's  light, — had  so  little 
intensity  as  to  make  that  system  comparatively  useless,  although  at 
short  distances  messages  could  be  transmitted  with  remarkable  rapidity. 

It  was  apparent  that  the  use  of  a  light  of  sufficient  intensity  would 
render  that  system  very  efficient,  and  it  was  determined  that  experi- 
ments should  be  made  with  the  magnesium  light. 

The  apparatus  formerly  in  use  for  burning  magnesium  was,  in  many 
respects,  objectionable,  but  a  new  lamp  was  designed  by  the  writer, 
eubsequently  improved  by  the  American  Magnesium  Company,  and 
this,  the  only  kind  now  used  in  the  United  States,  was  used  in  these 
experiments. 

An  experimental  apparatus  was  accordingly  designed  by  the  writer, 
in  which  one  lamp  burning  magnesium  was  made  to  exhibit  different 
colors  as  required;  and  with  this  experiments  were,  at  first,  made  on 
fihore. 

These  experiments  proving  successful,  the  apparatus  was  taken  to 
eea  with  the  U.  S.  Practice  Squadron  on  the  last  summer,  and  while 
at  sea  Commander  Luce  made  other  experiments. 

The  vessels,  between  which  signals  were  to  be  exchanged,  were 
separated  as  far  as  possible,  without  being  entirely  hidden  from  each 
4>ther  bj  the  convexity  of  tke  oceani  and  xnessa^es  of  equal  length 
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irere  Bent  each  way,  first  by  the  magnesium  light,  then  by  the  usiial 
method  of  colored  fires,  and  answers  were  returned. 

The  experiments  proved  that  the  magnesium  light  could  be  seen  at 
a  distance  of  eight  miles  or  more  with  perfect  distinctness,  notwith- 
standing the  fact  that  the  light  was  somewhat  obscured  by  the  several 
thicknesses  of  glass  interposed.  To  send  the  messages  selected,  re- 
quired from  six  and  a  half  to  nine  minutes  by  the  magnesium  appara- 
tus and  system,  and  about  fifteen  by  the  old  method,  although  the  lat- 
ter had  been  somewhat  improved  by  a  device  of  Commander  Luce. 

The  cost  of  the  message  was,  by  magnesium,  nxty  cents;  by  the  old 
light,  a  trifle  over  six  dollars. 

Subsequent  experiments  in  Chesapeake  Bay  were,  if  possible,  still 
more  decisively  successful. 

The  appearance  of  the  magnesium  light  at  sea  is  that  of  a  brilliant 
star;  that  of  the  usual  light  a  bright  flame.  The  common  colored  fire 
exhibits  a  greater  volume  of  flame,  while  the  magnesium  has  the  ad- 
vantage in  intensity,  in  rapidity  of  the  transmission  of  messages — by 
Commander  Luce's  system — and  in  its  immensely  less  cost. 

The  magnesium  may  be  packed  in  smaller  compasses,  and  may  be 
used  in  signaling  so  long  as  it  lasts,  while  the  lights  now  used  occupy 
considerable  bulk  if  carried  in  sufBcient  quantity  for  a  cruise,  gi?6 
trouble  in  selecting  correct  numbers,  and  if  a  set  corresponding  to  a 
single  figure  be  exhausted,  the  whole  stock  is  rendered  useless  until  a 
supply  of  that  set  is  obtained. 

The  chemical  equivalent  of  magnesium  being  very  low,  12*2,  it  sug- 
gests one  reason  for  the  brilliancy  of  its  combustion,  and  also  points 
to  the  probability  that,  by  making  up  the  common  signal  light  with 
magnesium  powder,  an  immense  increase  of  brilliancy,  as  well  as  a 
reduced  bulk,  may  be  expected,  and  thus  make  them  valuable  for  sig- 
naling from  the  mast-head  at  extraordinary  distances,  while  the  me- 
thod above  described  will,  from  its  economy,  probably  come  into  use 
in  the  naval  and  merchant  services  for  signaling  at  moderate  distances. 

The  English  and  French  authorities,  it  is  understood,  are  experi- 
menting on  magnesium  with  a  view  to  its  introduction  into  light- houses, 
and  the  result  will  be  anticipated  with  much  interest  by  seamen. 
Kaval  Academy,  AnnapoliB,  October,  1866. 


Cantor  Lectures. — On  Suimarine  Telegraphy.  By  Flkbming  Jbnkik, 

Esq.,  C.E.,  F.R.S. 

Fiom  the  London  Journal  of  the  Society  of  Arti,  Now  090. 

LfiCTURE  11. 

(Continued  from  page  280.) 

6.  Statistics  of  Cables  in  Shallow  Seas. — The  total  failures  of  all 

kinds,  in  shallow  water,  excluding  cables  which  had  no  proper  outer 

iron  protection,  did  not  amount  to  100  miles.     About  2350  miles  have 

been  laid,  which  worked  for  some  time,  but  are  now  abandoned.    Of 

these,  1400  miles  weighed  less  than  one  ton  per  mile,  a  weight  which, 
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for  shallow  Bets,  18  now > known  to  be  absurdly  insufficient;  these 
worked  for  about  two  years  upon  an  average.  950  miles  weighed  more 
than  one  ton  but  not  more  than  two  tons  per  mile.  The  average  life 
of  these  cables  was  five  years.  5000  miles  are  now  certainly  at  work; 
possibly  more.  They  have  already  worked  upon  an  average  of  four 
years  and  a  half.  They  include  one  cable  which  has  worked  for  15 
years,  and  several  18  years  old ;  but  the  average  is  lowered  by  the 
long  Malta- Alexandria  and  Persian  Gulf  cables  only  lately  laid.-— 
Bvery  one  of  these  cables,  except  the  Malta- Alexandria,  not  originally 
designed  for  shallow  seas,  weigh  more  than  two  tons  per  mile.  The 
interruptions  on  the  lighter  cables  are  somewhat  frequent.  On  the 
Malta-Alexandria  they  have  averaged  four  days  per  100  miles  per 
annum.  Even  this  is  not  worse  than  the  best  land-lines  in  India,  and 
is  ten  times  better  than  the  worst  landlmes  in  India. 

7.  Maintenance  and  Returns  from  Cahlee  in  Shallow  Seas, — The 
average  cost  of  maintaining  the  cables  of  the  Suhimarine  and  Electric 
Telegraph  Companies  has  been  for  some  years  from  £8  to  £9  per 
mile,  excluding  the  cost  of  total  renewals,  which  should  be  provided 
for  by  a  reserve  fund.  The  expense  of  the  Malta-Alexandria  repairs 
is  not  known.  This  line  has  earned  as  much  as  X8000  in  one  week^ 
or  at  the  rate  of  <£117  per  knot  per  annum.  In  one  year  the  average 
earnings  during  the  time  it  was  open  were  at  the  rate  of  more  than 
£90,000,  or  £68  per  knot  per  annum ;  allowing  for  interruptions,  the 
maximum  earnings  in  one  year  were  £64,000,  or  £48  per  knot.  The 
Persian  Gulf  cable  is  said  to  be  earning  at  the  rate  of  more  than 
£100,000  per  annum,  or  £85  per  knot  per  annum.  Neither  cable  has 
yet  worked  under  favorable  conditions ;  the  former  ends  in  a  cul-de* 
eacj  and  the  land-lines  connected  with  the  latter  are  so  badly  worked 
as  to  cause  extreme  delay  and  uncertainty.  Such  cables  can  be  laid 
for  sums  varying  from  £800  to  £400  per  knot.  The  receipts  on  the 
Submarine  Company's  lines  seem  lately  to  have  been  at  the  rate  of 
about  £85  per  knot  of  cable,  or  £26  per  knot  of  insulated  wire. 

8.  Deep^ea  Cables. — Cables  laid  in  less  than  1000  fathoms  would 
now  hardly  be  considered  as  deep-sea  cables,  but  formerly  a  depth  of 
800  or  400  fathoms  was  thought  sufficient  to  entitle  a  cable  to  be  put 
in  this  class,  and  the  old  classification  has  been  adhered  to  in  prepar- 
ing the  statistics  of  shallow  sea  cables.  A  cable  to  be  laid  in  a  deep 
sea  must,  of  course,  be  strong,  both  absolutely  and  relatively,  to  its 
weight  in  water ;  it  must  be  light,  or  the  j;reat  lengths  required  can* 
not  be  conveniently  carried ;  it  must  not  be  liable  to  stretch,  and  it 
must  eoil  well  and  be  paid  out  easily.  At  first,  light  specimens  of  the 
form  already  described  as  used  for  shallow  seas  were  generally  em« 
ployed.  The  Bed  Sea  cable  is  a  fair  sample.  The  first  Atlantic  cable 
is  very  similar,  but  the  simple  outer  wires  were  replaced  by  strands 
of  still  smaller  wires.  The  examination  of  Table  IV.  will  show  how 
far  these  cables  met  the  above  requirements.  They  could  support  from 
4000  fathoms  to  5000  fathoms  of  themselves,  hanging  vertically  from 
the  ship.  They  could  be  laid,  and  about  7000  miles  of  this  class  were 
laid,  in  depths  approadung  or  exeeeding  2000  fathoms,  and  tbeso 
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cables  bave  even,  for  a  few  miles,  been  hauled  back  from  these  depths. 
They  seldom  broke  while  being  laid,  but  they  were  not  permsnently 
Buccessful.  Communication  generally  ended  within  a  year  from  the 
time  it  was  established,  and  the  outer  covering  was  then  too  much  rusted 
to  allow  of  repairs.  The  causes  of  failure  were  many,— but  gutta- 
percha joints,  bad  copper  joints,  injuries  to  the  insulator  before  the 
cable  was  laid,  high  battery  power  burning  small  faults  into  big  ones 
and  eating  away  the  copper  lining,  from  which  they  were  often  un- 
protected. These  may  be  instanced  as  known  causes  of  failure.  It 
is  also  said  some  cables  were  laid  too  light,  and  sprung  asunder  when 
the  iron  wires  rusted.  It  may  be  conjectured  that  when  theae  wires 
rusted  the  gutta-percha  could  not  bear  the  cable  if  suspended  across 
a  hollow.  These  are  less  probable  causes  of  failure,  but  it  is  certain 
that  the  rusting  of  the  outside  and  the  failure  of  the  cable  generally 
coincided  as  to  time.  The  failure  was  seldom  gradual ;  it  was  almost, 
if  not  always,  accompanied  by  a  total  fracture  or  interruption  in  the 
copper.  When  any  of  these  injuries  did  occur,  they  were  irremediable. 
The  first  important  modification  of  the  common  form  was  to  adopt 
steel  wires  instead  of  iron,  reducing  their  number,  and  enveloping 
them  in  hempen  strands,  so  as  to  produce  a  cable  which  externally 
looks  like  a  hempen  rope.  Many  excellent  experiments  were  made  on 
this  form  of  cable  (which  was  subsequently  chosen  for  the  second  At- 
lantic) by  Messrs.  Gisborne  and  Forde,  aided  by  Mr.  Siemens.  These 
experiments  are  given  in  full  in  Appendix  10  to  the  "  Report  of  the 
Joint  Committee  on  the  Construction  of  Submarine  Cables,''  published 
by  government  in  1861.  The  great  strength,  both  absolute  and  rela- 
tive, of  this  form  may  be  seen  from  Table  IV.,  showing  that  these 
hemp  and  steel  cables  will  support  11,000  fathoms  of  themselves  hang- 
ing vertically  in  water.  The  mass  of  steel  required  to  cover  the  core 
is  dimisished  by  the  use  of  hemp,  but  as  hemp  is  no  lighter  than 
water,  it  does  not  buoy  up  the  wire.  A  steel  wire  simply  wrapped  up 
in  hemp  weighs  much  the  same  in  water  as  a  bare  wire,  and  therefore 
wires,  whether  simply  wrapped  in  hemp  or  bare,  will  support  equal 
lengths  of  themselves  in  water,  but  the  hemp  may  be  so  applied  as  to 
add  all  its  strength  to  that  of  the  steel,  although  the  extensibility  of 
the  two  materials  is  different.  To  do  this,  the  hemp  must  be  spun 
round  the  steel  with  a  definite  lay,  to  be  ascertained  in  each  case  by 
experiment.  Table  YI.  shows  the  strength  of  iron  and  steel  strands 
wrapped  with  Russian  and  Manilla  hemp,  and  with  }  lay  and  1^  lay, 
respectively ;  also  the  strength  and  stretch  of  the  separate  materials. 
It  will  at  once  be  seen  that  a  difference  of  lay  produces  an  extraordi- 
nary augmentation  in  the  breaking  strain  and  in  the  elongation.  The 
stretch  of  a  wire  when  approaching  its  breaking  strain  is  concentrated 
nearly  at  one  point,  where  it  rapidly  diminishes  in  diameter.  The  ef- 
fect of  the  hemp  is  to  support  the  wire  at  a  number  of  successive  weak 
spots  of  this  kind,  and  thus  greatly  to  augment  the  elongation  before 
breaking ;  but  it  will  further  be  observed  that  the  breaking  strain  of 
the  combined  materials  is  actually  greater  in  some  cases  than  the  sum 
of  the  strengths  of  the  separate  materials.   Thus  the  sum  of  the  manilla 
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and  steel,  taking  the  mean  strength,  is  a  little  less  than  12  cwi; 
but  the  mean  of  the  combined  strand  is  more  than  12^  cwt.  With 
Russian  hemp  the  sum  of  the  separate  strengths  is  11*07  cwt.,  bntthe 
combined  strand  supported  11'42  cwt.  The  results  with  iron  do  not 
show  this  anomaly,  but  the  apparant  paradox  with  steel  wire  has  been 
fully  confirmed  by  independent  experiments  made  for  the  Atlantic 
Telegraph  Company.  The  explanation  is,  that  when  tested  separately 
we  have  the  strength  of  the  weakest  points,  or  smallest  sections  of  the 
wires  and  strands ;  but  these  materials  are  never  uniform,  and  when 
combined,  as  it  is  most  improbable  that  the  two  weakest  points  should 
coincide,  we  obtain  the  sum  of  their  mean  sections  or  strengths.  The 
cables  formed  by  these  hemp-covered  steel  wires  are  very  strong. 
Table  IV.  shows  that  the  Atlantic  cable,  relatively  and  absolutely,  is 
the  strongest  cable  yet  made,  bearing  more  than  twice  as  great  a  length 
of  itself  as  the  old  iron  cable.  The  new  form  stretches  more  than  the 
old.  The  hemp  may  be  eaten  off,  or  decay  from  the  wires,  weakening 
the  cable,  and  the  hemp  affords  less  mechanical  protection  against 
injury ;  but  the  stretch  is  never  such  as  to  endanger  the  core,  as  has 
been  proved  by  repeated  experiments,  and  the  most  serious  defect  of 
the  cable  is  probably  its  expense. 

9.  Proposed  form%  of  Deep  Sea  Cables. — Rowett's  hempen  rope 
could  certainly  be  laid.  The  lecturer  has  had  no  sample  of  it,  but 
fears  it  would  be  extensible.  Allan's  cable  could  also  be  easily  laid, 
80  far  as  its  strength  is  concerned.  It  is  said  to  coil  badly  ;  but  the 
lecturer  has  not  seen  this  tested.  The  proximity  of  the  copper  and 
steel  inside  the  cable  might  cause  the  steel  to  rust  and  burst  the  core. 
Still  it  is  desirable  that  this  form  should  be  practically  tested.  Mr. 
Siemens'  cable,  also  mentioned  in  Table  IV.,  will  be  found  described 
in  the  appendix  to  this  lecture.  The  stretched  hemp  has  great  strength 
and  elongates  little,  but  has  to  carry  an  immense  load  of  copper,  which 
does  not  add  to  the  strength  of  the  cable.  The  phosphorized  copper 
sheathing  would  probably  be  very  permanent  This  cable  has  actually 
been  laid  and  is  now  working.  A  trial  of  it  was  not  successful  in  deep 
water,  but  a  piece  was  recovered  from  1600  fathoms.  Duncan's  cable, 
covered  with  plaited  ratan,  is  too  extensible,  and  the  ratan,  though 
durable  in  water,  does  not  add  much  tensile  strength.  The  lecturer 
has  had  a  sample  of  cable  made,  in  which  he  used  Siemens'  stretched 
hemp,  covered  with  Duncan's  plaited  cane.  Its  properties  are  given 
in  Table  IV.,  and  its  specification  in  the  appendix.  This  cable  com- 
bines great  strength,  small  elongation,  lightness,  and  cheapness.  A 
bare  gutta-percha  core  could  be  laid  easily,  but  could  not  be  recovered 
from  great  depths. 

10.  Statiitics  of  Deeps^a  Cables. — Excluding  the  1000  miles  in 
abeyance  under  the  Atlantic,  and  the  cable  lost  in  the  first  experi- 
mental trips  in  the  Atlantic,  only  some  500  or  600  miles  of  cable  havd 
been  lost  during  laying.  About  9000  miles  have  been  laid  and  worked 
a  little  while,  but  are  no  longer  working.  From  700  to  850  miles  are 
now  at  work,  but  much  of  this  is  in  no  great  depth.     The  Barcelona- 

'-  Mahon  cable,  believed  still  to  work,  although  faulty,  is  included  in 
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this  list.  There  is  but  one  qaite  sound  cable  lying  at  work  in  more 
than  1000  fathoms,  viz :  that  between  Sardina  and  Sicily,  243  miles 
long.  One  section  of  the  Malta- Alexandria  cable  is  in  420  fathoms, 
and  has  never  shown  any  deterioration.  The  probable  causes  of  fail- 
ure have  already  been  enumerated. 

11.  The  general  conclusions  to  bo  drawn  from  the  statistics  given 
in  this  lecture  seem  to  be,  that  in  shallow  seas,  by  laying  heavy,  strong 
cables,  we  can  insure,  and  have  obtained,  success,  both  from  an  engi- 
neering and  commercial  point  of  view ;  that  in  deep  seas  we  have 
hitherto  failed,  but  that  success  is  not  unattainable,  and  may  probably 
be  reached  by  several  methods.  The  lecturer  believes  that,  while  in 
shallow  seas,  where  repairs  are  possible,  cables  can  hardly  be  laid  too 
heavy  or  at  too  great  an  expense,  in  deep  seas,  where  repairs  will  al- 
ways be  precarious,  they  can  hardly  be  laid  too  light  or  too  cheap. 

APPENDIX  I. — SPECIFICATION  OF  CABLES  IN  TABLES. 

1.  First  Atlantic. — Core  {vide  Table  III.,  last  Journal^  page  176) 
covered  with  18  strands  of  7  bright  best  charcoal  wires  0*028  in.  dia- 
meter, called  No.  22.  Total  diameter  0*62  in;  weight  of  iron,  15*64 
cwt.  per  knot. 

2,  Red  Sea. — Core  {vide  Table  III.)  covered  with  18  bright  iron 
wires  (?  charcoal),  called  No.  16,  B.W.G.,  diameter,  0-77.  Total  dia- 
meter, 0-56  in.;  weight  of  iron,  16  cwt.  per  knot. 

8.  Malta-Alexandria. — Core  {vide  Table  III.)  covered  with  18  bright 
charcoal  iron  wires,  each  0*12  in.  diameter,  called  No.  11  (?).  Whole 
cable,  0-85  in.  diameter ;  weight  of  iron,  33-56  per  knot. 

4.  Persian  Gulf. — Core  (vide  Table  III.)  covered  with  12  galvan- 
ized iron  wires,  0*18  in.  diameter,  called  No.  7  J  (?) ;  diameter  of  iron 
cable,  0  9  in.;  covered  with  hemp  and  bituminous  compound  to  l'25in. 
diameter;  weight  per  knot  of  completed  cable,  3*7  tons. 

6.  England- Holland  Main  Cable. — 10  black  wires,  0-375  diameter, 
called  No.  00  ;  external  diameter,  1'68  inch;  weight  per  knot,  10*4 
tons  ;  shore  end  15  wires,  0*22,  called  No.  5,  covered  with  12  strands 
made  of  8  wires  of  same  diameter,  covered  with  Bright  &  Clark's  compo- 
sition to  2^  inches  in  diameter  ;  diameter  of  iron,  2  inches,  and  weight 
per  knot,  iy-6  tons. 

6.  Toulon-Algiers. — Core  {vide  Table  III.)  covered  with  10  steel 
wires,  each  enveloped  in  four  strands  of  Russian  hemp.  Diameter  of 
steel  wires,  0*08,  called  No.  14;  diameter  of  strands  about  02  in.; 
weight  of  hempen  strands,  (?) ;  diameter  of  completed  cable,  08  in. ; 
weight  in  air,  1*31  tons. 

7.  Steel  and  Hemp-coated  Gibraltar  (proposed). — Core  like  Malta- 
Alexandriii,  covered  with  12  steel  wires  in  4  hemp  strands.  Diameter 
of  wires,  008 ;  weight  of  steel  per  knot,  10*55  cwt. ;  of  homp,  6  cwt. ; 
lay  of  hempen  strands,  1^  inch  ;  diameter  of  completed  cable,  0*875. 

8.  Iron  and  Hemp- coated  Gibraltar  (experimental).— Like  No.  6, 
with  iron  instead  of  steel. 

9.  Second  Atlantic  Cable. — Core  {vide  Table  III.)  covered  with 
10  bright  steel  wires,  each  in  5  manilla  hemp  strands.   Diameter  of 
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each  wire,  0*095  in.,  called  No.  13;  diameter  of  strand,  abont  0'28 
in. ;  weight  of  hemp  strands  per  knot,  about  12*8  cwt. ;  lay  of 
hemp  strands,  3  inches.  Webster  &  Horsfall's  homogeneous  steel.— 
Diameter  of  complete  cable,  1-225 ;  weight  of  steel  per  knot,  about 
13*75  cwt.,  and  the  serving  round  core  about  2*2  cwt. 

10.  Siemens'  Copper-covered  Cable,  (sample  in  Table  V.) — Copper 
conductor,  550  fts.  per  knot ;  insulator,  420 ;  diameter  of  core,  0*52  in. 
Stretched  hempen  strands,  440  ibs.  per  knot;  copper  armor,  675  lbs. 
per  knot ;  diameter  of  completed  cable,  0*75  in. 

11.  Allan's  Cable,  (sample  in  Table  V.) — Solid  copper  conductor, 
0114  in.,  weighing  240  lbs.  per  knot ;. surrounded  by  19  steel  wires, 
0*02  in.  diameter,  weighing  120  fts.  per  knot ;  diameter  of  steel  strand, 
016  in.;  covered  with  300  fcs.  of  gutta-percha,  diameter  0*456,  and 
canvas  web  ;  total  diameter,  0*522. 

12.  Ratan  and  Stretched  Hemp,  (sample  in  Table  V.) — Core,  368 
cwt.  per  knot;  diameter,  0*34  in. ;  covered  with  15  hempen  strands, 
weighing  1*84  cwt.  per  knot;  and  covered  with  plaited  ratan  cane, 
weighing  1*84  cwt. ;  total  diameter,  0  625  in. 

(To  be  continued.) 


Self-acting  Sydraulic  Coal-cutting  Machine.  By  W.  E.  Carrbtt,  Eng. 

Bead  before  the  Nottingham  meeting  of  the  British  Association,  Aug.,  1866. ^ 
From  the  London  Civ.  Eng.  and  Architects'  Joornal,  September,  1804. 

In  the  general  detail  of  mining  operations,  the  cutting  away  of  the 
under  portion  of  a  valuable  seam  or  bed  of  mineral  to  fiicilitate  its  sub- 
sequent removal,  is  at  all  times  one  of  the  most  laborious  and  difficult 
operations,  and  is  often  effected  by  the  miner  under  the  greatest  phy- 
sical disadvantages;  more  especially  when  the  seam  of  coal  is  very 
thin,  and  is  cut  on  the  "  end  "  to  improve  its  salable  qualities.  This 
*'holeing,"  or  "bareing,"  or  "kirving,"  or  "undercutting,"  is  usually 
performed  by  about  40  blows  per  minute  from  a  pick,  handled  with 
such  experience  as  to  cut  3  to  4  feet  under,  at  the  rate  of  1  to  1 J  yards 
lineal  per  hour,  and  destroying  much  of  the  coal  to  make  room  for  the 
operator,  and  enable  him  to  work  partly  into  the  hole,  to  produce  the 
requisite  depth  for  a  fall. 

The  speed  and  effort  with  which  this  picking  tool  is  moved,  combined 
with  its  weight,  represent  the  power  of  one  man  applied  in  the  shape 
of  '*  percussive  force,"  and  this,  under  advantageous  circumstances,  is 
equal  to  about  one-sixth  of  a  horse  power.  The  miner  could  not,  with 
his  limited  power,  force  his  pick,  or  any  other  shaped  tool,  into  the 
coal  as  if  he  were  cutting  cheese :  he  is  like  the  mechanic,  who  has  to 
chip  all  his  iron  work  with  hammer  and  chisel,  for  want  of  a  planing 
or  slotting  machine,  and  must  reduce  it  by  little  as  best  he  can,  "ia 
lieu "  of  suitable  mechanical  expedients  to  concentrate  and  apply 
power  in  a  continuous,  undeviating,  and  determined  line.  Yet  the  in- 
troduction of  planing  or  slotting  machines  has  not  injured  the  me- 
chanic, nor  the  morticing  machine  the  joiner.  There  is  ample  work 
which  the  machine  cannot  do^  and  there  are  innumerable  mines  where 
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no  machinery  can  compete  irith  the  skilled  miner.  To  apply  the  power 
of  horses  in  lieu  of  mannmotive  power,  even  though  one  horse  is  as 
powerful  as  six  men,  is  practically  very  diflScnlt.  The  power  of  both 
is  dependent  on  the  produce  of  cultivated  lands  ;  and  the  fewer  horses 
required  the  cheaper  the  necessaries  for  human  sustenance. 

There  is  yet  a  far  more  effective  substitute  for  the  power  of  both  man 
and  horse,  which  has  been  inviting  our  use  for  centuries,  in  the  form 
of  what  George  Stephenson  conceived  to  be  "  bottled  up  sunshine.*' 
A  coal-fed  steam  engine  of  one  horse  power  is  twelve  times  cheaper 
than  one  animal  horse  power,  and  our  obedient  servant  for  twenty-four 
hours  daily,  consuming  the  produce  of  uncultivated  lands  on  which  the 
sun  shone  ages  ago. 

Now,  it  is  desirable  that  in  many  favorable  circumstances  this  "  un- 
dercutting operation  of  the  miner  should  be  accomplished  indirectly 
by  this  steam  power,  and  one  of  the  practical  methods  of  accomplish- 
ing this  object  is  the  subject  of  the  present  consideration. 

If  one  collier  had  the  power  of  say  18  men,  and,  when  necessary, 
could  make  himself  2  feet  high,  and  hold  himself  down  upon  the  floor 
of  the  mine  by  pressing  his  head  against  the  roof,  and  hold  firm  in  his 
hands  a  kind  of  cheese  scoop,  in  lieu  of  a  pick,  and  could  force  it 
steadily  into  the  coal  at  the  necessary  height  from  the  floor,  and  to 
the  required  depth,  he  would  then  be  exactly  what  is  in  many  cases 
wanted.  He  would  be  a  traveling  morticing  machine,  and  do  more  in 
one  minute  than  700  blows  from  a  hand-wrought  pick  can  do,  and 
would,  in  fairness,  demand  a  very  stiff  wage,  which  he  would  undoubt- 
edly obtain. 

This  is  what  the  iron  man  or  hydraulic  coal-cutter  accomplishes. 
"  He  "  is,  if  necessary,  2  feet  high,  has  four  legs,  of  adjustible  length  ; 
his  head  is  also  adjustable  to  touch  the  roof,  and  he  wei^ihs  one  ton. 
He  ia  fed  by  a  2-inch  flexible  pipe,  with  sober  drink,  at  800  lbs.  pres- 
sure, and  at  the  rate  of  30  gallons  per  minute. 

This  water  pressure  acts  vertically  on  a  6-inch  piston  pressing 
against  the  roof,  and  horizontally  on  one  about  the  same  size,  recip- 
rocating 18  inches,  and  15  to  20  times  in  a  minute.  There  is  a  pres- 
sure of  5000  lbs.  against  roof,  and  the  same  pressure  acting  horizon- 
tally, forcing  3  **  cheese  scoops  "  into  the  coal.  These  cutting  tools 
are  3  inches  wide,  and  penetrate  4  feet,  with  a  power  equal  to  3  horses 
or  18  men ;  and  this  is  effected  by  a  consumption  of  60  lbs.  of  coal 
per  hour  to  feed  the  boiler  of  the  engine,  which  makes  the  water  pres- 
sure, and  pumps  the  same  over  and  over  again.  Thus  this  automaton 
iron  man  is  dead-fast  when  forcing  the  cutters  into  the  coal,  and  only 
requires  to  lower  his  head  1  inch  at  the  return  or  back  stroke,  and 
advance,  which  he  does  also  self-acting,  at  its  termination,  ^  an^nch  to 
linch,  and  then  again  he  elevates  his  head  and  is  ready  for  the  next 
cutting  stroke ;  his  sober  veins  being  filled  by  incompressible  if  not 
exhilirating  *'  water,"  and  retained  therein  by  a  keep-valve  for  the 
necessary  time,  enabling  him  at  that  moment  to  defy  the  roof  to  crush 
him.  This  self-acting  hydraulic  coal-cutting  machine,  or  "iron man," 
which  has  now  been  two  years  at  work,  is  the  miners'  best  friend. 
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It  does  not  dispense  with  his  labor,  hut  performs  for  him  the  under- 
cutting, a  most  laborious  operation,  either  in  the  end  or  face  of  coal, 
and  in  a  more  efficient  and  economic  manner  than  he  can  do  it  him- 
self. The  coal  so  operated  upon  by  the  machine  does  not  fall  for- 
"ward  when  becoming  detached  from  the  roof,  but  settles  on  the  lower 
bed,  thereby  avoiding  serious  accidents.  The  saving  in  coal  alone  more 
than  pays  for  the  outlay ;  and  it  is  practicable  to  cut  with  the  most  per- 
fect ease  into  the  floor  of  the  mine,  thus  preventing  all  waste  of  coal 
whatever.  The  size  of  the  coal  is  improved,  the  amount  of  slack  is  con- 
siderably reduced,  and  a  single  seam  will  yield  more  by  one  thousand 
tons  of  coal  per  acre,  than  when  worked  by  hand  labor  in  the  usual 
manner. 

The  machine  undercuts  "holes,**  or  "  kirves,"  with  a  man  and  boy 
as  attendants,  and  completes  the  work  with  once  going  over,  at  the 
rate  of  fifteen  yards  per  hour,  and  at  any  angle  and  height  from  floor 
or  rails,  being  suitable  for  either  "dip"  or  "rise"  workings,  and  is 
capable  of  cutting  the  thinnest  seams.  The  pressure  of  water  which 
actuates  this  apparatus  can  be  obtained  either  from  the  stand-pipes 
in  the  pit,  or  from  pumps  attached  to  any  existing  engine,  or  from  an 
engine  and  pumps  specially  made  for  the  purpose.  The  quantity  ne- 
cessary is  only  what  is  sufficient  to  fill  the  circuit  of  the  pipes,  using 
it  over  again  when  desirable,  as  in  the  Bramah  press.  Any  idea  of  a 
large  volume  of  water  being  necessary  may  therefore  at  once  be  dis- 
pelled.    There  is  also  no  leakage  whatever. 

Each  machine  uses  thirty  gallons  per  minute,  at  about  800  lbs.  pres- 
sure, according  to  the  hardness  of  the  coal  or  mineral  to  be  operated 
upon.  In  cutting  the  shale  of  the  Cleveland  ironstone  band,  a  some- 
what greater  pressure  is  found  to  be  necessary.  There  is  no  limit  to 
the  pressure  of  water  that  may  be  used,  nor  the  distance  it  may  be 
forced  without  loss  of  power,  beyond  that  due  to  its  friction  along  the 
pipes.  The  same  water  pressure  is  also  applicable  to  work  pumps 
and  rotative  engines  for  hauling,  &c.,  and  other  requirements  in  the 
mine,  at  a  distance  from  the  engine  power.  In  cases  where  there  is 
a  fall  of  water,  say  of  100  lbs.  pressure,  it  can  be  "intensified"  by  a 
self-acting  machine  to  400  lbs.  pressure,  to  work  the  coal-cutter,  but 
sacrificing  three-fourths  of  the  bulk,  which  is  thereby  set  free. 

The  water  is  supplied  in  a  continuous  stream ;  it  is,  in  fact,  the 
medium  through  which  the  mechanical  power  is  applied  direct  from 
the  first  coal-led  motor,  (a  steam  engine  and  pulnps,)  in  lieu  of  the 
usually  developed  power  derived  from  vital  energy,  and  applied  to 
the  handle  of  a  pick,  effecting  the  desired  object  by  a  series  of  per- 
cussive blows  or  impacts.  The  power  of  six  men  is  equal  to  one  horse, 
and  is  six  times  more  costly  ;  and  the  power  of  one  horse  steam  motor, 
or  engine,  is  eighty  times  cheaper  than  six  men.  The  machine  is 
about  three  horse  power,  and  weighs  one  ton,  and  will  work  either 
right  or  left.  It  is  self-acting  in  all  movements,  and  will  ascend  the 
steepest  gradients.  Being  simple  in  all  its  parts,  it  is  not  liable  to  get 
out  of  order,  and  is  easily  managed  by  an  ordinary  miner,  and  trans- 
ported from  place  to  place,  on  the  ordinary  rails,  about  the  mine. 
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Although  the  length  of  stroke  of  each  catting  tool  is  eighteen  in- 
ches, the  practical  catting  length  is  sixteen  inches,  and,  consequently, 
the  three  catters  jointly  give  a  total  effective  depth  of  four  feet  at 
each  stroke  of  the  machine,  finishing  the  work  as  it  goes  along.  The 
mechanism  employed  consists  of  an  hydraulic  reciprocating  engine, 
adjustable  to  any  height  and  angle,  having  a  self-acting  valve  motion. 
The  cylinder  is  four  and  a  half  inches  diameter,  and  lined  with  brass, 
and  the  piston  made  tight  with  ordinary  hydraulic  leathers,  easily 
renewable.  Within  the  piston-rod  is  attached  the  cutter-bar  of  steel, 
carrying  the  tools  or  cutters.  These  can  be  varied  in  number  to  suit 
the  depth  to  be  holed  at  one  operation.  The  cutting  tools  are  of 
double  sheer  steel,  easily  made,  and  very  strong,  and  can  be  removed 
and  replaced  in  a  few  moments ;  they  are  readily  sharpened  on  an 
ordinary  grindstone.  The  cutter -bar  is  also  removable,  when  trans- 
porting the  machine  from  place  to  place,  for  which  purpose  the  main 
cylinder  is,  for  the  time  being,  placed  longitudinal  with  the  rails. 

The  machine  in  operation  fixes  itself  dead-fast  upon  the  rails  during 
the  cutting  stroke,  and  releases  itself  at  the  back  or  return  stroke, 
and  traverses  forwards  the  requisite  amount  for  the  next  cut,  withoot 
any  manual  labor.  Should  the  tools  be  prevented  making  the  full 
stroke  at  one  cut,  they  will  continue  to  make  more  strokes  at  the 
same  place,  until  the  maximum  depth  is  attained,  when  ^'only"  the 
machine  will  traverse  itself  forward  the  required  amount  for  the  next 
cut.  Thus,  at  one  operation,  a  uniform  straight  depth  is  attained, 
parallel  with  the  rails,  inducing  an  even  fracture  when  the  coals  are 
brought  down,  and  thereby  a  straight  line  for  the  new  coal  face. 
There  is  no  percussive  action,  either  against  the  roof  or  into  the  coal, 
but  simply  a  concentrated  pressure,  producing  a  steady  reciprocating 
motion,  at  fifteen  strokes  per  minute.  There  is,  consequently,  no  dust 
or  noise,  and  little  wear  and  tear.  For  the  same  reason,  when  cut- 
ting pyrites,  the  tools  throw  out  no  sparks,  and  the  workman  can  hear 
any  movement  in  the  coal  or  roof. 

The  required  height  from  the  line  of  rails  in  the  "  holeing,"  "  kirv- 
ing,"  or  '^bareing"  varies  in  different  mines.  It  follows  that  the 
hydraulic  cutting  cylinder,  and  its  direct  action  cutting  tools,  have 
sometimes  to  be  arranged  above  the  carriage,  and  sometimes  beneath 
the  main  carriage,  or  close  down  upon  the  rails. 


Traction  Engines, 

Trom  the  LondoD  Journal  of  tha  Society  of  Arte,  No.  721. 

A  train  drawn  by  a  locomotive  on  the  common  roads  has  recently 
arrived  at  Paris.  The  following  details  will  be  read  with  interest :  The 
locomotive  has  a  tubular  boiler,  carries  a  tender,  a  water-tank,  and  foot- 
plate in  front  of  the  engine.  The  engine  is  on  the  top  of  the  boiler ; 
It  has  two  cylinders,  with  reversing  gear.  It  is  worked  from  the  front 
by  means  of  a  guide- wheel,  which  is  moved  by  one  man ;  it  works  with 
ease  and  perfect  regularity ;  it  can  turn  in  curves  of  a  very  small  ra- 
dios, and  can  follow  all  the  windings  of  the  road.  This  engine,  travel- 
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ing  on  a  level  road,  or  on  one  that  presents  no  gradients  of  more  tbao 
three  per  cent.,  draws  an  actual  load,  after  deducting  the  weight  of  the 
'Wagons,  of  12,000  to  15,000  kilos.,  or  from  twelve  to  fifteen  tons,  at 
a  speed  of  four  to  six  kilometers,  or  from  2^  miles  to  8|  miles  per  hour. 
It  draws  at  high  speed,  that  is  to  say,  14  to  16  kilometers  per  hour,  or 
nine  to  ten  miles,  a  clear  weight  of  1000  to  4500  kilograms,  or  from 
one  to  four  tons  and  a  half.  The  wagons  are  coupled  one  to  another 
as  well  as  to  the  locomotive,  and  by  a  mode  of  coupling  which  allows 
them  to  follow  all  the  movements  of  the  engine,  however  much  it  may 
deviate  from  the  straight  line.  The  engine  stopped  at  a  great  number 
of  places  on  its  journey  from  Kantes  to  Paris,  in  order  to  satisfy  the 
public  curiosity. 

The  Festiniog  Railway. 
The  following  discussion  was  elicited  in  the  Institution  of  Civil  En* 

fineers,  of  Great  Britain,  by  the  reading  of  an  article  by  Capt.  Tyler, 
L.E.,  on  the  Festiniog  Railway,  which  may  be  found  in  the  Cveil 
Engineer  and  Architect* %  Journal.  The  article  itself  does  not  present 
any  especial  interest  to  us,  and  we  omit  it ;  but  the  discussion  is  so 
full  of  facts  which  will  interest  and  may  benefit  our  engineers,  that  we 
republish  it  for  their  benefit: 

Captain  Tyler  said :  Having  been  called  upon  officially  to  inspect  this 
railway,  he  thought  a  brief  description  of  it  might  be  interesting,  and 
be  hoped  that  description  would  be  the  means  of  calling  forth  a  dis- 
cussion of  great  use,  in  elucidating  the  important  question,  whether  it 
•was  desirable  to  have  a  narrower  gauge  in  this  country,  under  peculiar 
circumstances  of  locality,  and  having  regard  to  the  nature  of  the  traf- 
fic. There  were  already  in  Wales  a  number  of  different  gauges  used 
on  tramways  for  bringing  slates  and  minerals  down  to  the  ports  of 
shipment,  and  in  other  countries  different  gauges  were  springing  up. 
In  Queensland,  he  had  been  informed,  one  hundred  miles  were  in  course 
of  construction  on  the  gauge  of  8  feet  6  inches,  and  two  hundred  miles 
more  were  projected  on  the  same  gauge.  It  was  important  to  ascertain, 
what  would  be  a  suitable  gauge  in  those  instances  where  the  traffic  was 
not  likely  to  be  large.  Farmers  were  now  using  portable  railways 
for  transporting  the  produce  of  their  fields,  for  bringing  their  harvests, 
spreading  manure,  &c.,  and  there  seemed  no  reason  why  districts, 
which  could  not  support  a  railway  on  the  gauge  of  4  feet  8J  inches 
should  be  altogether  deprived  of  the  advantages  of  railway  communi- 
cation. The  question  of  gauge  was,  in  one  sense,  a  question  of  speed. 
Speaking  roughly,  on  a  railway  of  2  feet  gauge,  with  2  feet  driving- 
wheels,  traveling  might  be  made  as  safe  at  twenty  miles  per  hour  as 
on  the  Great  Western,  with  its  7  feet  gauge  and  7  feet  driving-wheels, 
at  seventy  miles  per  hour.  He  had  traveled  on  parts  of  this  little  line  at 
the  rate  of  .thirty  miles  per  hour  with  every  feeling  of  safety.   He  re- 

f  retted  the  unavoidable  absence  of  Mr.  Spooner,  because  it  prevented 
im  thanking  that  gentleman,  in  the  presence  of  the  meeting,  for  the  in- 
formation afforded  during  the  preparation  of  this  paper,  and  because,  if 
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he  had  been  present,  he  would  have  been  able  to  give  farther  information 
on  the  subject.  Mr.  Spooner  took  great  interest  in  this  line,  and  was  ac- 
customed to  travel  on  it  along  the  Traeth  Mawr  eo^bankment  in  a  boat 
carriage,  not  inappropriately  named  "  Ni  Tun  ni  Tautre,"  being  car- 
ried along  by  a  sail.  The  preliminary  expense  in  first  applying  loco- 
motive enginea,  and  making  numerous  adaptations  on  so  narrow  a 
gauge,  were  considerable ;  but  since  the  line  had  baen  in  working  order^ 
the  following  results  were  shown: 

Statememt  of  the  eomparaUce  eoMt  of  working  the  FegtUuog  Bail$oay  3y  hordes  and 

by  locomotive  power, 

BY  BOBSMHp 

V  £        M.    d. 

Contract  for  tb«  carriage  of  slates  and  minerals,  70^000  tons  at  Sd.^ 

the  contntctor  finding  labor,  grease,  and  oil, « ,, „,„^  2883    0    0 

Contract  per  ton  on  1)000  tons  of  coals,  train,  and  other  merchandise, 

ditto,  at  8s.,  the  draft  being  ditto,  less  journey 1850    0    0 

Ko  pafisengers,  and  no  oQftt  for  porterage. .««» , 

£3683    0    6 

BT  LOCOMOTirXS. 

£        9.    d. 

Locomotive  department  (wages). , ^ 740  0  0 

Hateriids  for  repairs  of  locomotive  tender  and  van 200  0  0 

Fuel,  oil,  and  grease  required  for  working  traffic,  including  oil  for 

signal  lamps,  &c 666  0  0 

Additional  expenses  and  wages,  keeping  train  in  repair,  over  above 

amount  by  horse  power ,« ^ 296  0  0 

Additional  cost  in  keeping  up  permanent  way .«,...., 680  0  0 

Additional  altendaace  in  s^nal  men  on  the  horse  system 384  0  0 

Cost  of  working  train  by  locomotive 2886     0     Q 

Cost  of  working  train  by  horses 8683     0     0 

Differefice  in  favor  working  by  locomotive  nearly  22  per  cent...  £797     0     0 

Mr.  G.  W.  Hemans  said  he  had  seen  this  railway,  when  worked  by 
horse  power,  about  three  years  ago,  and  was  glad  to  hear  now  that  it 
confirmed  the  impression  he  then  entertained,  that  the  project  of  work- 
ing it  by  locomotive  power  would  be  successful.  The  idea  of  using 
locomotives  arose  from  the  competition  branch  line,  which  was  con« 
templated  by  the  owners  of  the  ordinary  gauge  lines,  leading  along 
the  \Velsh  coast,  and  which  branch  was  to  penetrate  into  the  slata 
districts  He  was  called  upon  to  examine  as  to  the  propriety  of  this 
branch  line  on  the  ordinary  gauge,  for  the  purposes  of  the  slate  quarry, 
and  the  result  of  his  observation  was,  that  for  those  purposes  that  gauge 
was  unsuitable,  and  that  no  better  thing  could  be  devised  than  the  ex- 
isting 2  feet  gauge«  The  small. wagons  on  this  gauge  were  carried  over 
eteep  inclinations  of  1  in  12  and  1  in  15,  and  in  some  places  of  as 
much  as  1  in  5,  or  in  6,  so  as  to  penetrate  into  every  part  of  the  im- 
mense slate  quarries  of  Festiniog.  The  slates  brought  down  on  these 
extensive  ramifications  were  expected,  if  the  ordinary  gauge  branch 
were  constructed,  to  be  delivered  at  the  foot  of  the  inclines,  to  be  there 
gathered  together,  and  the  narrow  wagons  would  be  hoisted  into  broad 
g^uge  w^gous  and  takeu  to  the  port.   This  would  clearly  have  proved 
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a  great  inconyenience,  and  the  project  of  using  locomotiycs  on  the  2 
feet  gauge,  as  far  as  the  foot  of  the  steep  inclines,  seemed  so  feasible 
that  he  gave  it  his  warm  support,  and  the  consequence  of  the  opposi* 
tion  to  the  broad  gauge  branch  was  that  it  was  withdrawn,  and  the 
project  of  working  the  narrow  gauge  by  locomotives  was  carried  out. 
He  thought  the  attainment  of  a  fair  speed  by  the  narrow  gauge  loco- 
motive was,  to  a  great  extent,  as  safe  as  on  the  broad  gauge,  provided 
the  wheel  base  was  properly  proportioned  to  the  engine.  With  regard 
to  the  economy  of  the  working,  another  question  arose.  As  to  the 
general  principle,  whether  it  was  desirable  to  encourage  very  narrow 
gauge  lines  in  positions  of  this  kind,  it  depended  upon  the  nature  of 
the  traffic.  He  doubted  whether  that  system  could  be  extensively 
used  for  passengers ;  but  where  there  was  a  large  amount  of  mineral 
traffic  coming  out  of  narrow  galleries,  all  going  in  one  direction,  and 
but  a  small  passenger  traffic,  going  in  either  direction,  he  had  no  doubt 
a  system  of  narrow  gauge  railways  might  be  advantageously  adopted. 
He  thought  it  a  matter  worthy  of  legislative  inquiry,  whether  this 
system  might  not  be  beneficially  extended  upon  some  well-considered 
gauge.  At  the  same  time,  as  a  general  principle,  there  was  great  ob- 
jection to  alteration  of  gauge.  As  regarded  Ireland,  the  adoption  of 
the  gauge  of  5  feet  8  inches  had  not  produced  beneficial  results. 

Sir  Charles  Fox  remarked  that  he  had  had  a  great  deal  to  do  with 
railways  of  various  gauges.  It  was  a  subject  to  which  he  had  given 
more  attention  than  perhaps  any  other.  He  thought  break  of  gauge 
was  a  serious  matter,  and  yet  it  was  difficult  to  say  there  never  should 
be  break  of  gauge.  As  joint  engineer  of  the  Indian  tramway,  with 
regard  to  which  line  a  question  arose  as  to  what  gauge  should  be 
adopted,  he  wrote  a  long  report,  in  which  he  advised  that  that  com- 
pany's lines  should  not  be  made  tramways,  but  light  railways ;  and 
as  in  almost  all  cases  such  lines  would  be  tributary  to  main  lines,  the 
gauge  of  which  he  believed  was  5  feet  6  inches,  he  advised  that  the 
tributary  branches  should  be  laid  to  the  same  gauge ;  but  he  coupled 
that  advice  with  what  he  thought  was  an  important  condition,  which 
was,  that  the  load  upon  each  pair  of  driving-wheels  of  the  engine  to 
tun  on  such  lines  should  be  limited  to  the  greatest  load  that  could  by 
possibility  come  upon  any  pair  of  wheels'  in  a  train.  He  calculated  6 
tons  on  each  pair  of  wheels,  and  he  did  so  for  this  reason :  he  consid- 
ered that  the  tributary  lines  in  India,  if  intended  to  pay,  ought  to  be 
worked  by  the  rolling  stock  of  the  parent  lines.  All  the  rolling  stock 
of  the  parent  lines,  except  the  locomotives,  might  with  safety  be  car- 
ried on  rails  of  not  more  than  35  S>s.  to  the  yard;  but  there  must  be 
locomotives  of  not  more  than  about  18  tons  on  three  pairs  of  wheels, 
or  if  of  24  tons,  on  four  pairs  of  wheels,  thus  equalizing  the  total  load 
by  placing  6  tons  on  each  pair  of  wheels.  But  whether  the  gauge  was 
8  feet  6  inches,  4  feet  6  inches,  or  5  feet  6  inches,  the  rolling  stock 
need  not  be  comparatively  heavier  in  proportion  to  the  greater  width 
of  the  gauge;  and  if  the  weight  were  restricted  to  6  tons  on  each  pair 
of  wheels,  the  light  permanent  way  would  be  able  to  do  the  work. 
The  report  to  which  he  alluded^  after  being  considered  by  the  direct- 
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OT8,  WBS  not  acted  upon.    The  line  between  the  Arconum  and  Conje- 
Teram,  forming  a  junction  with  the  Madras  main  line,  was  of  the  gauge 
of  8  feet  6  inches;  but  since  then  the  governments  of  the  three  pre- 
sidencies came  to  the  determination  that  no  tributaries  to  main  lines 
should  in  future  be  of  any  other  gauge  than  5  feet  6  inches,  the  only 
condition  on  which  a  narrower  gauge  was  to  be  permitted  being  where 
the  line  was  not  tributary  to  a  main  line,  and  even  that,  he  believed, 
was  not  yet  fully  determined  upon.     His  own  opinion  was,  that  the 
government  would  adhere,  in  all  cases,  to  the  resolution  requiriug  the 
gauge  of  5  feet  6  inches.    On  the  other  hand,  the  objection  to  a  uni- 
form gauge  for  both  main  line  and  tributary  branch  was,  as  alleged 
by  the  managers  of  the  companies,  that  they  had  no  proper  control 
over  their  servants,  and  that  if  a  man  was  accustomed  to  drive  an  en- 
gine of '30  tons'  on  the  main  line,  he  could,  if  he  chose,  run  the  same 
engine  on  to  the  lighter  road,  very  much  to  its  injury ;  whereas,  hav- 
ing a  different  gauge  effectually  prevented  this  being  done.  He  thought 
that  there- should  be  no  separate  establishment  for  the  repair  of  those 
engines,  but  that  all  the  locomotives  should  be  the  property  of  the  pa- 
rent company.    The  engines  could  then  go  to  the  same  shops  to  be  re- 
paired, which  would  be  a  convenient  and  economical  arrangement, 
particularly  on  a  short  branch.    On  the  line  to  which  he  had  referred, 
he  had  been  obliged  to  send  out  all  the  tools  necessary  for  the  repair 
of  the  engines  of  3  feet  6  inches  gauge,  whereas  if  the  gauge  of  6  feet 
6  inches  had  been  adopted,  arrangements  might  have  been  made  for 
the  whole  of  the  rolling  stock  to  be  repaired  by  the  parent  company, 
under  an  agreement  with  the  branch  undertaking.    He  thought  it  was 
more  important  to  limit  the  weight  on  the  driving-wheels  than  to  fix 
any  particular  gauge,  the  latter  being  a  matter  which  must  be  deter- 
mined by  the  circumstances  of  each  case.    After  a  good  deal  of  con- 
sideration on  the  subject,  bethought  if  he  had  now  to  establish  a  gauge 
to  be  used  all  over  the  world,  he  should  fix  it  at  5  feet  4  inches.    The 
Irish  gauge  of  5  feet  3  inches  was  a  very  good  gauge.     The  Indian 
gauge  of  5  feet  6  inches  was  also  a  good  gauge,  but  it  necessitated  a 
rather  heavy  rolling  stock,  while  the  gauge  of  4  feet  8|  inches  was  in 
his  opinion  too  narrow.     At  the  same  time,  unless  there  was  some 
strong  reason  for  departing  from  the  universal  gauge  of  any  country, 
he  would  follow  out  that  gauge  in  even  the  light  tributary  fines. 

With  respect  to  Queensland,  the  government  of  that  colony  had 
decided  beforehand  upon  making  its  lines  on  the  gauge  of  3  feet  6 
inches,  and  the  plans  were  referred  to  him  for  confirmation.  More 
than  100  miles  were  now  being  constructed,  and  authority  had  been 
obtained  for  200  miles  or  more,  the  "materiel"  of  which  was  now 
being  prepared.   In  the  case  of  the  Indian  branch  of  3  feet  6  inches 

Singe,  all  the  '^ materiel"  and  rolling  stock  had  been  sent  out  from 
ngland,  the  sleepers  being  of  teak.  The  line  was  laid  upon  an  old 
road,  which  was  granted  to  the  company  by  the  government,  and  which 
required  some  alterations  in  its  curves  and  gradients.  The  total  cost, 
inclading  rolling  stoek,  would  be  not  quite  £8500  a  mile. 
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With  regard  to  the  radiating  axle-boxes  referred  to  in  the  paper, 
and^which  had  been  adopted  for  sharp  curves  on  the  Norwegian  lines, 
he  was  so  satisfied  with  them  that  he  was  sending  such  boxes  out  to 
Queensland.  He  believed  that,  on  the  Queensland  railway,  5  chains 
was  the  sharpest  curve,  and  that  1  in  40  was  the  steepest  inclination; 
that  the  weight  of  the  rails  was  40  Bbs.  to  the  yard,  and  that  the  en- 
gines with  six  wheels  did  not  exceed  15  tons  in  steam,  ready  for  work, 
exclusive  of  their  tenders,  carrying  fuel  and  water. 

The  most  important  reason  for  using  the  narrow  gauge,  in  this  in- 
stance, was  for  the  construction  of  circuitous  lines  through  mountain 
ranges,  where  it  was  impossible,  except  at  very  great  cost,  to  have 
curves  of  long  radius.  If  it  had  not  been  for  the  sharp  curves,  he 
would  not  have  recommended  the  narrow  gauge  for  the  Queensland 
lines ;  and  it  must  be  borne  in  mind  that  these,  being  the  first  railways 
in  that  colony,  there  was  no  existing  gauge  to  which  the  gauge  of 
these  lines  had  to  be  adapted.  He  hoped,  however,  that  his  remarks 
did  not  lead  to  the  supposition  that  he  would  lay  down  a  railway,  with 
a  gauge  5  feet  6  inches,  to  a  slate  quarry  in  Wales.  His  observations 
applied  only  to  such  lines  as  were  tributary  to  main  systems  of  rail- 
ways. 

'  Mr.  Peter  BruflF  remarked  that  all  the  Norwegian  lines  alluded  to 
were  isolated.  The  original  line  made  by  Mr.  Stephenson  and^Ir. 
Bidder  had  been  extended  to  the  confines  of  Sweden,  and  was  entirely 
constructed  on  the  gauge  of  4  feet  8J  inches,  with  which  the  other 
lines  of  the  country  were  never  likely  to  be  brought  into  communica- 
tion. Radiating  axle-boxes,  he  understood,  had  been  recently  intro- 
duced on  the  Norwegian  lines  with  considerable  success.  The  weight 
of  rails  generally  adopted  was  37  lbs.  to  the  yard,  laid  in  lengths  of 
21  feet,  the  rails  being  flat-bottomed,  8|  inches  high,  with  a  base  of 
8  inches,  laid  on  cross  sleepers,  and  fish-jointed.  lu  some  cases,  a 
plated  joint  had  been  used,  which,  from  the  experience  obtained  in 
England,  was  not  considered  a  desirable  arrangement.  Upon  the  sub- 
ject of  narrow  gauge  Norwegian  railways,  he  had,  however,  received 
a  communication  from  Mr.  Pihl,  who,  in  1856,  was  entrusted  by  the 
Norwegian  government  with  the  task  of  supplying  railway  communi- 
cation between  Throndhjein  (about  350  miles  northward  of  Christiana) 
and  Storen,  the  point  from  which  two  main  carriage  roads  ran  south, 
and  between  Hamar,on  the  Lake  Mjosen,  about  56  English  miles  north 
of  Christiana,  (with  which  it  was  in  direct  communication  by  rail  and 
steamer,)  proceeding  eastward  to  Eleverum,  upon  which  the  traffic  of 
the  Glommen  valley  converged.  Mr.  Pihl  stated  that  he  determined, 
from  the  difficulties  of  the  country  and  the  smallness  of  the  traffic  to 
be  accommodated,  that  he  should  not  be  justified  in  recommending 
such  an  outlay  as  would  be  involved  by  the  formation  of  a  railway  as 
ordinarily  constructed.  He  therefore  recommended  a  gauge  of  3  feet 
6  inches.  This  was  adopted  by  the  government,  and  confirmed  by  the 
legislature  (Storthing)  in  1857,  and  shortly  afterwards  the  works  of 
both  lines  were  proceeded  with. 

The  works  upon  the  Hamar  line,  being  the  more  easy  of  construction. 
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"Were  sufficiently  advanced  to  be  used  for  goods  traffic  in  the  summer  of 
1861.  The  total  cost  of  this  line,  for  24^  English  miles,  had  amounted 
to  about  <£3000  per  English  mile.  This  included  a  large  iron  bridge,  on 
stone  piers,  about  900  feet  long,  for  ordinary  road  purposes  only.  The 
rolling  stock  of  three  locomotives,  six  passenger  carriages,  three  break 
vans,  and  fifty  goods  wagons,  with  the  necessary  ballast  wagons  and  tools 
for  repairs;  also  two  terminal  stations,  and  six  intermediate  stations  and 
stopping  places,  a  carriage  shed,  and  a  small  repairing  shop.  Although 
the  works  were  not  of  a  heavy  character,  there  were,  nevertheless, 
many  difficulties  to  contend  with,  the  lines  having  to  ascend  upwards 
of  400  feet,  and  to  cross  extensive  and  deep  swamps. 

The  Throndhjein  line  of  31J  English  miles,  running  through  a  dif- 
ficult country,  required  many  heavy  works  of  construction,  among 
which  were  numerous  large  bridges,  some  being  from  TO  feet  to  100 
feet  high,  several  cuttings  containing  from  50,000  cubic  yards  to  70,000 
cubic  yards  each,  and  others  through  rock  of  more  than  30  feet  in  depth. 
The  cost  of  this  line  was  necessarily  greater  than  the  former,  in  all 
about  £5000  per  English  mile,  including  four  engines,  eight  passenger 
carriages,  three  break  vans,8ixty  goods  and  plank  wagons,  besides  twen- 
ty ballast  trucks,  with  the  necessary  implements  for  the  repairs.  There 
were  besides  the  terminal  stations,  six  intermediate  stations  and  three 
stopping  platforms.  At  Throndhjein  there  were  also  goods  and  carriage 
sheds,  and  a  workshop  for  the  repair  of  the  rolling  stock.  This  line 
had  to  cross  a  ridge  more  than  500  feet  in  height,  iu  the  first  Norwe- 
gian mile  from  Throndhjein.  The  greater  part  of  this  distance  was 
constructed  on  one  side  of  the  ridge  with  gradients  of  1  in  42  and  1 
in  65,  and  on  the  other  side  of  1  in  52,  the  curvature  being  of  about 
900  feet  radius ;  whereas,  on  the  other  portion  of  the  line,  where  the 
gradients  were  seldom  more  than  1  in  100,  curves  of  750  feet  were 
frequently  resorted  to.  The  width  at  the  formation  level  in  cuttings 
and  on  embankments  was  13  feet  nearly.  The  slopes,  according  to 
circumstances,  were  from  1^  to  1  to  3  to  1.  The  ballast  was  8  feet 
wide  at  the  top,  and  1  foot  9  inches  in  thickness.  The  sleepers  were 
of  half-round  pine,  6  feet  6  inches  long,  placed  2  feet  6  inches  apart 
on  the  curves  and  steep  gradients,  and  2  feet  9  inches  apart  on  the 
Btraighter  portions  of  the  line.  The  rails  were  flat-bottomed  and  fished 
at  the  joints  in  the  usual  way,  3|  inches  in  height,  and  weighing  37 
fts.  per  yard,  except  on  the  steep  inclines,  where  rails  of  41  lbs.  per 
yard  were  laid.  The  rails  were  fastened  to  the  sleepers  by  dog-spikes 
only,  no  bolts  or  bottom  plates  being  used.  Ransome*s  chilled  cross- 
ings, and  Wild's  self-acting  switches  were  used  throughout.  The  bridges 
were  all  of  timber,  except  where  large  rivers  had  to  be  crossed,  and 
spans  of  from  50  feet  to  100  feet  were  required,  in  which  case  stone 
piers  were  carried  up  above  flood-level.  The  superstructure  made  use 
of  in  those  cases  was  Howe's  system  of  trellis  work,  with  iron  suspend- 
ing rods.  The  rolling  stock  consisted  of  tank  engines  with  three  pairs 
of  wheels,  two  pairs  being  coupled  for  drivers,  these  having  an  available 
weight  for  traction  of  from  11  tons  to  15  tons,  out  of  the  14  tons  to  15 
tons,  the  total  weight.   The  last  engines  procured  were  provided  with 
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bogies  on  Bissel's  or  Adams'  system.  The  cylinders  were  10  inches  in 
diameter,  with  a  length  of  stroke  of  18  inches,  and  the  driving  wheels 
were  3  feet  in  diameter.  All  the  engines  were  made  in  England,  with 
the  exception  of  one  made  at  Throndbjein,  and  were  working  efficiently. 
The  passenger  carriages  were  constructed  to  carry  the  usual  number  of 
passengers,  as  in  England,  and  were  arranged  for  two  classes  only,  the 
compartments  being  fitted  up  as  first  and  third.  The  goods  wagons  were 
made  to  carry  5  tons,  and  were  only  a  few  inches  narrower  than  the 
ordinary  kind,  these  widths  being  obtained  by  having  the  springs  at- 
tached to  brackets  inside  the  sole  bars,  thereby  allowing  the  lowering  of 
the  body  and,  in  consequence,  the  centre  of  gravity.  The  buffers  were 
all  central,  and  2  feet  6  inches  above  the  rail-level,  and  served  also  as 
draw-bars.  The  couplings  on  those  last  constructed  were  self-acting 
when  the  wagons  were  brought  together.  As  this  narrow  gauge  allowed 
a  correspondingly  larger  wheel-base  than  the  ordinary  gauge,  the  wagons 
ran  very  steadily.  Some  of  the  wagons  were  constructed  to  carry  planks 
24J  feet  long,  and  had  a  length  of  wheel-base  of  13  feet. 

The  usual  rate  of  speed  was  about  15  miles  per  hour,  including  stop- 
pages, and  the  trains  ran  quite  as  steadily  on  this  line  as  on  the  broader 
gauges.  The  traffic  on  these  lines,  though  considerably  below  that  of 
the  lowest  of  the  English  lines,  had  already  fully  paid  the  working  ex- 
penses, while  the  impulse  given  to  the  development  of  the  resources  of 
the  country  must  undoubtedly,  in  course  of  time,  produce  a  correspond* 
ing  and  satisfactory  increase  of  revenue. 

In  order  to  show  the  economy  of  construction,  Mr.  Pihl  mentioned 
that,  simultaneously  with  the  construction  of  these  lines,  an  extension 
of  about  50  English  miles  were  constructed,  from  the  old  trunk  line 
built  by  Messrs.  Stephenson  and  Bidder  in  1850-53  to  the  Swedish  fron- 
tier, of  the  ordinary  gnuge  of  4  feet  8  J  inches,  the  cost  of  which  was 
about  <£t)400  per  English  mile,  the  rate  of  wages  and  the  class  of  work 
being,  as  nearly  as  possible,  of  the  same  description. 

In  addition  to  the  two  narrow  gauge  lines  described,  there  was  in 
course  of  construction  another  line  of  the  same  gauge,  between  the 
town  of  Drammer  and  the  Lake  RandsQorden,  about  57  English  miles 
in  length,  besides  several  branch  lines  in  preparation.  None  of  these 
several  lines  would  ever  have  been  made  had  not  the  small  cost  justi- 
fied and  encouraged  the  undertakings. 

Mr.  Pihl  added  that,  last  summer,  Mr.  Charles  D.  Fox  inspected  the 
narrow  gauge  lines  in  Norway.  All  the  details,  with  the  engines  and 
rolling  stock,  were  unreservedly  placed  at  his  disposal ;  and  on  leaving 
he  wrote :  '^  With  reference  to  the  interesting  question  of  the  3  feet  6 
inch  gauge,  I  shall  return  convinced  of  the  thorough  efficiency  of  such 
a  gauge  for  the  purpose  of  a  new  country,  and  of  the  wisdom  of  adopt- 
isff  such  a  gauge  where  the  traffic  is  not  very  heavy." 

Mr.  Phipps  inquired,  whether  the  economy  of  these  narrow  gauge 
lines  did  not  consist  chiefly  in  the  diminished  cost  of  construction, 
rather  than  in  working  the  traffic  of  the  line  ?  In  his  opinion,  the  cost 
of  haulage  per  ton  could  not  differ  much,  whatever  the  gauee  might 
be ;  but  as  regarded  the  constraotion  of  the  line,  it  wonld,  of  course, 
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be  less  for  the  narrow  way.  These  narrow  ways  were  obviously  snited 
for  mountainous  districts,  where,  the  curves  being  necessarily  sharp  and 
frequent,  it  became  important  to  reduce,  as  much  as  possible,  the  fric- 
tion arising  from  wheels  keyed  fast  upon  the  axles,  which  was  obviously 
done  by  diminishing  the  width  of  gauge.  On  tolerably  level  ground, 
with  the  ordinary  alternations  of  cutting  and  embankment,  where  the 
slopes  formed  so  large  a  proportion  of  the  whole  earthwork,  the  saving 
from  narrowing  the  gauge  would  probably  not  be  considerable. 

Mr.  Bruff  replied  that,  though  considerable  economy  in  the  earth- 
works arose  by  adopting  sharp  and  reverse  curves  on  the  Norwegian 
lines,  the  bridges  and  viaducts  were  extremely  heavy,  so  much  so  as 
to  have  astonished  him  when  he  was  informed  of  the  prices  at  which 
the  lines  had  been  carried  out.  No  doubt,  the  economy  of  construction 
was  greater  than  if  a  heavier  rolling  stock  and  permanent  way  had  been 
employed  throughout. 

Mr.  Gregory,  V.P.,  remarked  that,  with  the  narrow  gauge,  a  shorter 
wheel-base  of  the  engines  could  be  adopted,  which  gave  greater  ease  in 
traversing  sharp  curves. 

Mr.  Robert  Mallet  said,  as  yet  no  mention  had  been  made  of  another 
Barrow  gauge  line,  which  had  been  a  long  time  in  successful  operation, 
vis :  that  between  Antwerp  and  Ghent,  the  gauge  of  which,  he  believed 
was  only  2  feet  8  inches.  He  could  not  give  the  precise  particulars  of 
the  rolling  stock,  but  could  state,  generally,  that  the  carriages  were 
wider  than  those  ^n  the  Festiniog  Railway,  and  they  carried  heavier 
loads. 

The  subject  of  narrow  gauge  lines  was  not  new  to  him.  About  elevei]t 
years  ago  he  recognised  the  advantages  in  respect  of  cheap  railways 
and  traffic,  which  would  arise  from  narrow  gauge  lines ;  and  in  1855 
he  had  proposed  to  Mr.  Hemans  a  line  along  the  north  shore  of  the  Bay 
of  Dublin  to  have  a  gauge  of  only  2  feet  6  inches.  That  project,  for 
reasons  it  was  not  necessary  then  to  go  into,  was  not  carried  out.  A 
bill,  however,  was  presented  in  the  present  session  of  Parliament  for  a 
similai;  line,  and  be  hoped  it  might  be  made  on  the  narrow  gauge.  In 
viewing  the  question  of  narrow  gauge  and  ordinary  gauge  railways,  it 
was  necessary  to  consider  what  he  might  call  the  prudential  consider- 
ations, those  that  related  to  the  circumstances  of  traffic,  &c.,  separately 
from  those  which  were  of  a  purely  physical  character.  He  met  in  Si- 
cily last  year  Colonel  Yule,  late  of  the  Bengal  engineers,  and  he  had 
had  many  opportunities  of  discussing  with  him  what  had  passed  rela- 
tive to  Indian  tramways,  or  ranch  railways.  Colonel  Yule's  opinion  was 
decidedly  in  favor  of  narrow  gauges,  and  he  considered  that  in  India 
it  was  simply  aquestion  between  the  bullock-cart,  or  these  narrow  gauge 
lines,  as  feeders  to  the  trunk  lines.  Reverting  now  to  the  purely  phy- 
sical considerations,  it  appeared  to  him,  as  a  physical  necessity,  that, 
not  only  the  original  cost  of  two  similar  lines  differing  in  gauge,  but 
also  the  cost  of  working  them,  would'approach  the  ratio  of  the  cube  of 
the  length  of  axle,  or,  what  was  the  same,  of  the  breadth  of  gauge.  A 
little  consideration  would  show  that,  however  startling,  this  proposition, 
without  having  any  pretensions  to  be  a  matheouitical  truth,  was  never* 
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theless,  approximately  true.  As  an  illastration  of  this,  if  the  axle  of 
a  carriage,  as  a  cyliadrical  shaft,  exposed  to  cross^trains,  were  taken, 
it  would  not  admit  of  dispute,  that  for  equal  strength,  on  different 
gauges,  the  diameter  must  vary  as  the  cube  of  the  length,  or  of  the 
gauge.  Therefore  the  weight  of  the  axles  would  be  in  the  ratio,  and  so 
must  be  that  of  the  wheels  to  carry  them.  Then  as  to  the  carriages^ 
as  it  was  equally  undeniable  that  tbe  weights  of  any  similar  structures 
whatever,  varied  as  the  cubes  of  their  homologous  dimensions,  so  the 
weight  of  the  carriages  would  be  as  the  cubes  of  the  gauge,  if  the  car- 
riages were  of  equal  lateral  strength :  and  the  axles  and  wheels  must 
be  proportionate  to  carry  this  load.  In  a  word,  all  the  rolling  stock 
would  be  increased  in  something  like  the  ratio  of  the  cube  of  the  gauge. 
If  this  were  so,  it  followed  that  the  permanent  way  itself  must  be  in- 
creased in  a  proportionate  ratio  to  bear  that  load ;  and  if  it  were  true, 
that  the  cost  of  haulage  was  a  function  of  the  weight  drawn,  it  equally 
followed  that  the  rolling  expenses,  or  those  for  working  the  line  of 
road,  would  be  about  in  proportion  to  this  increased  weight  of  rolling 
stock  also.  He  wished  to  guard  against  being  mistaken  as  now  speak- 
ing mathematically,  or  as  using  the  cube  as  a  precise  expression  of  the 
relation.  His  intention  was  merely  to  illustrate  the  proposition,  which 
he  deemed  generally  true,  that  not  only  the  first  cost  of  construction, 
but  also  the  expense  of  working  railways,  increased  with  the  width  of 
the  gauge,  but  in  a  greatly  higher  ratio,  or,  in  other  words,  that  in  pro- 
portion as  the  gauge  was  reduced,  both  the  first  cost  and  the  working 
expenses  would  be  diminished.  There  were  some  special  physical  ad- 
vantages in  narrowing  the  gauge ;  for  example,  engines  or  carriages 
could  go  round  a  sharp  curve  more  easily  with  a  2-feet  gauge  than  with 
a  7-feet  gauge.  This  fact  had  had  some  doubt  thrown  on  it,  but  its  truth 
was  obvious,  from  the  consideration  that,  if  the  two  rails  could  be 
brought  close  together,  or  into  one,  there  would  be  no  longer  any  re- 
sistance at  all  in  going  round,  due  to  the  outer  and  inner  wheels  hav- 
ing to  go  over  different  lengths  of  curve  in  equal  times. 

Mr.  Savin  said,  he  had  not  at  first  imagined  that  a  line  of  so  narrow 
a  gauge  as  the  Festiniog  Railway  could  be  worked  successfully  with 
locomotives;  but  he  had  traveled  on  that  line  both  with  locomotives 
and  in  the  boat  carriage,  and  he  thought  it  a  great  success,  both  in  re- 
gard to  its  adaption  to  the  circumstances  of  the  locality  and  in  its  com- 
mercial results.  He  agreed  that  the  gauge  of  railways  in  any  one  coun- 
try should  be  uniform,  as  far  as  through  systems  of  working  were  con- 
cerned; but,  having  had  some  experience  in  Wales,  he  thought  it 
impracticable  to  carry  out  the  broad  gauge  in  that  country.  He  had 
seen  various  gauges  in  operation,  from  2  feet  up  to  3  feet  6  inches. 
His  own  feeling  was  in  favor  of  2  feet  8  inches  or  2  feet  6  inches, 
where  the  valleys  were  crooked  and  steep-sided.  In  this  way  many 
physical  difficulties  might  be  avoided,  by  the  adoption  of  curves  of 
shorter  radius ;  a  2-feet  gauge  line  might  be  fitted  to  the  contours  of 
the  hill-sides,  in  such  a  manner  as  to  reduce  the  cost  of  railway  com- 
munication to  a  minimum.  A  line  16  miles  long,  for  which  he  had 
given  ^20,000,  was  laid  on  the  gauge  of  2  feet  3  inches,  and  that  lino 
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had  been  e^ttended  Into  a  district  similar  to  that  whicli  the  !Festiniog 
Railway  passed  through.  There  would  have  been  very  little  chance  of 
carrjing  a  bill  for  a  railway  on  a  gauge  of  4  feet  8}  inches  in  that  dis- 
trict, and  the  result  would  have  been,  that,  but  for  this  class  of  rail- 
way, the  present  development  of  the  mineral  resources  of  those  valleys 
would  not  have  been  attained ;  and  it  was  especially  with  reference  to 
districts  such  as  this,  that  the  subject  was  worthy  of  the  fullest  con- 
sideration on  the  part  of  engineers. 

(To  be  continued.) 


Unnnhahle  Vessels.  By  Ja3.  Parker* 

From  the  Loodon  Mechanics'  HapiBliw,  April,  1866. 

As  the  late  catastrophe  has  called  public  attention  to  the  dangers  of 
ocean  traveling,  will  you  allow  me  space  to  explain  a  plan,  which,  if 
adopted,  would  render  every  kind  of  vessel  perfectly  safe  from  founder- 
ing ?  When  any  part  of  a  vessel  gives  way  and  admits  the  water,  the 
usual  remedy  is  to  pump  it  out  as  quickly  as  possible,  either  by  manual 
power,  or,  in  case  of  steamers,  by  steam  power,  and  great  importance 
is  often  attached  to  the  power  of  steam  pumps,  which,  however,  are 
often  found  useless  in  the  hour  of  danger.  Supposing  a  serious  leak  to 
have  occurred,  then  follows  the  fight  of  the  crew  and  passengers  for  life 
against  the  enemy.  At  one  time  the  crew  may  gain  a  little,  and  at  an- 
other the  water  gains  a  slight  advantage  ;  and  unhappily  this  miser- 
able and  exhausting  battle  is  not  by  any  means  an  uncommon  occur- 
rence. It  seems  to  me  that  the  whole  system  of  endeavoring  to  keep 
down  the  water  by  any  kind  of  pump  is  radically  wrong  in  principle, 
for  by  pumping  out  the  water  space  is  left  for  more  to  come  in.  The 
true  remedy  is  to  pump  air  into  the  vessel,  whereby  each  gallon  forced 
in  becomes  a  clear  gain  to  the  stability  of  the  vessel,  and  leaves  so  much 
less  space  for  water  to  occupy.  A  very  little  exertion  in  this  way  would 
soon  render  a  vessel  of  1000  tons  perfectly  safe  from  foundering,  with- 
out reference  to  the  size  of  the  leak,  which  might  increase  sufficiently 
to  let  the  engines  and  boilers  fall  through  the  bottom  of  the  vessel, 
without  in  the  slightest  degree  adding  to  the  danger  of  the  vessel's 
sinking. 

I  therefore  propose  that  all  passenger  vessels  should  be  compelled 
to  carry  such  a  number  of  air-tight  flexible  bags  as,  when  inflated  in 
the  diflferent  parts  of  the  ship  under  the  decks,  would  by  their  bulk 
prevent  the  vessel  from  sinking,  even  if  the  water  had  free  access.  The 
expense  would  npt  be  a  very  large  item,  and  nothing  in  comparison 
with  the  value  of  the  sense  of  security  to  the  passengers,  and,  there- 
fore, of  higher  passage  money.  An  iron  vessel  without  compartments, 
laden  with  stone  or  iron,  if  protected  in  this  manner,  would  be  just  as 
safe  from  sinking  by  having  a  hole  knocked  into  her  bottom  as  a  tim- 
ber laden  ship.  The  bags,  of  say  from  twenty  to  fifty  or  more  gallons, 
conld  be  kept  permanently  filled  with  air  in  all  vacant  spaces  of  the 
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ship  not  required  to  be  visited  daring  the  voyage,  and,  upon  tlie  ap- 
pearance of  danger,  other  bags  could  be  inflated  in  proper  positions  in 
the  cabiils  or  elsewhere,  until  the  bulk  occupied  was  more  than  suffi- 
cient to  support  the  ship.  A  bump  on  the  rocks,  leaving  a  large  hole  ia 
the  ship*s  bottom,  provided  the  vessel  did  not  break  up  her  decks,  would 
not  then  be  of  any  great  moment.  In  the  case  of  steamers  the  bags 
could  be  filled  by  air  forced  by  the  steam  in  a  few  minutes. 

In  some  experiments  lately  tried  on  the  Thames  in  propelling  a  large 
boat  with  air,  without  machinery,  I  forced  into  the  water,  by  aid  of  the 
steam  from  a  one  horse  power  boiler,  about  1000  gallons  of  air  a  min-^ 
ute,  and  obtained  a  speed  of  three  miles  an  hour  through  the  water. 
If  the  London  had  been  properly  fitted  upon  the  above  plan,  the  steam 
from  the  boiler  of  her  donkey  engine  would  have  rendered  her  perfectly 
safe  from  foundering  in  a  few  minutes. 


MECHANICS,  PHYSICS,  AND  CHEMISTRY. 
On  the  Supposed  Nature  of  Air  prior  to  the  Discovert/  of  Oxygen. 

By  tjEORGB  F.  BODWBLL,  F.C.S. 
(Continued  from  vol.  1.,  page  346). 
From  Uie  London  Chemical  News,  No.  810. 

XIV.  Rise  of  Pneumatic  Chemistry. — We  can  scarcely  be  sur- 
prised that  the  air  received  but  little  attention  till  a  comparatively 
late  period  in  the  history  of  the  world,  when  we  remember  that  there 
existed  no  means  of  ascertaining  even  its  most  salient  properties. 
Inquiries  into  the  nature  of  an  intangible  and  invisible  body,  which 
exercises  no  apparent  effect  upon  the  matter  around  it,  belong  to  a 
somewhat  advanced  stage  of  experimental  philosophy.  They  reaaire 
the  assistance  of  a  large  amount  of  collateral  knowledge,  of  a  refined 
manipulation,  of  a  mind  tutored  in  the  mode  of  physical  thought,  and 
used  to  the  classification  of  diverse  phenomena.  The  most  obvious 
property  of  matter  is  its  visibility,  and  the  conception  of  it  divested 
of  that  property  is  no  small  effort  to  an  ordinary  mind.  We  all  know 
the  invariable  wonderment  produced  at  a  popular  lecture  when  car- 
bonic acid  is  poured  upon  a  lighted  taper,  or  when  hydrochloric  acid 
gas  and  ammoniacal  gas  are  brought  into  contact.  When  we  call  to 
mind  the  ideas  which  obtain  among  the  unscientific  in  the  present  day 
in  regard  to  gaseous  bodies,  we  cannot  wonder  that  so  little  was  for- 
merly known  of  the  air. 

The  ancients,  although  they  classed  air  among  the  four  elements 
from  which  they  conceived  tbe  world  had  been  produced,  had  no  de- 
finite idea  of  its  nature.  Many  philosophers  doubted  whether  it  were 
material,  and  the  great  mass  of  the  people  scarcely  recognised  its  ex- 
istence. The  fact  adduced  to  prove  its  materiality  (the  simplest  and 
most  obvious  that  could  occur  to  the  mind)  was  that  it  could  be  felt 
when  in  motion,  viz :  as  wind.  Anaxagoras  went  a  step  further,  and 
urged  as  an  additional  proof  (a)  that  a  blown  bladder  resists  com- 
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pression,  and  {b)  that  an  inverted  drinking  vessel,  when  planged  be- 
neath the  surface  of  water,  is  found  to  remain  perfectly  dry  inside, 
which  would  not  be  the  case,  he  argues,  unless  something  material 
had  prevented  the  ingress  of  the  water.  But  these  crude  experiments 
merely  proved  that  the  air  is  matter. 

Then,  again,  the  experiment  of  burning  a  candle  in  a  closed  vessel 
standing  over  water,  could  throw  no  light  on  the  nature  of  the  air,  as 
it  could  not  be  rightly  explained  in  the  then  state  of  science.  It  may 
be  considered  the  earliest  experiment  in  pneumatic  chemistry;  it  is 
mentioned  by  almost  every  Middle  Age  writer  on  alchemy  and  chem- 
istry, but  scarcely  two  give  a  similar  explanation  of  the  phenomena 
observed.  Nor  is  this  to  be  wondered  at,  when  we  remember  the 
amount  of  chemical  knowledge  required  for  its  explanation.  To  ex- 
plain it  in  its  entirety  it  was  necessary  to  know  (a)  that  the  air  is 
composed  of  two  gases ;  (()  that  they  are  insoluble  in  water ;  {c)  that 
during  combustion  one  of  them  unites  with  the  burning  body;  (dt)  that 
a  gas  soluble  in  water  is  the  result;  (e)  that  the  other  gas  cannot  unite 
with  the  burning  body;  and  (/)  that  in  a  known  volume  of  air  there 
are  four  volumes  of  the  latter  gas  to  one  of  the  former.  No  wonder 
the  experiment  puzzled  the  scientific  mind  for  so  many  centuries.  No 
wonder  it  became  a  habit  to  fasten  a  pet  theory  upon  it,  or  to  pro- 
pound one  specially  for  its  explanation.  Those  old  philosophers,  who 
with  difficulty  spun  out  a  page  or  two  about  it,  little  thought  how 
much  was  linked  with  the  true  explanation  of  the  experiment,  how 
their  ponderous  and  unwieldly  theories,  upon  which  so  much  thought 
had  been  expended,  so  little  experiment,  would  have  disappeared  ut- 
terly ;  how  the  face  of  science  would  be  changed  when  a  new  race  of 
thinkers,  working  slowly  and  laboriously,  were  destined  to  elucidate 
each  phase  of  the  experiment. 

But  although  this  experiment  remained  unexplained,  it  proved  to 
the  more  observant  the  important  fact  that  flame  requires  air  for  its 
sustenance,  a  fact  which,  although  by  no  means  generally  admitted, 
found  supporters  from  the  time  of  Hero  of  Alexandria.  One  of  the 
first  air-pump  experiments  tried  by  Otto  Von  Guericke  was  for  the 
purpose  of  ascertaining  whether  a  candle  would  continue  to  burn  in  an 
exhausted  receiver;  and  Boyle,  in  his  first  pneumatic  treatise,  (1660,) 
mentions  several  proofs  that  combustion  cannot  proceed  in  a  space 
void  of  air.  In  an  essay  on  this  subject,*  published  by  Boyle  in  1672, 
we  find  hydrogen  for  the  first  time  recognised  as  an  inflammable  body. 
Among  other  experiments,  he  poured  upon  iron  filings  '^  a  saline  spirit, 
which,  by  an  uncommon  way  of  preparation,  was  made  exceeding  sharp 
and  piercing;"  immediately  "fumes"  were  given  off,  which  proved  to 
be  inflammable.  When  allowed  to  burn  within  an  air-pump  receiver, 
the  flame  suddenly  enlarged  itself  on  exhausting,  and  then  went  out 
altogether.  Boyle  does  not  appear  to  have  studied  the  properties  of 
the  new  gas,  but  contents  himself  with  suggesting  that  it  consists 
either  of  ^'  the  volatile  sulphur  of  Mars,  or  of  metaline  steams  partici- 
pating of  a  sulphurous  nature." 

♦ «« On  the  Difficulty  of  Preserving  Plame  without  Air." 
Vol.  LIL— Thxbd  Bxbixs.— No.  6.— Novkmbss,  1866.  28 
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Boyle  also  published  in  1672  an  essay  entitled  ^^Fire  and  Flame 
Weighed  in  a  Balance^''  in  which  are  detailed  a  number  of  experiments 
made  to  determine  the  amount  gained  by  certain  metals  during  calci- 
nation.  We  have  previously*  considered  at  some  length  John  Rey*8 
important  treatise  on  this  subject,  published  forty-two  years  earlier. 
One  of  the  first  papers  read  before  the  Royal  Society  (February  23, 
1661)  was  *'  On  the  Weight  of  Bodies  Increased  in  the  Fire"  The  ex- 
periments were  made  by  Lord  Brouncker  at  the  Tower  of  London, 
and  are  given  in  detail  in  Sprat's  ** History  of  the  Royal  Society;*' 
but  they  are  by  no  means  concordant — so  little  so,  indeed,  that  it  was 
not  considered  as  a  proved  fact  that  metals  gain  weight  at  all  during 
calcination;  for  we  find  on  March  20,  1661,  "The  amanuensis  was 
ordered  to  make  the  experiment  of  the  calcination  of  antimony  whether 
it  increaseth  or  not,  and  to  weigh  it  before  and  after,  in  and  out  of  the 
water." 

Boyle  found  that  an  ounce  of  copper  filings,  heated  to  redness  for 
two  hours,  gained  forty-nine  grains,  while  an  ounce  of  tin  gained  one 
drachm  during  calcination.  Tin  and  lead  heated  in  hermetically  sealed 
vessels,  underwent  partial  calcination,  from  which  Boyle  inferred  that 
*'  glass  is  pervious  to  the  ponderous  parts  of  flame,*'  and  that  the  gain 
of  weight  during  calcination  arises  from  *' extinguished  flame"  assimi- 
lated by  the  calx.  Boyle  reduced  lead  from  its  calx ;  hence  he  con- 
siders a  calx  neither  the  "caput  mortuum'*  nor  the  "  terra  damnata" 
of  the  body  calcined,  as  was  generally  believed,  but  rather  as  the  body 
submitted  to  calcination  plus  something  absorbed  during  calcination. 
It  is  curious  that  Boyle,  who  had  worked  upon  the  air  with  certainly 
more  assi<luity  than  any  of  his  contemporaries,  should  not  have  attri- 
buted the  increase  of  weight  of  calces  to  the  action  of  the  air  upon 
the  body  calcined;  more  especially  as  in  a  treatise  published  in  1674 
{^'Suapicions  about  Some  Hidden  Qualities  of  the  Air ')  he  mentions  that 
marcasite,  when  exposed  to  the  air,  becomes  covered  wdth  a  body  of  a 
vitriolic  nature.  He  also  considers  that  the  efflorescence  on  walls  comes 
from  the  air,  and  suggests  there  is  a  something  of  a  solar  or  astral 
nature,  possibly  "  a  volatile  nitre,"  dispersed  throughout  the  air,  and 
necessary  for  the  sustenance  of  life  and  flame.  As  an  additional  rea- 
son for  believing  that  there  is  some  "  hidden  quality"  in  the  air,  he 
mentions  that  he  made  a  liquid  of  "sublimate  copper  and  spirit  of 
salt,**  which  was  of  a  dirty,  red  color  so  long  as  it  was  kept  in  a  closed 
phial,  but  when  exposed  to  the  air  it  changed  to  "  a  green  exceedingly 
lovelv.*' 

I  Jiave  mentioned  above  Boyle's  supposition  that  there  is  ^^  a  vola- 
tile 7iitre*'  in  the  air,  and  this  leads  us  to  the  consideration  of  that 
which  I  conceive  forms  the  basis  of  pneumatic  chemistry — the  recog- 
nition of  a  connexion  between  the  air  and  nitre.  We  shall  find  as 
we  proceed  the  vast  importance  of  the  experiments  which  were  made 
to  determine  the  nature  of  that  connexion. 

Let  us  first  understand  how  such  dissimilar  bodies  came   to  be 
classed  together.   In  the  Novum  Organum,  Bacon  urges  the  uecessitj 
*  CUmieal  News,  vol.  x.,  p.  2U8. 
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of  collecting  together  what  he  calls  "a  number  of  instances  agreeing 
in  one  form."  "Inquisitio  formarum,"  he  writes,*  ''sic  procedit;  super 
naturam  datam  prime  facienda  est  comparentia  ad  intellectum  omnium 
instantiaram  notarum,  quse  in  eadem  natura  conveniunt,  per  materias 
licet  dissimilliraas."  Following  out  this  last  clause  to  the  very  letter, 
Bacon  takes  the  heat  of  the  sun  as  the  first  ''instance  agreeing  in  the 
form  of  heat,"  and  classes  with  it  the  skins  of  animals  and  oil  of  vi 
triol,  on  the  ground  that  the  former  (as  he  supposed)  contained  heat, 
and  the  latter  burnt  linen.  On  the  same  principle  (and  certainly  with 
equal  reason)  some  philosophers  tfaced  a  relationship  between  the 
air  and  nitre: — nitre,  when  thrown  upon  red-hot  coals,  produces  very 
intense  ignition ;  a  blast  of  air  directed  upon  red-hot  coals  produces 
the  same  effect,  the  two  instances  obviously  "  in  eadem  natura  convC'' 
niunt,  per  materias  licet  dissimillimas.**  This  mode  of  procedure  may 
appear  crude  and  likely  to  mislead,  when  we  consider  Bacon's  classi- 
fication of  instances  agreeing  in  the  form  of  heat,  bat  it  must  be  re- 
membered  that  he  gives  negative  instances  which  qualify  the  former, 
and  enable  the  mind  to  decide  whether  certain  instances,  which  appear 
at  first  sight  to  agree,  may  really  be  admitted  as  such.  Moreover,  the 
classification  is  only  to  be  temporarily  made,  and  then  to  be  tested 
rigidly  by  experiment.  The  classification  of  the  air  with  nitre  (as 
also  Newton's  familiar  classification  of  the  diamond  with  combustible 
bodies)  belong  to  that  class  of  instances  called  by  Bacoh  "instantias 
conformes  sive  proportionatse,"  which  he  defines  as  *'  primi  et  infimi 
gradus  ad  unionem  nature,"  leading  the  mind  '^  adaxiomata  sublimia 
etnobilia/'t 

Nitre  has  always  been  an  important  salt.  It  was  known  in  the  East 
from  very  early  times,  and  after  the  invention  of  gunpowder  was 
largely  imported  into  Europe.  Geber,  the  earliest  writer  on  chemis- 
try, (8th  century,)  mentions  both  nitre  and  nitric  acid,  and  the  former 
figures  prominently  in  all  alchemical  and  old  chemical  treatises.  It 
was  called  saltpetre  from  the  fact  of  its  being  found  adhering  to  rocks 
(lutpos).  Bacon  attributes  the  force  of  gunpowder  to  the  nitre  which 
it  contains,  "which,  having  in  it  a  notable,  crude,  and  windy  spirit, 
first,  by  the  heat  of  the  fire,  suddenly  dilateth  itself  and  we  know  sim- 
ple air,  being  preternaturally  attenuated  by  heat,  will  make  itself  room, 
and  break  and  blow  up  that  which  resisteth  it ;  and,  secondly,  when 
the  nitre  hath  dilated  itself,  it  blowcth  abroad  th€  flame,  as  an  inward 
bellows."! 

Shortly  after  the  establishment  of  the  Royal  Society,  Mr.  Henshaw 
(one  of  the  first  elected  Fellows)  read  a  paper  before  the  Society 
"On  the  History  of  Nitre," §  in  which  he  says  it  is  probable  "  that 
the  air  is  everywhere  full  of  a  volatile  kind  of  nitre"  generated  in  the 
clouds,  inasmuch  as  he  has  found  it  in  dew  and  rain.  He  was  in- 
formed, however,  that  no  earth  yields  so  much  as  that  of  a  church-^ 
*N6v.  Org.  Lib.  2,  Aph.  11.  t  -^o»-  Org.  Lib.  2,  Aph.  27. 

i  <•  SylvA  Sylvarum.     A  Natural  Historj  in  Tea  Centuries."   Cent.  1,  par.  80. 
i  Bead  August  14«  1661,  and  printed  in  Sprat's  '<  History  of  the  Boyal  Society." 
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yard,  a  fact  wbich  militated  somewhat  against  his  theory.  He  speaks 
of  nitre  as  "  the  darling  of  nature,  the  very  basis  and  generation  of 
nutriment."  In  a  history  of  nitre  written  by  one  William  Clark,  and 
published  in  1670,  we  find  a  section  with  the  rather  startling  title 
"  A  Chemical  Analysis  of  Nitre."  Nitre  was  heated  in  a  retort  with 
potters'  earth,  when  red  vapors,  smelling  like  aquafortis,  and  known 
as  ''  the  flying  dragon,"  were  copiously  evolved — an  analysis,  indeed, 
in  the  broadest  sense  of  the  word,  but  scarcely  justifying  the  title  of 
the  chapter  describing  it ;  for  we  must  remember  that  a  hundred  years 
later  the  term  ^'  chemical  analy8i3"  could  not  justly  be  applied  to  any 
operation  or  series  of  operations  in  the  chemistry  of  the  period.  Clark 
considers  that  thunder,  lightning,  and  meteors  are  caused  by  nitre  in 
the  arr ;  Sennertus  attributed  thunder  and  lightning  to  the  meeting 
of  nitrous  and  sulphurous  vapors,  an  idea  evidently  originating  from 
the  knowledge  of  the  composition  and  properties  of  gunpowder.  Clark 
attributes  the  propulsive  force  of  gunpowder  to  the  sudden  conver- 
sion of  the  nitre  it  contains  into  air.  He  mentions  the  fact  that  nitre 
was  used  by  chemists  for  converting  some  metals  into  calx,  and  he 
considers  that  metals  become  rusted  when  exposed  to  the  air  on  ac- 
count of  the  nitre  which  it  contains.  The  latter  part  of  Clark's  his- 
tory of  nitre  is  devoted  to  the  statement  of  some  remarkably  wild  and 
useless  specfulations.  In  one  chapter  the  author  proposes,  and  endeav- 
ors to  support  the  supposition,  ''  That  the  fiery  rain  of  brimstone 
and  fire  on  Sodom  and  Gomorrah  was  lightning,  and  that  nitre  is  ex- 
pressed by  che  word  fire." 

Boyle,  in  a  short  essay,  entitled  ^^  A  Fundamental  Experiment  with 
Nitrcy'*  mentions  that  he  prepared  pure  nitre  by  crystallization,  melted 
it  in  a  crucible,  and  threw  red-hot  cinders  into  the  molten  mass  until 
deflagration  ceased.  He  then  added  "  spirit  of  saltpetre"  to  the  resi- 
due, and  set  aside  to  crystallize.  The  crystals  were  found  to  resemble 
saltpetre  in  every  respect.  He  also  prepared  nitre  by  mixing  **  com- 
mon potashes  and  aquafortis"  and  crystallizing. 

Although  a  certain  relationship  between  the  air  and  nitre  was  very 
generally  admitted,  philosophers  were  by  no  means  agreed  as  to  the 
form  and  character  of  that  relationship.  Some  maintained  that  the 
effects  produced  by  the  air  are  dus  to  its  containing  nitre,  others  that 
the  effects  produced  by  nitre  are  due  to  its  containing  air.  Thus, 
Hobbes  and  others  considered  that  nitre  consists  of  "  many  orbs  of 
salt  filled  with  air ;"  Gassendus,  in  common  with  a  large  number  of 
philosophers,  maintained  that  particles  of  nitre  are  diffused  through- 
out the  atmosphere ;  while  Hooke,  in  his  ingenious  and  philosophical 
theory  of  combustion,*  afiirms  that  the  portion  of  the  air  which  ren- 
ders it  the  solvent  of  combustible  bodies,  "is  like,  if  not  the  very 
same,  with  that  which  is  fixed  in  saltpetre." 

It  has  always  been  a  matter  of  regret  to  us  that  Hooke's  theory  of 
combustion  has  received  so  little  attention  at  the  hands  of  the  scien- 
tific. It  was  only  last  year  that  M.  Chevreul  (an  authority  on  matters 
relating  to  the  air)  wrote  in  the  Comptes  Rendu9y  ^^  On  doit  a  Stahl 
*  See  the  tenth  of  these  papers,  Chemical  Netpa  for  February  17, 1865. 
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la  Premiere  Explication  de  la  Combustion."*  The  theory  of  Stahl, 
nnsnpported  either  by  experiment  or  sound  reafloning,  cannot  be  com- 
pared with  the  theory  of  Hooke,  based  upon  experimental  results,  and 
supported  by  just  and  accurate  reasoning.  Hooke  clearly  showed  the 
part  which  air  plays  in  combustion ;  Stahl  adopted  the  phantasy 
phlogiston.  Then,  as  to  priority,  Hooke's  theory  was  perfected  when 
8tahl  was  in  his  cradle,  and  was  published  when  he  was  four  years 
old.  Uooke*s  theory  was  neglected  simply  because  it  was  so  little 
known,  and  this  was  owing  to  the  manner  in  which,  it  was  given  to 
the  world.  Not  published  separately,  it  was  not  even  designated  a 
new  theory  of  combustion.  It  forms  part  of  an  article  on  *'  charcoal 
or  burnt  vegetables"  in  the  MicrographiUy  a  work  in  which  we 
should  scarcely  look  for  a  new  theory  of  combustion,  inasmuch  as  it 
professes  to  detail  '^  some  physiological  descriptions  of  minute  bodies 
made  with  magnifying  glasses."  Moreover,  there  is  nothing  to  guide 
the  reader  to  the  subject,  and  without  reading  the  whole  book  he 
would  not  be  likely  to  meet  with  it,  for  it  is  buried  in  a  mass  of  irre-- 
ievant  matter.  It  is,  I  conceive,  in  the  causes  given  above  that  we 
must  seek  for  an  explanation  of  the  fact  that  one  of  the  most  original 
and  complete  theories  which  has  ever  appeared  in  the  history  of  sci^ 
€nce,  was  all  but  unknown  in  its  own  period,  and  has  remained  almost 
unnoticed  down  to  the  present  day. 

We  have  next  to  consider  the  important  treatise  ^^De  SaUnitro  et 
Spiritu  Nitro-aSreo  "  of  John  Mayow,  the  first  of  the  five  great  worlw 
on  pneumatic  chemistry  which  were  published  before  the  discovery  of 
oxygen. 

*  *<  Note  bistorique  sur  les  manieres  diyereee  dont  I'air  a  k\S  enyUag^  dans  ses 
relations  avec  U  compusition  des  corps/' — Compiea  Jtendus  for  December  12,  1864« 


On  the  Origin  of  Carbides  and  Combustible  Minerals,^ 
By  M.  Bbrthelot. 

From  Ura  London  Ch«mlQia  News,  No.  841. 

There  is,  in  most  instances,  no  difference  of  opinion  as  to  the  origin 
of  combustible  minerals — that  is,  when  they  are  evidently  derived 
from  transformed  organic  matters.  But  is  this  the  case  under  all 
circumstances  ?  The  carbides,  petroleums,  and  bitumens,  disengaged 
from  the  crust  olT  the  earth,  often  in  great  abundance,  incessantly  and 
from  depths  apparently  lower  than  the  stratifi^ed  earth,  do  they  always 
and  necessarily  result  from  the  decomposition  of  a  pre-existing  or- 
ganic substance?  Is  this  the  same  with  the  carbides  so  frequently 
observed  during  eruptions  and  in  voleanic  emanations,  and  to  whicn 
M.  Gh.  Sainte  Glaire-Deville  has  latterly  called  attention  ?  Finally, 
should  the  same  origin  be  assigned  to  the  carbonaceous  matters  and 
carbides  of  hydrogen  contained  in  certain  meteorites,  which  seem  to 
have  an  origin  foreign  to  our  planet?  These  are  questions  about  which 
aoYeral  distinguished  geologists  are  still  undecided.  Without  pretend' 
*CompiiM  Bendus,  vol.  Ixii.}  p.  H9» 
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iDg  to  decide  so  difficult  a  point,  it  seems  to  me  interesting  to  find  bov 
the  natural  carbides  of  hydrogen  may  be  formed  synthetically — that 
is  to  say,  by  purely  mineral  reactions  of  the  same  kind  as  geologists 
have  observed  to  take  place  between  the  substances  contained  in  the 
interior  of  the  globe,  and  those  constituting  its  crust. 

We  will  admit,  according  to  M.  Daubr^e's  recent  hypothesis,  that 
the  interior  of  the  earth  contains  free  alkaline  metals.  This  single 
hypothesis,  added  to  the  experiments  I  recently  published,  almost  ne- 
cessarily leads,  to  the  explanation  of  the  formation  of  carbides  of 
hydrogen. 

In  fact,  carbonic  acid,  everywhere  infiltrated  through  the  terres- 
trial crust,  must  come  in  contact  with  alkaline  metals  at  a  high  tem- 
?erature,  and  form  acetylides  in  the  same  manner  as  in  my  experiments, 
'hese  same  acetylides  may  also  result  from  the  contact  of  earthy  car- 
bonates with  alkaline  metals  even  below  dull  red  heat. 

Now,  these  alkaline  acetylides  once  formed  will  undergo  the  action 
of  aqueous  vapor.  Free  acetylene  would  hence  result  were  the  products 
immediately  submitted  to  the  action  of  the  heat,  and  of  hydrogen* 
and  other  bodies  which  might  be  present.  But  by  reason  of  these 
diverse  conditions  acetylene  will  not  be  produced,  as  my  recent  expe- 
riments show.  In  its  place  are  obtained,  either  the  products  of  its 
condensation,  which  resemble  bitumens  and  tars,  or  the  products  of 
the  reaction  of  hydrogen  on  these  already  condensed  bodies — that  is 
to  say,  carbides  more  hydrogenated.  There  is  scope  for  almost  un- 
limited diversity  in  these^  reactions,  according  to  the  temperature  of 
the  bodies  present. 

The  formation,  in  a  purely  mineral  way,  of  all  natural  carbides  may 
easily  be  conceived,  and  the  formation  would,  moreover,  be  continuous, 
as  the  reactions  causing  it  renew  themselves  incessantly. 

The  generation  of  carbonaceous  matters,  and  of  the  carbides  con- 
tained in  meteorites,  may  be  explained  in  the  same  way,  provided  it 
be  admitted  that  these  meteorites  originally  belonged  to  the  planetary 
masses. 

These  hypotheses  might  be  further  developed,  but  I  prefer  to  keep 
within  the  limits  authorized  by  my  experiments,  and  merely  state  geo- 
logical possibilities. 

*  Produced  at  the  Mine  moment  by  the  reaction  of  the  water  on  the  metals. 


Cold  Bleaching  Process. 

From  the  London  Joomal  of  the  Society  of  Arts,  No.  710. 

M.  Tessi^  dn  Mothay  and  M.  Kousseau  describe  very  satisfactory 
trials  which  they  have  made  of  a  cold  bleaching  process,  by  means  of 
which  all  textile  materials,  whether  silk,  cotton,  linen,  flax,  wool,  or 
any  woolly  fibre  can  be  bleached.  The  agent  employed  is  a  permanga- 
nate of  soda,  slightly  acid,  prepared  by  a  new  and  economical  process* 
With  this  salt,  the  extraordinary  properties  of  which  have  of  late  years 
been  much  studied^  a  bath  is  prepared,  in  which  the  materials  to  be 
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bleached  are  dipped.  They  are  stirred  about  with  a  glass  rod  from  time 
to  time,  and  after  about  ten  minutes  they  are  taken  out  of  the  bath, 
strongly  colored  of  a  violet  brown  hue  by  an  abundant  deposit  of  oxide 
of  manganese.  They  are  then  dipped  as  quickly  as  possible  in  a  bath 
of  water,  acidulated  with  sulphurous  acid^and  again  stirred  and  turned 
over  with  a  glass  rod,  and  after  two  or  three  minutes  the  materials  or 
thread,  originally  of  yellow  or  gray  color,  are  already  white.  These 
operations  are  repeated  twice  more,  and  the  result  is  a  brilliant  white^ 
whilst  the  fibres  are  in  no  way  injured.  The  materials  operated  upon 
were  cotton  fabrics,  dirty  as  they  came  direct  from  the  loom,  as  well 
as  skeins  of  linen  thread  of  a  dark  slate-color,  which,  by  existing  pro- 
eesseSy  would  have  taken  many  days  to  bleach. 


Simple  and  Economic  Procetnfor  obtaining  Soda  from  Common  Salt. 

Prom  the  London  Chemical  News,  No.  847. 

Mr.  Walter  Weldon  has  taken  out  patents  for  a  process  described 
as  follows :  The  new  process  consists  in  placing  within  a  vessel  capable 
of  resisting  the  required  pressure,  an  equivalent  of  common  salt,  and 
another  of  carbonate  of  magnesia,  with  a  small  quantity  of  water,  and 
then  pumping  into  the  vessel  the' carbonic  acid  formed  by  causing  at« 
mospheric  air  to  traverse  coal  in  a  state  of  ignition.  The  carbonate 
thus  becomes  bicarbonate  of  magnesia,  which  dissolves  in  the  water, 
and  then  decomposes  the  chloride  of  sodium,  chloride  of  magnesium, 
which  remains  in  solution,  and  bicarbonate  of  soda,  which  precipitates, 
being  formed.  The  whole  process  lasts  but  a  quarter  of  an  hour  at 
most,  and  the  cost  is  only  that  of  the  coal  used  in  forming  the  carbonic 
acid.  A  moderate  heat  drives  oif  the  second  atom  of  carbonic  acid 
from  the  bicarbonate  of  soda,  changing  it  into  carbonate,  and  the  mag- 
nesia may  be  recovered  from  the  chloride  by  evaporating  the  solution 
containing  it  to  dryness,  and  raising  the  residue  to  a  temperature  below 
redness. 


On  the  Combustion  of  Gas  for  Economic  Purposes.  By  Dr.  Lbthebt. 

rrom  the  London  Chemical  News,  No.  844. 
(Continued  from  page  249.) 

The  temperature  of  differcmt  combustibles  is  shown  on  the  diagram 
below,  and  you  will  notice  that  the  highest  temperature  produced  by 
the  various  constituents  of  coal  gas  is  that  of  acetylene,  or  the  vapor 
of  benzole  when  burned  in  oxygen,  the  heat  of  which  exceeds  17,000® 
Fahr.  The  lowest  temperature  of  all  the  constituents  is  about  12,700® 
Fabr.,  the  temperature  of  burning  carbonic  oxide. 

On  the  same  diagram  I  have  tabulated  the  thermotic  power  of  a 
great  number  of  substances.  It  is  expressed  in  the  number  of  pounds 
of  water  raised  1®  Fahr.  by  a  pound  of  the  substance,  and  when  the 
body  is  capable  of  being  converted  into  gas  or  vapor,  I  have  also  ex- 
pressed it  in  the  cubic  foot  at  common  temperature  and  pressures. 
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Hydrogen,  you  perceive,  is  the  most  powerful  thermotic  agent,  and 
carbonic  oxide  is  the  weakest.  A  pound  of  the  first  of  these  gases  will 
raise  62,030  lbs.  of  water  1°,  whereas  a  pound  of  the  latter  will  only 
heat  about  4825  lbs.  of  water  to  that  extent.  Examined  by  the  cubic 
foot,  and  considering  that  for  every  pound  of  water  raised  1°,  aboat 
48  cubic  feet  of  air  are  raised  to  the  same  extent,  we  m^  say  the 
chief  constituents  of  coal  gas  have  this  thermotic  power — 

Potuids  of  Water  and  Cubic  Feet  of  Air  raised  1°  Fahr.  by  a  Cubic  Foot  of  the  Gai 

burning  in  Air. 


Cubic  foot  of— 

Lbs.  water 
raised  1*>  Fahr. 

Cub.  ft.  air 
raised  1«  Fahr. 

Hydrogen heats. 

Marsh  gas ** 

Olefiunt  gas " 

829 
996 
1585 
2876 
8168 
1251 
8860 
820 

650 
700 

15,837 

47,946 

76/299 

114,378 

152,51)2 

6<i,2J0 

185,814 

15,403 

31,290 
86,585 

Propylene " 

Butylene , ** 

Acetvlene..,. " 

Benzole  vapor ** 

Carbonic  oxide  gas ** 

Common  coal  gas ** 

Cannel  coal  gas •* 

From  this  we  can  determine  the  practical  thermotic  power  of  any 
of  these  agents.  A  cubic  foot  of  common  gas  will  heat  65  gallons  of 
water  1^,  or  6*5  gallons  10"^,  or  3*25  gallons  20^  ;  so  that  a  bath  con- 
taining 250  gallons  of  water  would  require  about  77  cubic  feet  of  com* 
mon  gas,  or  66  of  cannel,  to  raise  its  temperature  from  55°  to  75°. 
In  practice,  however,  this  is  rarely  attained,  because  of  the  faulty  con- 
struction of  the  heating  apparatus.  I  jBind,  indeed,  that  a  bath  in  my 
own  house,  made  by  Phillips,  of  Skinner  Street,  takes  nearly  twice 
this  proportion  of  gas  to  heat  it,  and  being  in  a  closed  room  the  atmo- 
sphere is  almost  poisoned  before  the  bath  is  ready ;  and  the  circula- 
tion of  the  hot  water  is  so  imperfect  that  the  top  layer  becomes  boiling 
hot  before  the  bottom  of  the  water  is  warm.  This  is  a  subject  which 
requires  attention,  for  it  is  open  to  much  improvement. 

Again,  with  regard  to  the  boiling  power  of  gas,  although  in  good 
practice  a  cubic  foot  of  gas  should  boil  off  about  4712  grains  of  water, 
or  about  22  times  its  own  weight,  yet  this  is  not  often  attained,  for  in 
an  open  vessel  we  rarely  evaporate  more  than  2866  grains  of  water, 
or  about  13  times  its  weight. 

But  the  heat  of  the  burning  gas  is  more  surely  applied  to  the  warm- 
ing of  rooms ;  for,  as  you  will  see  by  the  table,  a  cubic  foot  of  common 
gas  will  heat  an  apartment  containing  3129  cubic  feet  of  air  10^,  and 
the  same  quantity  of  cannel  gas  will  heat  8658  cubic  feet  to  the  same 
extent.  Other  illuminating  agents  will,  however,  light  for  light,  heat 
the  atmosphere,  and  vitiate  it  to  a  larger  extent.  This  is  seen  in  the 
table  which  I  brought  under  your  notice  at  the  last  lecture. 
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Heating  and  Vitiating  Effects  of  Different  Illuminating  Agents  token  burning  ao  as 
to  give  the  Light  of  12  Sperm  Candles. 


Lbs.  water 

raised 
1«  Fahr. 

Oxygen 

consumed, 

cu.  ft. 

Carb.  acid 

produced, 

cu.  ft. 

Air 

vitiated, 

cu.  ft 

Cannel  gas 

1920 
2786 
2385 
2826 
3619 
8261 
8517 
8831 
8747 
6054 

8  80 
6-45 
4-76 
4-46 
6-81 
6-66 
7-57 
8-41 
8-82 
1200 

201 
8-21 
8  83 
8-64 
450 
4-77 
677 
5-90 
6-25 
8-78 

60-2 

802 

88-3 

886 

112  6 

119-2 

131-7 

149-6 

166-2 

218-3 

Common  gas , 

Sperm  oil , 

Benzole 

Paraffin 

Camphene 

Sperm  candles 

Wax 

Stearic..; 

Tallow 

The  vitiating  effect  is  calculated  on  the  actual  loss  of  oxygen,  and 
on  the  power  which  4  per  cent,  of  carbonic  acid  has  on  the  vital  quali- 
ties of  the  atmosphere ;  and,  though  the  results  indicate  that  there 
should  be  less  discomfort  in  a  room  lighted  with  coal  gas  than  with 
any  other  illuminating  agoLt,  yet  common  experience  is  altogether  in 
the  opposite  direction.  The  explanation  of  this  is  to  be  found  not  only 
in  the  fact  that  gas  is  used  more  lavishly  than  other  agents,  but  also 
that  in  burning  it  produces  a  larger  proportion  of  aqueous  vapor,  which, 
becoming  diffused  into  the  surrounding  atmosphere,  occasions  great 
discomfort.  Professor  Tyndall  has  shown  that  the  molecules  of  aque- 
ous vapor  are  endowed  with  a  remarkable  power  of  absorbing  the  ra- 
diant heat  of  burning  gas,  and  by  thus  becoming  warm  they  create  a 
sense  of  oppression.  And  again,  w^hen  the  warm  atmosphere  of  a  room 
is  overcharged  with  moisture,  it  checks  the  action  of  vaporous  or  in- 
sensible perspiration,  and  this  also  causes  distress.  In  all  cases,  there- 
fore, where  gas  is  largely  used  in  rooms,  provision  should  be  made  for 
the  quick  removal  of  the  products  of  combustion. 

When  the  heat  of  gas  is  required  for  warming  a  room,  its  radiant 
power  should  be  increased  by  allowing  it  to  ignite  some  solid  sub- 
stance, for  the  radiant  heat  of  a  non-luminous  flame  is  very  insignifi- 
cant. I  have  here  a  Bunsen*s  burner,  which  gives  with  this  gas  the 
highest  temperature  of  combustion,  but  the  amount  of  heat  which  ra- 
diates from  it  is  very  small — smaller,  indeed,  than  is  the  case  when 
the  gas  is  burnt  in  the  ordinary  way,  when  every  atom  of  ignited  car- 
bon becomes  a  centre  of  radiation.  The  proportion  of  radiant  heat 
from  the  same  flame  under  different  circumstances  is  very  variable. 
From  Bunsen's  burner  it  is  only  12,  from  the  same  gas  burnt  as  a 
luminous  flame  it  is  80,  and  with  a  spiral  platinum  in  it  it  is  85.  The 
introduction  of  solid  matter  into  a  non-luminous  flame  of  high  tempe- 
rature changes  its  character  altogether,  and  from  the  heat  of  convec- 
tion it  becomes  heat  of  radiation.  No  doubt  the  quality  of  the  vibra- 
tions is  greatly  changed,  and  they  pass  from  the  large  and  compara- 
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lively  slow  undulations  of  obscure  heat  to  the  small  and  quick  vibra- 
tions of  light;  and  the  more  this  is  affected,  the  greater  and  greater 
becomes  the  intensity  of  the  radiant  heat.  Prof.  Tjndall  found  that 
the  following  were  the  quantities  of  radiant  heat  from  a  platinum 
spiral)  at  different  degrees  of  luminosity  : 

De^ess  of  heat 
radiated. 

iPIatinum  spiral,  feebly  red 19 

"  '*      dull  red 26 

"  "      full  red 62 

"  "      orangered 88 

"  «<      yellow  red 158 

"  "      yellow  white 200 

"  "      blue  white 276 

«*  "      iniense  white 440 

So  that,  when  we  wish  to  economize  the  radiant  heat  of  burning  gas, 
it  is. best  to  use  it  with  some  solid  body,  as  fragments  of  pumice  or 
pieces  of  asbestos. 

The  last  point  to  which  I  would  refer  is  the  available  or  convertible 
motive  power  of  burning  gas. 

The  calculations  of  Dr.  Mayer  of  Heilbron,  and  the  experimental 
inquiries  of  Mr.  Joule  of  Manchester,  show  that  the  mechanical  power 
of  heat  is  772  lbs.  raised  a  foot  high  for  the  heat  necessary  to  raise 
the  temperature  of  a  pound  of  water  1®  Fahr.  A  cubic  foot  of  hydro- 
gen in  burning  has,  therefore,  the  mechanical  power  of  (329  X  772  =) 
253,988  lbs. ;  and  the  same  quantity  of  common  gas  has  the  power  of 
(t>50  X  772  =)  501,800  lbs. ;  while  the  power  of  a  cubic  foot  of  cannel 
gas  is  (760  X  772  =)  686,720  lbs.,  raised  a  foot  high.  But  if  the  same 
quantity  of  these  gases  is  exploded  with  air  or  oxygen  in  a  closed 
chamber,  the  mechanical  power  is  somewhat  different.  I  have  here 
tabulated  the  expansive  force  of  such  a  mode  of  combustion,  and  I 
may  say  that  the  calculations  are  deduced  from  the  temperatures  of 
combustion  and  from  the  volumes  of  the  products,  allowance  having 
been  made  for  the  specific  heats  of  the  several  products.  It  would 
seem,  therefore,  that  the  explosive  powers  of  the  several  constituents 
of  coal  gas,  when  mixed  with  their  proper  proportions  of  air  or  oxy- 
gen, are  as  follows: 

Explosive  Power  of  Mixed  Oases, 


Mixed  -with  air. 
(Ate.) 


Mixed  with  ox. 
(Ats.) 


Hydrogen 

Marsh  gas 

Oleflant  gas 

Propylene  gas.. 
Batylene  gas... 
Carbonic  oxide 
Common  gas... 
Cannel  gas 


12-5 
140 
16-1 
225 
80-2 
11-7 
14-6 
18-0 


2.5-6 

87  0 
42-9 
67-3 
858 
21-8 
29-2 
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These  are  the  theoretical  pressures  exerted  upon  the  sides  of  the  con- 
tainiDg  vessel  when  these  several  gases  are  exploded  with  their  proper 
proportions  of  air  or  oxjgen ;  but  as  the  explosion  is  never  instantan- 
eous, but  proceeds  from  particle  to  particle,  and  therefore  occupies  time, 
and  as  the  walls  of  a  vessel  always  cool  the  products  of  the  exploded  gas 
to  a  great  degree,  this  theoretical  value  is  never  obtained  in  practice, 
the  highest  pressure  in  the  exploding  chamber  of  a  gas  engine  being 
only  76  lbs.  on  the  square  inch,  or  five  atmospheres.  The  power  of 
this  has  been  determined  experimentally  by  Mr.  Evans,  who  informs 
me  that,  with  a  cubic  foot  of  a  mixture  of  9  air  and  1  gas,  he  has  pro- 
pelled a  wooden  shot  (3  inches  by  4)  60  yards ;  and  he  ascertained 
that  the  same  ^ect  was  produced  with  an  ounce  of  gunpowder.  The 
motive  power,  therefore,  of  the  exploding  mixed  gas  is  considerable. 

In  the  gas  engines  of  Lenoir  it  has  been  found  that  the  best  pro- 
portions of  air  and  gas  are  eight  volumes  of  air  to  one  of  common  gas; 
theoretically  the  best  proportion  for  London  (l8-candle)  gas  is  5-6  vol- 
umes of  air  to  1  gas.  A  larger  portion  of  air  is  required  for  cannel 
gas,  as  11  to  1 ;  but  in  practice  it  is  found  that  cannel  gas  does  not 
produce  so  good  an  effect  as  common  gas.  The  time  of  the  explosion 
is  about  the  twenty-seventh  part  of  a  second,  and  the  temperature  of 
it  is  about  2474^  Fahr.  instead  of  from  5228^  to  7000°,  the  calculated 
temperatures  for  open  and  closed  chambers. 

The  machines  which  are  used  for  practically  employing  this  power 
are  all  modifications  of  the  original  engine  of  Lenoir.  They  consist 
of  a  cylinder  with  a  double-action  piston,  receiving  the  mixed  gas 
alternately  on  either  side  of  the  piston.  The  arrangement  is  such  that, 
in  the  movement  of  the  piston,  the  air  and  gas,  in  proper  proportions, 
(8  to  1,)  are  drawq  into  the  cylinder  by  a  suitable  side  valve,  and  when 
the  piston  has  made  half  a  stroke  it  shuts  off  the  valve;  at  that  mo- 
ment the  mixed  gas  is  fired  in  the  cylinder  by  means  of  an  electric 
spark  from  a  Ruhrokorff's  coil  passing  between  the  points  of  two  wires 
in  the  cylinder.  One  of  these  wires  is  insukted  by  traversing  a  rod 
of  porcelain  fixed  in  the  cylinder,  and,  being  in  connexion  with  a  make- 
and^break  contrivance,  called  a  distributor,  attached  to  the  fly-wheel 
of  the  engine,  it  receives  the  charge  of  electricity,  and  so  fires  the 
mixed  gas  at  the  right  moment.  The  expansion  caused  by  the  explo- 
sion and  heat  of  combustion  drives  the  piston  through  the  rest  of  the 
stroke,  and  it  generally  ends  with  a  good  deal  of  unutilzied  pressure. 
In  one  case  I  find  that  the  indicator  recorded  an  initial  pressure  of  75 
lbs.  on  the  inch  at  the  moment  of  explosion,  and  a  final  pressure  of 
26  lbs.  The  loss  of  power  in  this  case  must  have  been  considerable, 
for  not  only  is  there  the  loss  of  the  difference  (12*5  lbs.)  between  the 
calculated  pressure,  87*5  lbs.,  (75  -?-  2,)  and  the  real,  (26,)  but  there 
is  also  the  total  loss  of  the  unavailable  final  pressure.  A  part  of  this 
loss  is  no  doubt  due  to  leakage,  and  to  the  cooling  effect  of  the  walls 
of  the  cylinder ;  for  the  temperature  has  been  observed  to  fall  from 
2474®  Fahr.,  at  the  moment  of  explosion,  to  1488°  at  the  end  of  the 
stroke,  the  calculated  temperature  being  2166®.  Indeed,  the  manage- 
ment of  the  temperature  is  one  of  the  difficulties  of  the  engine^  for  the 
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cylinder  has  to  be  cooled  by  a  stream  of  water.  Improvements  will  no 
doubt  be  made  in  the  construction  of  the  engines,  and  especially  in 
the  utilization  of  the  residual  power,  and  this  must  be  done  by  shut- 
ting off'  the  valve  and  firing  the  gas  earlier  in  the  stroke.  This  has 
already  been  done  to  some  extent  in  America  with  engines  of  half 
horse  power,  as  with  cylinders  of  4f-iDch  diameter  by  8f-inch  stroke; 
and  this  with  185  revolutions,  or  370  explosions,  in  a  minute,  raises 
16,280  lbs.  1  foot  high  in  a  minute.  In  France  and  in  this  country 
much  larger  engines  are  made,  as  from  1  to  3  horse  power. 

The  quantity  of  gas  used  in  the  working  of  the  engine  is  rather 
variable.  In  the  American  engine,  already  alluded  to,  it  took  105 
cubic  feet  of  gas  an  hour  to  work  an  engine  of  half  horse  power,  and 
a  one  horse  engine  in  London  takes  about  185  cubic  feet  of  London 
gas — ^say  it  is  200  cubic  feet — per  horse  power.  This  is  1,980,000  lbs. 
a  foot  high ;  whereas  the  theoretical  power  of  200  feet  is  more  than 
100,000,000  of  lbs. 

The  advantages  of  the  engine  are  very  great;  for  it  takes  up  but 
little  room,  it  is  very  clean,  it  works  with  great  regularity,  it  requires 
little  or  no  attention,  and  it  costs  nothing  for  fuel  when  it  is  not  at  work. 

One  thing  I  ought  to  mention  in  speaking  of  the  explosive  power 
of  mixed  gas,  and  that  is  the  effect  of  using  mixtures  in  improper  pro- 
portions. Sir  Humphrey  Davy  found,  in  his  experiments  with  marsh 
gas,  that  there  was  but  one  proportion  of  air  and  gas  which  gave  the 
maximum  effect,  and  that  was  a  mixture  of  1  of  gas  and  7*5  of  air, 
(theoretically  it  should  be  1  to  9*5.)  When  the  proportions  are  reduced 
in  either  direction  the  mixture  becomes  less  and  less  explosive,  until 
with  1  gas  and  15  air,  or  with  equal  volumes  of  gas  and  air,  the  mix- 
ture ceases  to  explode. 

In  the  case  of  coal  gas,  although  the  theoretical  proportions  for 
London  gas  are  I  of  common  gas*  to  5*6  of  air,  and  1  of  cannel  gas  to 
7*4  of  air,  yet  the  best  results  are  obtained  with  1  of  the  former  to  8 
of  air,  and  1  of  the  latter  to  11.  On  either  side  of  this  proportion  the 
mixture  rapidly  becomes  less  and  less  explosive. 

The  effect  of  mixing  other  gases  with  explosive  mixtures  has  been 
well  studied  by  Davy  and  others.  Taking,  for  example,  an  explosive 
mixture  of  2  volumes  of  hydrogen  and  1  of  oxygen,  it  is  found  that  1 

*  Average  compoaitlon  of  London  gas  by  volume. 


Common  gas. 


Cannel  gas. 


Hydrogen 

Light  carburetted  hydrogen 

01eiiant,&e 

Carbonic  oxide 

Carbonic  acid 

Aqueoos  vapor 

2^itrogen 


46C 
89-5 
8-8 
7-6 
0-7 
20 
0-6 

1000 


27-7 
60-0 
180 
6-8 
01 
2-0 
0-4 

100-0 
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of  nitrogen  to  6  of  the  gas,  or  1  of  carbonic  acid  to  7  of  it,  will  stop  its 
explosion. 

Lastly,  the  temperature  at  -which  these  gases  are  fixed  is  a  matter 
of  considerable  importance.  Davy  found  that  he  could  not  set  fire 
to  marsh  gas,  (the  fire-damp,)  or  to  an  explosive  mixture  of  it  with 
air,  by  using  the  strongest  heat  of  glowing  charcoal.  He  even  blew 
a  mixture  of  the  gas  upon  glowing  charcoal  until  he  got  it  at  a  maxi- 
mum heat,  without  firing  it ;  nor  can  it  be  fired  by  the  sparks  from 
fiint  and  steel.  Not  so,  however^  with  hydrogen,  or  defiant  gas,  or 
carbonic  oxide,  all  of  which  are  fired  by  the  sparks  and  by  glowing 
charcoal — perhaps  the  igniting  temperature  is  about  8900^  Fahr.,  and 
the  vapor  of  bisulphide  of  carbon  is  fired  at  as  low  a  temperature  as 
800^  Fahr.  These  facts  are  deserving  of  attention  ;  for  they  show  that 
gas  leaking  from  the  mains  may  be  fired  by  a  spark  from  a  pick,  or 
from  the  chipping  of  a  hole  in  the  pipe  in  laying  a  service. 

And  now,  gentlemen,  we  have  gone  over  the  question  of  the  phe- 
nomena of  gaseous  combustion,  and  of  the  manner  in  which  gas  is  to  be 
most  profitably  and  most  economically  used  for  illuminating  purposes. 
We  have  also  examined  the  thermotic  powers  of  coal  gas,  and  I  hope 
if  I  have  the  opportunity  of  meeting  you  again,  I  shall  be  able  to  brine 
under  your  notice  one  other  question  of  interest  to  gas  engineers,  ana 
that  is  the  profitable  utilisation  of  the  waste  products  of  gas-works. 


MISCELLANIES, 


Effect  of  Forests  on  the  Temperature  of  the  Air, — The  MM.  Bec- 
querel,  in  an  elaborate  memoir  upon  this  subject,  presented  to  the  Acade- 
my of  France,  reach  the  conclusion  that  the  temperature  is  higher 
away  from  the  forest  than  within  it,  and  higher  within  than  immediately 
around  it.  The  mean  temperature  of  the  trees  appear  to  be  that  of 
the  surrounding  air ;  but  changes  take  place  much  less  rapidly  in  the 
trees,  especially  in  the  trunks.  The  phenomena  of  vegetation  do  not 
appear  to  influence  the  temperature,  for  the  temperature  of  the  leaves 
scarcely  differs  at  any  time  from  that  of  the  air.  A  singular  observa- 
tion is  that  forests  have  the  property  of  preserving  tracts  lying  to 
leeward  of  them  from  hail.  The  windward  edge  of  the  forest  is  fre- 
quently attacked,  but  the  hail  becomes  less  and  less  as  it  penetrates 
the  forest,  soon  ceases,  and  is  not  reproduced  for  some  distance  from 
the  leeward  edge. 

Capillary  Attractions. — This  subject  has  attracted  the  particular 
attention  of  the  distinguished  chemist  M.  Ghevreul,  whose  position  as 
director  of  the  government  establishment  for  the  manufacture  of  Go- 
belin tapestry  has  already  led  him  to  a  number  of  very  important  in- 
vestigations, especially  those  in  reference  to  the  harmony  and  contrast 
of  colors.  The  phenomena  of  dyeing  appear  to  have  led  him  to  his 
present  researches,  which  were  conducted  in  reference  to  the  absorption 
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of  linseed  oil  and  water  by  powdered  kaolin,  common  clay,  and  white 
lead.  His  conclusions  are,  that  there  is  in  capillarity  an  elective  at- 
traction, and  that  the  linseed  oil  has  a  higher  capillary  affinity  for  white 
lead  than  water  has,  but  that  water  has  the  higher  capillary  affinity 
for  kaolin  and  clay.  He  proceeds  to  apply  these  facts  to  the  expla- 
nation of  a  number  of  phenomena  in  nature  and  in  the  arts. 

Testing  of  Ships'  Compasses. — A  M.  Gilbert  Govi  suggests,  through 
the  pages  of  the  Cosmos^  a  very  simple  means  of  ascertaining  whether 
a  ship's  compass  has  had  its  poles  reversed  by  a  stroke  of  lightning. 
It  consists  simply  in  making  a  galvanic  couple  by  plunging  a  small 
plate  of  Einc  and  one  of  copper  into  sea*water,  and  connecting  them 
by  means  of  a  copper  wire.  This  wire  being  held  close  above  the 
needle  will  deflect  it.  Ampere's  rule  for  remembering  the  direction  of 
the  needle  is  as  follows :  Suppose  the  observer  to  be  lying  on  the  con- 
necting wire  looking  towards  the  needle,  the  end  connected  with  the 
copper  plate  being  at  his  feet,  the  zinc  end  at  his  head.  The  north 
end  of  the  needle  is  thrown  towards  the  left.  This  will  in  any  case 
determine  the  position  of  the  poles  of  the  needle,  or  if  the  wire  be 
wrapped  in  a  helix  around  a  bar  of  soft  iron,  this  wire  becomes  mag- 
netic, the  poles  being  so  adjusted  that,  if  looking  from  the  copper 
towards  the  zinc  end  the  wire  winds  direct,  (that  is  in  the  direction  ia 
which  the  hands  of  a  watch  move,  or  from  left  over  to  right,)  the  end 
towards  you  is  the  south  end.  By  placing  the  needle  in  a  coil  of  this 
kind,  if  its  magnetism  has  been  destroyed  by  the  flash  it  may  be  restored 
in  a  few  minutes. 

M.  Govi  further  recommends,  if  the  means  of  constructing  the  gal- 
vanic couple  he  not  at  hand,  to  take  a  bar  of  soft  iron,  heat  it  white 
hot  so  as  to  destroy  all  magnetism  which  it  may  possess,  and  after  it 
has  cooled  hold  it  in  a  vertical  position,  near  the  two  ends  of  the  nee- 
dle successively.  A  bar  of  soft  iron  held  vertically  becomes  temporarily 
magnetic ;  in  the  north  magnetic  hemisphere,  its  lower  end  becomes 
a  south  pole,  in  the  south  magnetic  hemisphere  a  north  pole.  This 
latter  expedient  will  answer  very  well,  provided  the  ship  is  not  too 
near  the  magnetic  equator,  which  is,  unfortunately,  precisely  the  re- 
gion where  the  accident  is  most  apt  to  occur. 

Duration  of  the  Impression  of  Light  on  the  Eye, — Abb6  Laborde 
describes  a  curious  experiment  which  seems  to  show  that  the  more  re- 
frangible rays  of  the  spectrum  make  a  more  durable  impression  on  the 
retina  than  those  less  refrangible.  A  beam  of  sunlight  is  admitted  into 
a  dark  chamber  through  a  narrow  slit,  (6  millimetres  by  8  millimetres.) 
In  its  path  is  adjusted  a  rotating  disk  of  metal  having  slits  cut  in  its 
circumference  so  that  the  beam  may  be  passed  and  stopped  alternately 
as  the  disk  turns.  The  observer  is  placed  behind  a  ground  glass  screen 
upon  which  the  beam  when  passed  is  received.  A  brake  on  the  axis 
of  rotation  allows  him  to  adjust  the  velocity  of  the  disk.  At  low  velo- 
cities the  appearances  of  the  beam  follow  each  other  slowly,  and  can 
be  distinguished.   The  light  being  white^  as  the  velocity  increases,  the 
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image  becomes  tinged  with  color  in  the  following  order :  Blue,  green, 
rose,  white,  green,  blue.  After  the  second  blue,  the  image  appears 
white  at  all  velocities.  The  experiment  is  curious  and  would  seem  easy 
to  repeat. 

Water  of  the  Dead  Sea. — This  curious  inland  water,  equally  inte- 
resting on  account  of  its  history  and  its  physical  peculiarities,  has 
been  recently  thoroughly  explored  by  the  Due  do  Luynes.  Contrary 
to  the  general  belief,  he  found  in  the  southern  portions  of  it,  around 
the  ruins  of  Sodom,  fishes  who  appeared  to  be  living  and  multiplying 
their  species  comfortably.  M.  A.  Terreil,  who  accompanied  him,  pro- 
cured a  number  of  specimens  of  the  water  from  various  localities  and 
at  different  depths,  and  M.  Daubree  has  analyzed  them  and  communi- 
cated his  results  to  the  Academy  of  Sciences  of  Paris.  The  following 
are  his  general  conclusions : 

1.  The  density  of  the  water  of  the  Dead  Sea  increases  with  the 
depth. 

2.  The  composition  of  the  water  is  not  identical  throughout  its  ex- 
tent, even  when  those  localities  near  the  mouth  of  the  river  and  the 
small  streams  which  enter  it  are  excepted.  Thus,  the  water  taken  five 
miles  to  the  east  of  Ouadi  Mrabba  contains  four  times  more  lime  than 
that  taken  five  miles  east  of  the  Bas  Feschkah ;  but  the  latter  contains 
twice  as  much  sodium  as  the  former. 

8.  The  concentration  of  the  water  is  ako  very  variable  in  different 
localities. 

4.  The  water  collected  to  the  north  of  Sodom,  in  the  part  which 
forms  a  lagoon,  contains  more  chloride  of  sodium  than  chloride  of  mag- 
nesium, which  is  the  reverse  of  the  ordinary  character  of  the  waters 
of  the  Dead  Sea,  and  explains  the  possibility  of  fishes  living  there. 

5.  The  proportion  of  the  saline  matters  remains  the  same  at  all 
depths ;  except  that  the  bromides  appear  to  concentrate  at  depths  of 
300  metres. 

6.  The  water  of  the  Dead  Sea  appears  to  contain  no  iodine  nor  phos- 
phoric acid. 

7.  The  spectroscope  detects  in  the  dried  salts  neither  lithium,  caesi- 
um, nor  rubidium.  It  contains  but  little  sulphuric  acid,  but  is  composed 
almost  exclusively  of  chloride  of  magnesium,  sodium,  calcium,  and 
potassium,  and  of  a  certain  quantity  of  the  bromides  of  these  bases. 

Their  relative  richness  in  bromine  and  potassa  is  such  as  to  deserve 
the  attention  of  manufacturers  of  these  articles. 

8.  The  waters  of  the  river^  and  springs  around  the  Dead  Sea  are 
composed  of  chlorides,  sulphates,  and  carbonates  of  lime,  magnesia, 
soda,  and  potassa,  and  contain  no  bromine  appreciable  to  analysis. 

Photo-lithography, — M.  Pinel  Peschardiere  has  communicated  a 
new  process  for  transferring  photographs  to  stone,  to  the  French  Pho- 
tographic Society.  The  process  is  not  very  distinctly  described  in  the 
CosmoSy  whence  we  take  the  notice,  but  seems  simple  and  effective 
within  the  limits  in  which  Mr.  Osborne  has  already  succeeded  so  well, 
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tliat  ifl,  m  tlteprodaction  of  engravings.  Are  we  ever  to  hare  hb  pro* 
ce86  accessible  and  on  a  practical  scale  ? 

Cheap  Meat, — Tbe  peculiar  climatic  and  financial  conditions  of  oar 
country  are,  unfortunately,  such  that,  notwithstanding  tbe  heroically 
virtuous  efforts  of  our  farmers  or  butchers,  (exactly  which,  does  not 
clearly  appear;  in  fact,  appears  differently,  according  to  the  part  of 
the  market  in  which  the  question  is  asked,)  the  price  of  meat  is  con* 
tinaally  rising,  and  it  is  evident  that  before  very  long  our  working 
classes  will  be  brought  to  the  condition  of  those  in  £urope,  and  be  com- 
pelled to  live  without  meat.  In  such  a  state  of  things  we  look  with 
interest  upon  all  methods  of  furnishing  cheap  meat  to  our  markets,  and 
call  attention  to  a  communication  made  to  the  Academy  of  Sciences, 
of  Paris,  by  M.  Yavasseur,  detailing  a  method  rececvtly  introduced  in 
Uraguay,  where  heretofore  myriads  of  cattle  have  been  slaughtered 
yearly  for  their  hides  alone. 

The  animal  is  knocked  in  the  head,  bled  with  the  greatest  care,  (an 
indispensable  condition  for  the  preservation  of  meat  in  hot  climates,) 
skinned  rapidly  without  blowing,  and  quartered.  The  meat,  still  pal- 
pitating, is  cut  up  rapidly  into  slices  from  5  to  6  centimeters  (2  to  2J- 
inches)  thick,  and  as  large  as  possible.  One  of  these  is  laid  upon  a  bed 
of  fine  salt  on  a  pine  board,  covered  with  a  layer  of  the  same  salt ; 
then  another  piece  is  laid  upon  it,  and  thus  a  pile  is  made  as  high  as 
is  convenient,  which  is  left  for  about  twenty-four  hours,  and  then  re- 
piled  in  the  inverse  order  with  fresh  salt,  so  that  the  lower  pieces  be- 
come the  upper,  and  vice  vena.  After  standing  from  twelve  to  fifteen 
hours  more,  the  pile  is  again  taken  to  pieces  and  the  meat  heaped  up 
in  a  corner  of  the  slaughter  house  in  the  open  air,  and  merely  covered 
with  a  piece  of  tarpaulin  to  protect  it  from  the  rain,  sun,  and  dust.  It 
remains  here  until  sold.  It  is  then  subjected  to  the  heaviest  possible 
pressure,  which,  besides  diminishing  its  volume,  contributes  efficaciously 
to  its  preservation,  and  is  delivered  in  packages  of  60  centimeters  long, 
(24  inches,)  30  in  breadth  and  height,  weighing  100  Spanish  pounds, 
(46*638  kilos,  or  102*5  pounds,)  which  are  wrapped  carefully  in  bale 
cloth.  The  manner  of  using  this  meat  is  very  simple.  It  is  soaked 
for  a  dozen  hours  in  fresh  water,  which  removes  the  excess  of  salt, 
softens  it,  and  gives  it  nearly  the  appearance  of  fresh  meat.  Boiled, 
it  gives  an  excellent  soup,  and  the  meat  is  certainly  preferable  to  the 
pork  and  salt  beef  in  use  in  the  navy.  Cooked  in  other  ways,  and 
especially  with  vegetables,  it  furnishes  an  excellent  nourishment.  It 
can  be  sold  to  the  consumers  at  60  centimes  the  kilogramme  (repre- 
senting, after  soaking,  1*5  kilos.)  at  the  port  of  delivery,  or  75  centimes 
at  Paris.  This  would  make  the  price  in  our  currency,  at  Paris,  about 
7^  cents  per  pound  of  the  material  as  delivered,  or  5  cents  per  pound 
of  the  soaked  meat. 

Bearing  upon  this  subject  we  find  the  following  in  the  London  Dailt/ 
Jfetps^.  of  September  28,  (extracted  by  the  New  York  Tribune,)  and 
are  glad  tp  see  that  tbesubject  iSjattracting  attention. in  England.  We 
^Q^lji  ^il^e  to  have  a  more  full  e^planatiqn  of  tibe  Slpper-McCaU  pro- 
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cess,  and  do  not  implicitly  believe  in  the  "certain  gas,"  which  can  be 
injected  and  preserve  meat  fresh  for  an  indefinite  period;  bat  in  the 
preservation  itself  we  do  fully  believe,  and  in  its  vast  importance  to  onr 
working  people.  Will  not  some  of  our  enterprising  men  look  into  the 
subject,  examine  the  various  processes  proposed,  and  give  us  the  bene- 
fits of  their  investigations  ? 

"A  very  interesting  reunion  was  held  yesterday  at  the  London  Tav- 
ern^  the  object  of  which  was  the  important  one  of  ascertaining  whether 
our  present  very  deficient  supply  of  animal  food  might  not  be  supple- 
mented from  the  illimitable  Pampas  of  South  America.  The  object  of 
the  meeting  was  stated  by  Mr.  Paris,  who  explained  that,  at  a  previ- 
ous social  meeting  held  in  the  London  Tavern,  in  November  last,  the 
advantages  of  an  invention  for  preserving  meat  fresh  were  tested,  and 
were  pronounced  to  be  successful.  The  inventors  were  Messrs.  McCall 
and  Sloper,  and  the  process  was  the  introduction  of  a  certain  gas,  the 
nature  of  which  is  still  the  secret  of  the  patentee,  by  means  of  which  the 
meat  was  preserved  fresh  for  any  possible  period.  Armed  with  this 
invention,  and  provided  with  parcels  of  English  beef  cured  according  to 
the  Sloper  McCall  process,  Mr.  Paris  proceeded  to  Buenos  Ayres,  and 
at  a  public  entertainment  there  convinced  all  the  local  authorities  that 
beef  could  be  preserved  perfectly  fresh  over  the  voyage  to  England. 
The  government  of  Buenos  Ayres,  seeing  the  advantage  that  might 
accrue,  gave  Mr.  Paris  every  facility  for  procuring  the  beef  of  the 
country,  and  it  was  some  of  this  beef  cured  according  to  Mr.  McCalFa 
process  that  was  served  up  at  yesterday's  luncheon.  Before  its  intro- 
duction, Mr.  Paris  stated  very  candidly  that  the  experiment  was  made 
under  unfavorable  circumstances,  the  present  year  having  been  a  verj 
bad  one  for  cattle  in  La  Plata.  The  agent  of  Messrs.  Sloper  and  Mc- 
Call having  fallen  sick,  and  been  obliged  to  communicate  the  curing 
process  to  him,  (Mr.  Paris,)  and  the  local  workmen  having  put  the 
beef  into  pans  of  pine  v'ood  instead  of  that  which  had  no  flavor  of  tur- 
pentine. The  meat,  however,  was  prepared  under  the  inspection  of 
Messrs.  Zimmerman,  the  principal  merchants  of  Buenos  Ayres,  and 
it  now  came  before  the  London  public,  genuine  South  America  beef 
of  the  Pampas,  and  preserved  solely  by  the  process  patented  by  Messrs. 
McCall  and  Sloper. 

"  After  this  exordium,  the  luncheon,  which  consisted  exclusively  of 
Buenos  Ayres  beef,  was  put  on  the  table  in  the  various  forms  of  roast, 
stewed,  and  in  pies  and  puddings.  The  company  ate  heartily  of  the 
beef  in  all  its  varieties,  and  were  unanimous  in  their  approval  of  its 
freshness  and  flavor,  giving,  however,  due  credit  to  Mr.  Nicholls,  the 
eminent  (?%6/ of  the  London  Tavern,  who  had  taken  care  that  it  should  be 
dished  to  the  best  advantage.  Theroastbeef  was  very  fine,  quite  as  good 
as  the  filet  de  boeuf  of  the  first-class  Paris  tables  cThdte,  and  the  stewed 
beef  and  puddings  were  admirable.  There  could  be  no  doubt  but  that, 
if  imported  extensively,  the  La  Plata  beef,  prepared  according  to  the 
McCall  process,  would  be  a  most  valuable  addition  to  the  food  of  Lon- 
don, especially,  as  we  can  state,  on  the  authority  of  Mr.  Paris,  that  it 
could  be  sold  by  retail  over  the  counter  at  prices  varying  from  four- 
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peQce-halfpenny  to  sixpence  per  pound,  according  to  the  capacity  of 
the  retailer.  At  the  conclusion  of  the  luncheon,  cases  of  the  raw  meat 
which  bad  been  imported  from  Buenos  Ayres  were  opened  in  pre- 
sence of  the  company,  and  appeared  and  smelled  as  fresh  as  if  they 
had  been  packed  yesterday.  It  was,  in  fact,  really  good,  succulent 
meat,  and  was  unhesitatingly  pronounced  to  be  such  by  Mr.  Warrener, 
the  well-known  preserver  of  fresh  meat  for  the  army.  The  importance 
of  this  process,  as  well  as  the  labors  of  Mr.  Paris  in  procuring  a  sup- 
ply of  the  raw  material,  can  hardly  be  overrated  when  we  recollect 
that  2,500,000  of  black  cattle  have  up  to  the  present  date  been  annu- 
ally killed  in  La  Plata  solely  for  the  sake  of  their  hides,  the  meat 
being  left  to  the  vultures,  while  we,  in  this  country,  have  been  paying 
famine  prices  for  meat  of  not  very  superior  quality.  At  the  close  of 
the  proceedings,  a  resolution  affirming  the  success  of  the  process  was 
proposed  by  Mr.  Ravolta,  and  assented  toby  general  acclamation." — 
London  Daily  News. 

Explosive  Paper. — ^We  take  from  Dr.  Phipson*s  correspondence  in 
the  Cosmos  the  following  directions  for  the  preparation  of  this  mate- 
rial, which  may  have  its  uses  in  the  arts,  and  which,  some  time  ago,  in 
one  of  its  forms,  attracted  considerable  attention  among  us : 

Take  chlorate  of  potasea 9  parts. 

"    Nitrate  of  potassa 4J    " 

"    Ferro-cyanide  of  potassium sj    " 

"    Wood  charcoal,  pulverized Sl     '' 

**    Starch J  part. 

**    Chrom ate  of  potassa y^  •* 

"    Water 79  parts. 

Mix  the  solid  ingredients  in  the  water,  and  boil  for  an  hour,  stirring 
well.  Pass  the  paper  through  the  solution,  and  dry  at  the  temperature 
of  boiling  water.  If  intended  for  cartridges  the  paper  is  to  be  rolled 
into  the  cylinders  before  drying.  The  experiments  tried  with  this  sub- 
stance, in  comparison  with  gun-cotton,  are  said  to  have  been  favorable 
to  it.  It  explodes  only  in  contact  with  flame,  is  quick  and  powerful  in 
its  action,  and  does  not  leave  any  greasy  residuum  in  the  gun.  It 
produces  less  smoke  than  common  powder,  and  is  less  sensitive  to 
dampness.  According  to  the  author  of  the  recipe,  (Mr.  G.  S.  Melland, 
of  London,)  it  may  be  completely  preserved  from  the  damp  by  apply- 
ing to  it  a  varnish  of  xyloidine,  made  by  dissolving  one  part  of  paper 
in  three  parts  of  nitric  acid,  of  density  1-040.  By  substituting  the 
chromates  of  strontia,  or  other  coloring  matters,  the  experimenter  will 
probably  be  able  to  reproduce  those  beautiful  colored  flames  which  at- 
tracted BO  much  attention  some  time  ago. 

Natural  Colors  in  Photographs. — M.  Poitevin  presents  to  the 
Academy  of  Sciences,  of  Paris,  the  following  process  for  photograph- 
ing in  colors:  "Photographic  paper  being  previously  covered  with  a 
coat  of  violet  subchloride  of  silver,  obtained  by  the  reduction  by  light 
of  the  white  chloride  in  presence  of  a  reducing  salt,  I  apply  to  its 
surface  a  liquid  formed  by  a  mixture  of  one  volume  of  a  saturated  tio* 
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lution  of  bichromate  of  potassa,  one  volume  of  a  saturated  solution  of 
sulphate  of  copper,  and  one  volume  of  a  solution  of  5  per  cent,  of 
chloride  of  potassium.  I  allow  the  paper  to  dry,  and  keep  it  out  of  the 
light ;  it  will  remain  good  for  use  for  several  days.  The  bichromate 
is  the  principal  agent,  and  may  be  replaced  by  chromic  acid,  but  not 
advantageously ;  the  sulphate  of  copper  assists  the  action,  and  the 
chloride  of  potassium  preserves  the  whites  which  are  formed.  For 
paintings  on  glass  the  exposure  to  light  is  only  from  five  to  ten  min- 
utes, and  is  proportional  to  the  greater  or  less  transparency  of  the 
color.  The  color  may  be  watched  as  it  comes.  The  paper  is  not  yet 
sufficiently  sensitive  to  be  used  in  the  camera ;  but  colored  images  may 
be  obtained  on  it  in  the  enlarging  apparatus.  To  preserve  these  pic- 
tures in  an  album,  it  is  sufficient  to  wash  them  in  water  acidulated 
with  chromic  acid ;  then  treat  them  with  water  containing  bichloride 
of  mercury,  wash  them  in  water  charged  with  nitrate  of  lead,  and  then 
with  water.  After  this  preparation,  they  do  not  alter  out  of  the  light, 
but  grow  brown  in  the  direct  light  of  the  sun." 

M.  Becquerel  remarked  that  the  colors  were  not  quite  as  bright  as 
those  procured  upon  silver  plates,  and  that  especially  the  blues  and 
violets  were  less  decided ;  they  were  not  more  rapidly  produced,  nor 
more  stable,  but  as  they  were  more  easily  got,  he  regarded  M.  Poitevin's 
process  as  one  of  great  interest. 

Work  done  in  Bowing, — Prof.  Haughton,  of  England,  has  applied 
the  mechanical  formulas  to  the  determination  of  the  work  done  by  the 
crew  of  the  Oxford  prize-boat,  eight  in  number,  rowing  their  boat  one 
mile  in  seven  minutes,  and  finds  the  amount  of  work  done  to  be  204-67 
foot-tons,  28'07  foot-tons  per  man,  or  4*01  per  man  per  minute,  and 
he  remarks,  '^A  good  idea  may  be  formed  of  the  rate  at  which  the 
muscles  give  out  work  in  a  boat  race,  from  comparing  this  work  with 
the  average  daily  work  of  a  laborer.  At  most  kinds  of  labor  there  are 
400  foot-tons  of  work  accomplished  in  ten  hours.  In  a  boat  race,  the 
oarsman  produces  in  one  minute  the  hundredth  part  of  his  day's  labor, 
and  if  he  could  continue  to  work  at  the  same  rate  he  could  finish  his 
day's  task  in  one  hour  forty  minutes,  instead  of  the  customary  ten 
hours. 

"  The  work  done,  therefore,  in  rowing  one  knot  in  seven  minutes 
is,  while  it  lasts,  performed  at  a  rate  equal  to  six  times  that  of  a  hard- 
worked  laborer." 

The  memoranda  of  the  editor  of  the  Journal  are  also  worth  remem- 
bering. *'  We  believe  the  foregoing  to  be  one  of  the  most  probably 
accurate  determinations  of  the  few  that  have  been  made  of  the  muscu- 
lar force  given  out  in  rowing ;  and  we  agree  with  Professor  Haughton 
in  thinking  that  the  comparison  with  the  Oxford  traction  experiment 
is  confimatory  of  his  conclusions.  In  any  case  it  fixes  the  limit  of 
present  presumi^ble  error  at  about  10  lbs.  resistance,  which,  we  appre- 
hend, might  disappear  were  the  Oxford  experiment  repeated,  and  at  a 
higher  speeds  The  result,  showing  the  grea;t  excess  of  labor  for  the  uiiit 
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in  time  over  and  above  that  of  an  average  day's  work,  ig  by  no  means 
startling,  especially  if  reliance  is  to  be  placed  upon  the  experiments 
of  the  late  Mr.  Robertson  Buchanan,  showing  that  in  the  following 
modes  of  applying  musculat  effort,  rowing  is  the  most  advantageous  of 
all  others  in  the  ratio  of  the  annexed  numbers : 

Pumping M 100 

Turning  winch 167 

Bell  ringing ; 227 

Bowing 248 

"  The  value  of  the  investigation  causes  us  the  rather  to  desire  that 
the  actual  resistance  to  traction  of  the  Oxford  race  boat,  loaded  as 
with  her  crew,  and  at  her  race  speed,  should  be  experimentally  ascer- 
tained. 

"A  good  deal  of  valuable  information,  but  very  little  known  in  Eng- 
land, on  the  subject  of  human  force,  and  the  relation  between  its  ab- 
solute force  or  energy  and  the  velocity  with  which  it  is  given  forth, 
and  the  time  of  its  endurance,  will  be  found  in  Bouguer,  "  Manoeuvres 
des  Yaisseaux/'  and  in  Euler's  Memoirs  in  the  Transactions  of  the 
Academy  of  St.  Petersburg,  new  series,  vol.  ii.  and  vol,  viii.,  in  the 
last  of  which  he  examines  the  animal  mechanics  of  rowing.  Schultz's 
experiments,  in  the  Memoirs  of  the  Academy  of  Berlin,  for  1783,  also 
are  probably  the  most  complete  that  have  ever  been  made  upon  human 
effort,  and  especially  in  reference  to  the  relation  (for  a  given  form  of 
muscular  exertion)  between  height,  weight,  and  absolute  force  in  the 
man,  and  the  result  in  work.  This  applies  in  a  very  direct  way  to  the 
much  debated  question  among  oarsmen,  as  to  what  average  size  and 
weight  of  men  in  an  eight-oar  boat  ought,  cceteris  paribus,  to  give  the 
best  results  in  speed.  The  Oxford  view  is,  we  believe,  that  heavy  men 
(11  to  12  stone)  give  the  best  result,  and  this  seems  supported  by  the 
facts  of  their  actual  weights  of  crews  and  their  general  success.  With 
heavy  men  especially,  but,  in  fact,  with  men  of  all  weights,  there  can 
be  scarcely  a  doubt  but  that  the  proper  proportioning  the  rate  of  stroke, 
80  that  the  trunk  of  each  man  as  it  oscillates  shall  move  as  a  pendulum 
pivoted  on  the  hip-joints,  and  therefore  with  the  least  effort,  and  the 
right  proportioning  of  the  length  of  oars  and  all  else,  to  give  to  the 
muscular  effort  expended  the  fullest  value  at  this  rate^  has  a  by  no 
means  insensible  effect  upon  the  issue.  A  view  which  appears  sup- 
ported by  the  measured  stroke  of  Oxford  as  against  the  quicker  rate 
of  Cambridge. 

"Hachette,  *  Traite  des  Machines,'  and  the  late  Mr.  B.  Bevin,  C.E., 
have  given  also  some  important  experimental  results  as  to  animal  effort 
continued  for  long  and  short  times,  and  Professor  Leslie  has  placed 
on  record  some  curious  observations  upon  the  subject.  The  sedan 
chairmen  of  the  last  century  were  accustomed  to  go  along  for  perhaps 
half  an  hour,  at  the  rate  of  4  miles  per  hour,  under  a  burden  of  800 
lbs.,  not  always  equally  divided  between  them,  and  a  case  is  recorded 
(how  trustworthy  we  cannot  say)  of  half  a  mile  having  been  so  done 
in  five  minutes  and  some  seconds.  For  a  short  distance,  say  not  more 
than  100  or  150  yards,  the  porters  of  Constantinople  or  the  fachines 
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at  Marseilles  and  otber  Mediterranean  ports,  do  not  refuse  a  burden 
of  seven  or  eight  hundred- weight  carried  on  the  back,  with  which,  in  a 
stooping  posture,  and  sometimes  aided  by  a  staff  in  one  hand,  they 
travel  at  the  rate  of  probably  two  miles  per  hour,  if  not  faster." 

Electric-light  Regulator. — The  Committee  of  the  Society  for  the 
Encouragement  of  National  Industry,  of  Paris,  having  examined  a  new 
regulator  submitted  to  them  by  M.  Gaiffe,  report  that  it  is  much  sim* 
pier  than  any  one  in  use,  and  requires  no  escapement  apparatus.  The 
carbon-holders  are  perfectly  balanced  and  slide  easily  by  friction  rollers. 
The  approach  of  the  carbon  is  effected  by  means  of  a  barrel  and  two 
wheels  of  unequal  diameters  which  gear  into  the  racks  attached  to  the 
holders,  this  system  being  operated  by  an  electro-magnet  attracting 
the  iron  rod  which  terminates  the  lower  holder.  The  helix  of  the  mag- 
net is  wrapped  in  a  peculiar  way,  so  that  when  the  lower  carbon-holder 
is  at  the  lowest  part  of  its  course,  and  has  the  feeblest  attraction  from 
the  magnet,  the  magnetic  action  developed  is  a  maximum.  A  peculiar 
arrangement  also  allows  the  luminous  point  to  be  centered  without  any 
change  in  the  distance  of  the  carbons.  After  experimenting  upon  this 
apparatus  the  Committee  report : 

1.  That  this  regulator  operates  as  regularly  as  the  most  perfect  one 
in  use. 

2.  That  it  is  automatic ;  that  is,  it  can  light  itself  without  requiring 
any  previous  separation  of  the  carbons. 

8.  That  it  operates  in  any  position  and  produces  a  luminous  point 
in  a  constant  position. 

4.  That  in  consequence  of  its  position  its  manipulation  is  easy. 

These  advantages  being  joined  to  the  power  of  adjusting  the  posi- 
tion of  the  luminous  point  and  the  cheapness  of  the  apparatus,  the 
Committee  think  the  apparatus  worthy  of  approval. 

A  drawing,  showing  the  apparatus  in  detail,  will  be  found  in  the  re- 
port of  the  Society  for  February,  1866. 

Protection  at  Sea. — Another  fearful  disaster  has  for  a  moment  ex- 
cited the  attention  of  the  public,  and  shown  travelers  how  insecure  they 
are  in  entrusting  themselves  to  the  care  of  even  well-reputed  com- 
panies. The  swamping  at  sea  of  the  steamer  Evening  Star  and  con- 
sequent drowning  of  some  two  hundred  passengers,  of  whom  the  larger 
part  were  women,  must  lead  every  one  to  inquire  whether  such  accidents 
are  unavoidable. 

So  far  as  we  can  judge,  from  the  very  reserved  accounts  which  we  have 
had  of  the  accident,  the  steamer  was  caught  in  a  violent  cyclone,  her 
rudder-chains  jammed  in  the  sheave  of  one  of  the  pulleys,  and  she  was 
thrown  helpless  into  the  trough  of  the  sea,  and  either  sprung  a  leak, 
or,  as  seems  more  possible,  her  hatch-coverings  were  swept  away,  and 
the  sea,  which  was  sweeping  over  her  decks,  poured  into  her  cabins 
and  hold,  and  carried  her  down.  Of  course,  she  was  insufficiently  sup- 
plied with  boats,  and  they  were  useless,  swamped  in  launching  them, — 
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that  appears  to  be  the  regular  formula  for  a  wreck  at  sea.  But  may 
we  not  inquire  whether  the  oflScers  of  our  passenger  steamers,  who  are 
every  week  sailing  with  crowded  cabins  and  steerage,  are  aware  of  the 
nature  of  the  hurricane  as  it  has  been  demonstrated  by  Espy,  Red- 
field,  Reed,  and  others,  and  of  the  rules  for  avoiding  their  severest 
shocks  which  have  been  given  by  Piddington,  Blunt,  and  many  others  ? 
The  officers  of  our  navy  are  familiar  with  them,  as  is  evident  by  a 
report  of  this  very  storm  made  to  the  Navy  Department  by  Lieu- 
tenant-Commander Gibson,  U.  S.  steamer  Tohomay  who  seems  to  have 
saved  his  ship  by  attention  to  these  rules.  The  captains  of  the  British 
mail  packets,  who  run  to  and  through  the  West  Indies,  recognise  and 
obey  them,  and  thus-  shorten  their  voyage  and  diminish  materially 
their  expense  and  the  danger  of  their  passengers.  Ought  not  the  offi- 
cers of  our  vessels,  which  run  regularly  along  what  is  probably  the 
most  dangerous  coast  in  the  world,  be  required  to  be  familiar  with  them 
and  to  observe  them  ?  The  rules  are  simple,  easily  applied,  and,  so  far 
as  anything  human  can  be,  apparently  infallible.  Ought  not,  then, 
a  commander  of  a  passenger  steamer  to  be  dismissed  for  getting  his 
ship  into  the  heart  of  a  hurricane  ?  Again,  is  it  impossible  that  a 
ship  should  be  made  unsinkable  ?  If  it  be  possible,  no  expense  is  too 
great  for  the  security  of  the  passenger.  Now,  it  seems  that,  in  this 
case  at  least,  the  steam  syphon  pumps,  of  which  we  hear  much  recently, 
would,  in  all  probability,  have  saved  the  vessel.  We  know  that  they 
have  been  tried  in  our  navy  and  successfully.  Why  should  they  not 
be  required  by  law  on  board  of  all  passenger  ships  ?  We  published 
some  years  ago  a  plan  proposed,  if  we  remember  right,  by  a  French- 
man, which  appears  perfectly  feasible  and  efficient  against  a  leak.  It 
consists  in  making  all  the  rooms  and  compartments  of  the  vessel  ap- 
proximately air-tight,  when  the  doors  are  closed,  and  connecting 
them  all  with  an  air-pump,  worked  by  the  main  or  by  the  donkey 
engine.  As  the  atmosphere  corresponds  to  a  column  of  water  of  more 
than  30  feet  in  height,  it  is  very  evident  that  a  very  small  increase 
of  the  pressure  in  the  room  will  drive  the  water  out  of  the  leak  and 
allow  access  to  it,  so  that  it  may  either  be  stopped  or  the  pressure 
maintained  until  the  vessel  reaches  a  port.  But  whatever  may  be  said 
of  individual  propositions,  there  must  certainly  be  means  of  increasing 
the  safety  of  the  passengers,  and  the  government  ought  to  seek  them 
out  and  require  their  appliance.  Why  should  not  the  National  Acade- 
my of  Sciences  be  engaged  in  examining  this  subject?  Its  charter  by 
Congress  apparently  looked  exactly  to  such  employment.  In  the  case  of 
the  Evening  Star  the  shock  of  the  disaster  is  increased  by  learning  that 
she  came  very  near  meeting  the  same  fate  in  the  January  trip,  when 
the  captain  lost  his  life  in  his  endeavors  to  save  the  vessel.  On  this 
occasion  it  seems  that  the  passengers  signed  a  statement  warning  pas- 
sengers against  the  dangers  they  incurred  owing  to  the  manner  in  which 
the  vessel  was  sent  to  sea,  which  statement  was  sent  to  the  New  York 
papers  for  publication,  but  refused  by  them ;  and  even  since  the  warn- 
ing has  been  justified  by  the  event,  but  one  of  the  New  York  papers 
(the  Time%)  has  published  this  paper  ojr  made  any  allusion  to^  it,  so 
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entirely  useless  is  onr  dailj' press  as  a  safeguard  against  companies 
Yihich  advertise  in  their  columns. 

Since  writing  the  above,  we  find  the  following  in  the  New  York 
Tribune : 

*'  The  Evening  Star  Disaster. — On  Friday  last  the  official  inves- 
tigation into  the  circumstances  attending  the  loss  of  the  Evening  Star 
was  concluded,  and  the  report  was  forwarded  to  Washington.  From  the 
report  it  appears  that  the  wreck  was  caused  by  an  insufficiency  of  crew. 
Her  entire  crew  numbered  only  ten  men,  four  of  whom  were  detailed 
as  quartermasters,  leaving  the  effective  force  only  six.  The  evidence 
shows  that  she  laid  in  the  trough  of  the  sea  from  10  o'clock  at  night 
until  6  the  next  morning,  and  that  no  effort  was  made  to  get  her  head 
to  the  wind,  though  her  rudder  was  intact  for  the  most  of  this  time, 
and  jury  masts  could  have  been  rigged.  The  water  was  often  breast 
high  on  her  decks,  and  passed  into  the  hold  through  the  hatchways 
and  other  apertares  on  the  decks  and  sides.  There  was  no  carpenter 
on  board  to  repair  damages.  The  hull  of  the  ship  was  staunch  and 
tight ;  the  engines  were  in  perfect  order ;  and,  properly  manned,  the 
vessel  could  have  lived  through  the  cyclone,  and  carried  her  passen- 
gers into  a  port  of  safety." 

Let  us  see  now  whether  a  rich  company  can  commit  manslaughter 
under  the  laws  of  this  country. 

Nevf  Galvanic  Couple. — M.  Mialaret-Becknell,  of  Louisiana,  sends 
to  the  Academy  of  Sciences,  of  Paris,  an  account  of  a  new  galvanio 
battery  invented  by  him.  In  a  glass  vessel,  filled  with  a  solution  of 
hyposulphite  of  soda,  is  plunged  a  cylinder  of  copper.  Within  this 
cylinder  is  placed  a  porous  cell,  containing  a  solution  of  sulphate  of 
copper  in  which  is  placed  a  sheet  of  copper  bent  in  the  form  of  an  S. 
When  the  poles  are  connected,  the  cylinder  of  copper  is  gradually  con- 
verted into  sulphuret  of  copper,  and  the  sheet  in  the  porous  cell  is 
coated  with  galvanic  copper.  The  residues  furnished  by  the  pile  are 
sulphate  of  soda  of  no  commercial  value  and  sulphuret  of  copper,  which, 
by  simple  roasting,  is  converted  into  sulphate  and  serves  to  feed  the 
pile.  He  states  that  he  used  a  battery  of  this  kind  with  good  effect 
during  the  rebellion,  when  it  was  impossible  to  obtain  zinc. 

Sodium  Amalgamation. — The  discovery  of  this  process,  which  pro- 
mises to  prove  a  very  valuable  one,  is  claimed  in  this  country  by  Mr. 
Wurtz,  in  England  by  Mr.  Crookes.  Mr.  Wurtz's  patent  is  consider- 
ably prior  in  date,  and  there  is  every  reason  for  believing  that  his  re- 
sults were  known  in  England  before  the  date  of  Mr.  Crookes'  patent. 
It  might  also  be  considered  a  little  awkward  for  Mr.  C,  that  he 
had  a  similar  dispute  on  the  subject  of  the  discovery  of  thallium,  in 
which  the  French  discoverer  had  considerably  the  best  of  the  argu- 
ment. All  this  would  not  have  been  worthy  of  notice,  for  it  is  not  the 
first  nor  the  hundredth  time  that  English  inventors  have  played  this 
trick ;  but  in  an  eulogistic  notice  of  the  process  in  the  Journal  of  the 
Society  of  Arts,  which  takes  no  notice  of  Mr.  Wurtz's  claim,  the  editor 
-«ites  the  experiments  of  Prof.  Silliman,  which  were  made  on  Wurta's 
■^ntion.   This  is  rather  too  hard  to  be  borne. 
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NeiD  Process  in  Photography  toithout  the  Aid  of  Light — Mr.  Hodg- 
son, photographer,  Sheffield,  writes :  '^  Last  October  the  Illustrated 
JLondon  News  issued  a  picture,  along  with  the  paper,  of  the  ^  King- 
fisher's Haunt.'  Having  no  use  for  it  I  put  the  picture  in  a  drawer, 
between  two  sheets  of  paper  prepared  for  enlarged  photographs. 
The  paper  is  prepared  with  400  grains  of  isinglass,  440  grains  of  iodide 
of  potassium,  146  grains  of  bromide  of  potassium,  and  54  grains  of 
chloride  of  sodium,  to  40  ounces  of  water.  This  paper  is  quite  in- 
sensitive to  light ;  but  what  was  my  astonishment,  on  looking  in  the 
drawer  last  Tuesday,  to  find  the  paper  on  the  top  of  the  picture  a 
negative,  the  sheet  underneath  a  fine  positive,  the  light  greens  and 
blues  becoming  white,  and  the  reds  becoming  red,  in  the  positive. 
Those  pictures  I  hung  in  the  light  for  two  days,  and  they  faded  away. 
One  sheet  I  have  put  under  again,  and  several  quires  of  blotting-paper 
on  the  top,  and  another  positive  is  printing  on  the  same  paper,  which  I 
hope  to  be  able  to  fix." — Prac.  Mec,  Jour.y  August,  1865. 
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Proceedings  of  the  Stated  Monthly  Meeting^  October  19,  1866: 

In  the  absence  of  the  President  and  Vice-Presidents,  Mr.  Coleman 
Sellers  was  called  upon,  by  motion,  to  take  the  chair,  and  the  meeting 
being  called  to  order,  the  minutes  of  the  last  meeting  were  read  and 
approved. 

The  Board  of  Managers  reported  their  minutes,  and  the  following 
donations  to  the  Library :  From  the  Royal  Society,  the  Royal  Geo- 
graphical Society,  the  Zoological  Society,  the  Society  of  Arts,  and  the 
Institute  of  Civil  Engineei^  London,  England  ;  the  Osterreichischen 
Ingenieur-Veriens,  Vienna,  Austria ;  the  Canadian  Government,  Ot- 
tawa, Canada;  Frederick  Emmerick,  Esq.,  Washington,  D.C. ;  Ben- 
jamin Bannan,  Esq.,  Pottsville,  Pa.;  and  Thomas  S.  Fornon,  Esq., 
Philadelphia. 

The  various  Standing  Committees  reported  their  minutes,  and  the 
Special  Committees  reported  progress. 

The  regular  monthly  report  of  the  Resident  Secretary  on  novelties 
in  science  and  the  mechanic  arts  was  then  read,  as  follows : 

Secretary's  Report. 

ElVGIlVEERlJlfC;  WORKS,  &c.-- Water  supply  of  I^ndon.— 

We  read,  in  the  journal  entitled  Engineering^  that  surveys  are  iu  pro^r 
gress,  with  a  view  of  diverting  from  the  Severn  the  sewage  of  all  the 
towns  lying  on  that  stream  above  Tewkesbury,  and  making  arrange- 
ments for  obtaining  water  from  that  place,  carrying  it  to  reservoirs, 
from  which  it  might  flow  into  London  under  high  pressure. 

The  estimated  cost  of  these  works,  made  hy  Mr.  Hamilton  Fulton, 
ifl  ^3,000,000,  ($15,000,000.) 

From  the  same  paper  we  learn  that  the  five  water  companies  now 
drawing  their  supply  from  the  Thames  offered  to  pay  £1000  each,  per 
year,  if  the  sewage  were  diverted  from  all  points  of  the  river  above 
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their  ffonrces  of  snppl j.  This  offer  was  made  on  occasion  of  the  Thaine0 
Navigation  Bill  bein^  brooght  before  Parliament,  and,  thongh  the  plan 
was  opposed  by  the  Thames  Commissioners^  the  amended  bill  was  car- 
ried, and  will  go  into  operation  in  two  years. 

Tbe  Caicatta  and  S«iit]i«ca8tenft  Railway, nniting  the  former 

Elace  with  the  new  port  which  is  being  established  o»  the  Mutlah  River, 
as  now  nearly  reached  completion,  as  we  learn  from  the  journal  above 
quoted.  The  two  most  interesting  features  in  this  work  would  seem  to 
be,  first,  the  bridge  over  Tolly's  Canal,  a  single  skew  span  of  128  feet, 
which  was  composed  of  two  wrought  iron  girders,  constructed  on  the 
shore,  and  put  in  place  by  supporting  one  end  on  a  framework  24  feet 
high,  erected  in  a  cargo  flat,  and  running  the  other  out  on  wheels 
traveling  on  rails  laid  up  to  the  abutment;  second,  the  crossing  of  the 
Pyallee  River,  where  the  existing  stream  was  filled  up,  and  a  new  and 
Straight  channel  cut  and  bridged. 

Tlie  Tlctorla  Bridge,  over  the  Thames,  at  Battersea,  has  been 
widened  by  the  addition  of  another  bridge  on  independent  foundations, 
but  corresponding  in  profile  with  the  old  one,  and  finished  on  the  outer 
side  with  the  facings  removed  from  the  former,  thus  producing,  in  fact 
and  appearance,  a  single  bridge,  with  a  total  width  of  132  feet,  thus 
accommodating  7  lines  of  railroad,  and  leaving  88  feet  available  for 
platforms,  &;c.  The  details  of  construction  are  very  different,  however, 
in  the  new  and  old  bridges,  the  girders  being  so  arranged  in  the  latter 
as  to  act  like  arches  thrusting  upon  the  piers,  while  in  the  former  they 
are  continuous,  and  exert  only  a  vertical  pressure,  thus  allowing  the 
piers  in  this  case  to  be  built  without  the  extension  at  the  foundation 
required  in  the  other.  A  full  account  of  these  and  other  points  will 
be  found  in  the  August  number  of  the  Mechanics*  Magazine. 

Tlie  removal  and  replacement  in^a  new  position  of  the  iron 
columns  supporting  a  large  cotton  mill  in  Manchester,  without  inter- 
ruption to  the  work  of  the  establishment,  was  lately  described  in  a 
paper  read  before  the  Institute  of  Civil  Engineers  by  Mr.  William 
Fairbairn. 

Tlie  application  of  steam  ploiva  seems  to  have  met  with  marked 
success  in  some  parts  of  England,  as  we  are  informed  by  Mr.  Edward 
Brown,  who  has  just  returned  from  a  visit  to  that  country. 

In  one  village  of  Uuntingdonshiro  two  sets  of  apparatus  for  this 
work  are  in  use,  one  of  these  being  owned  by  a  man  who  makes  his 
living  by  its  means,  plowing  with  it  at  the  price  of  £1  per  acre. 

In  these  cases  two  engines  are  used,  one  being  placed  on  each  side 
of  the  field,  and  each  changing  its  place  while  the  plows  are  being 
drawn  over  the  field  by  the  other.  By  this  means  much  time  is  saved, 
and  when  the  loss  by  friction,  by  wear  of  ropes,  &c.,  involved  in  work- 
ing with  one  engine  and  anchors  is  considered^  there  is  found  to  be 
even  a  gain  in  economy  of  working. 

ImproTement  In  steel  pens  and  pen-holders,  by  Geo.  Stimp- 
son,  Jr.,  87  Nassau  St.,  New  York.  This  improvement  consists  in  a 
peculiar  shape,  by  which  great  strength  and  elasticity  is  secured,  and 
of  a  simple  arrangement,  by  which  a  tongue-like  blade  is  caused  to 
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protrude  from  tho  holder,  and  thus  at  pleasure  convert  the  ordinary 
into  a  fountain  pen,  while,  by  reason  of  the  same  arrangement,  the  pen 
can  be  cleaned  with  the  greatest  facility.  Many  specimens  of  writing, 
illustrating  the  capacities  of  these  pens,  were  exhibited,  and  on  trial 
the  improvement  showed  itself  to  merit  all  that  was  claimed  for  it* 

A  new  iTAfl  enirlne,  by  M.  Pierre  Hugon,  of  Paris,  has  been  lately 
put  in  operation  in  London.  We  cannot  see,  from  the  description 
given,  that  it  differs  in  anything  but  a  few  details  of  construction,  from 
the  engine  of  Lenoir.  With  an  engine  of  2^  horse  power,  it  appears 
that  about  74  cubic  feet  of  gas  are  consumed  per  horse  power  per  hour, 
or,  at  $3  per  1000  cubic  feet,  21  cents  per  horse  power  per  hour. 

Tlie  steam  ayplioii  pamp*  a  modification  of  the  Giffard  injector^ 
seems  to  be  performing  very  efiScient  work.  The  instrument  in  ques- 
tion consists  of  a  globular  vessel,  into  which,  open  from  above,  one,  and 
from  below  two,  large  water  pipes,  in  directions  corresponding  to  those 
of  the  lines  of  an  inverted  letter  T,  thus  j^.  Between  the  two  lower 
branches  enters  a  steam-pipe,  which  discharges  steam  upwards  towards 
the  other  pipe.  By  this  means  water  is  drawn  in  through  the  two  lower 
and  expelled  by  the  upper  tube.  The  steam-pipe,  curving  around  the 
ball,  has  given  the  name  syphon  to  the  arrangement. 

Experiments  with  these  pumps  were  lately  made  at  the  New  York 
Navy  Yard,  by  order  of  Commodore  C.  H.  Bell,  and  the  report  there- 
upon was  most  favorable,  as  will  be  seen  from  the  following  extract : 

The  above  data  show  that  the  syphon  pump  raises,  in  a  given  time, 
41*7  per  cent,  more  water  than  (the  steam)  pump  having  the  same  area 
of  discharge,  and  in  doing  so  consumes  48  per  cent,  more  coal ;  there* 
fore,  in  economy  of  fuel,  the  two  kinds  of  pumps  are  nearly  equal,  but 
the  syphon  pump  has  superiority  in  the  large  bodies  of  water  it  can 
discharge  in  a  given  time,  in  its  cost,  in  occupying  less  room  in  a  ves* 
eel,  in  its  not  being  liable  to  get  out  of  order,  its  certainty  of  action, 
fLud  unusual  simplicity,  there  being  no  valves  nor  pistons  to  get  de« 
ranged  or  choked  by  chips  or  dirt.  '^ 

We  unhesitatingly  recommend  it  for  relieving  the  holds  of  vessels 
from  bilge  water,  and  for  discharging  ashes  from  the  fire-rooms. 

We  also  recommend  that  the  one  now  on  board  the  Narraganset 
1>e  retained  and  paid  for. 

Very  respectfully,  your  obedient  servants, 

J.  W.  King,  Chief  Eng.,  V.S.N. 
Thos.  J.  Jones,  Qhief  Eng.,  U.S.N. 
Gbo.  W.  Stivers,  2d  Aeet.  Eng.,  U.S.N 
Commodore  C.  H.  BblIi,  U.  S.  iV., 

Commandant  Navy  Yard,  New  York. 

PHTSIC8.— Artificial  atone,  by  Ransome's  process.  A  large 
number  of  articles  in  this  material  were  sent  for  exhibition  by  G.  W. 
H^orris,  Esq.  The  process  haying  been  previously  described  in  this 
journal,  in  quotations  from  foreign  magazines,  a  brief  notice  only  is 
here  given.  To  the  necessary  quantity  of  clean  dry  sand,  one-tenth 
part  of  concentrated  solution  of  silicate  of  soda  and  one-tenth  part  of 
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puWerized  flint  is  added,  and  the  whole  thoroughly  commingled  in  a 
mixing  mill.  The  soft  material  is  then  packed  in  moulds  to  give  it 
the  required  shape,  is  taken  out,  "  hasted  "  with  a  solution  of  chloride 
of  calcium,  and  boiled  in  a  solution  of  the  same,  bj  which  means  a  sili- 
cate of  lime  and  chloride  of  sodium  or  common  salt  are  formed  in  the 
stone  by  the  double  decomposition  of  the  silicate  of  soda  and  chloride 
of  calcium.  The  salt  is  then,  in  the  last  case,  removed  by  a  shower-bath 
applied  for  12  hours,  or  more  if  necessary. 

Specimens  were  exhibited  of  the  material  thus  prepared,  formed 
into  vases,  columns,  balustrades,  ornaments  in  relief,  such  as  heads, 
flowers,  scrolls,  &c.,  which  showed  remarkable  delicacy  and  sharpness, 
and  admirable  strength,  enduring  heavy  blows  with  an  iron  hammer. 

This  stone  is  to  be  largely  employed  in  the  construction  of  the  grand 
hotel.  Central  Park,  New  York.  The  following  certificate,  made  in  the 
interest  of  the  architects  and  constructors  of  this  building,  must  carry 
much  weight : 

ff .  I.  F.  Bryant,  Esq. 

Dear  Sir  :  I  have  made  an  examination  of  "  Ransome's  Patent 
Concrete  Stone,"  which  you  brought  me,  and  find  that  its  absorbent 
power  for  water,  when  treated  first  in  vacuo  and  then  under  atmo- 
spheric pressure  under  water,  is,  on  three  trials,  per  cent : 

16-65 
15-70 
16  04 


8)47-39 


mean  of  the  15*79  three  trials. 

Mr.  T.  H.  Henry's  sample  gave  17  per  cent,  as  the  quantity  of 
water  absorbed ;  so  the  samples  I  operated  upon  are  better  than  his. 
Since  it  is  as  firm  as  any  sandstone  used  in  this  country,  and  possesses 
no  more  absorbent  power,  it  seems  to  me  to  be  suitable  for  any  exposed 
ornamental  work  on  buildings.  Mr.  Henry's  test  by  sulphate  of  soda 
having  shown  no  disintegration  will  take  place  from  frost,  I  think  you 
may  safely  adopt  this  cement  stone  in  architecture,  as  you  have  pro- 
posed, for  exterior  as  well  as  interior  parts. 

Respectfully,  your  obedient  servant, 

Charles  T.  Jackson,  M.D., 

State  Assai/er  to  Massachusetts. 
N.  B. — The  length  of  time  of  immersion  of  my  specimens  in  water, 
after  the  removal  of  air  from  the  pores,  was  twenty-four  hours. 
Boston,  March  13,  1866. 

An  article  speaking  in  very  strong  terms  of  the  excellence  of  this 
material  will  also  be  found  in  one  of  the  late  numbers  of  the  Engineer^ 
not  to  mention  other  articles  which  have  before  been  published  in  most 
of  the  foreign  magazines.  . 

A  new  re^rulator  for  the  electric  lamp  has  been  lately  invent- 
ed by  M.  A.  GaifiFe,  to  whom  a  prize  has  been  awarded  by  the  So- 
ciety for  the  Encouragement  of  National   Industry.    A  report  on 
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the  subject  by  Du  Moncel  in  the  Bulletin  of  the  Society,  February, 
1866,  gives  a  full  account  of  the  apparatus  in  question.  Its  important 
feature  is  this,  that  the  motion  of  the  carbon  points  toward  each  other 
is  not  controlled  by  a  fixed  escapement,  but  by  the  action  of  an  helix, 
which  tends  constantly  to  draw  one  of  the  poles  into  itself.  By  reasoa 
of  this  it  is  possible  to  adjust  the  position  of  the  poles  while  the  ma- 
chine is  in  action  without  interruption,  or  the  use  of  complicated  ma- 
chinery. 

A  process  for  slalning  i¥ood,  by  Barton  H.  Jenks,  with  many 
specimens  of  its  effects,  was  next  described  and  exhibited.  The  wood 
to  be  treated  is  placed  in  a  closed  vessel,  which  is  connected  with  an 
air-pump,  and  the  air  is  removed.  The  coloring  fluid  is  then  allowed^ 
to  enter  and  permeate  the  wood,  which  it  does  in  a  very  thorough 
manner,  on  account  of  the  removal  of  all  air  from  the  fibre.  The  excess 
of  fluid  is  then  pamped  out,  or  the  wood  is  removed  and  allowed  to  dry 
in  the  usual  way.  The  specimens  exhibited  were  all  of  white  pine,  and 
were  stained  with  the  following  substances : 

1.  Nitrate  of  iron "Warm  gray,  light. 

2.  Nitrate  of  iron  and  paraffin Warm  gray,  dark. 

8.  Sulphate  of  iron Colder  gray,  ligbt. 

4.  Sulphate  of  iron  and  paraffin Colder  gray,  dark. 

6.  Sulphate  of  iron  and  logwood Like  8, 

(5.  Sulphate  of  iron,  logwood,  and  paraffin Like  2. 

7.  Chromate  of  potash Yellow  gray,  light, 

8.  Chromate  of  potash  and  paraffin Yellow  gray,  dark, 

9.  Bichromate  of  potash Yellow  gray,  between  7  and  8, 

30.  Bichromate  of  potash  and  paraffin Very  rich  yellow  gray. 

11.  Logwood Light  orange. 

12.  Logwood  and  paraffin Dark  orange, 

13.  Aniline  blue Bluish  elate, 

14.  Aniline  blue  and  paraffin Bluish  slate,  dark, 

15.  Aniline  red Violet  with  yellow  shade. 

16.  Aniline  red  and  paraffin A  little  darker  than  15, 

17.  Aniline  solferino Rich  purple, 

18.  Aniline  solferino  and  paraffin Rich  purple,  darker. 

The  blocks  exhibited  were  sections  cut  from  larger  sticks  after  treai- 

ent,  and  show  the  color  to  have  penetrated  very  evenly  and  thor- 
oughly. 

Persigtenceof  Tision,  in  reference  to  the  different  colors  of  the 
spectrum^  has  been  lately  studied  by  the  Abb6  Laborde,  who  finds  the 
more  refrangible  colors,  such  as  blue,  to  be  most  persistent,  and  the 
others  to  be  less  so,  red  being  the  least. 

SoToral  instantaneous  pliatographs,  made  by  Mr.  J.  C.  Browne^ 
of  Philadelphia,  were  then  exhibited  in  the  lantern.  These  pictures 
are  remarkable  for  their  perfect  sharpness  of  definition  and  artistio 
effect.  The  light  and  shade  in  the  clouds  are  such  as  an  artist  would 
select  from  his  memory  or  imagination  as  best  adapted  to  pictorial 
effect,  while  the  moving  objects,  such  as  steamers  crossing  the  view  at 
full  speed,  sail-boats,  figures,  birds,  and  rippling  waves,  are  giveu 
with  a  sharpness  of  outline  and  minute  accuracy  of  detail  which  could 
not  be  surpassed  in  an  ordinary  sun-picture  of  a  perfectly  quiet  object. 
These  pictures  are  taken  vrith  the  ordinary  collodion.  The  instantaa 
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eous  production  of  the  impression  is  obtained  bj  tbe  use  of  a  large 
stop,  by  which  much  light  is  admitted  to  the  lens.  The  aperture  used 
in  these  pictures  taken  in  the  bright  sunlight  is,  in  fact,  the  same  which 
"Would  be  employed  for  the  subdued  light  of  a  room.  In  the  latter  case, 
an  exposure  of  some  5  to  15  seconds  would  be  required,  while  in  the 
former  the  brighter  light  reduces  it  to  a  fraction  of  one  second,  or 
makes  it  practically  instantaneous. 

These  facts  are  mentioned  because  there  is  a  common,  though  false, 
impression  that  it  is  to  some  peculiar  sensitiveness  of  the  collodion  that 
these  instantaneous  pictures  owe  their  existence. 

Several  glass  positives  of  tlie  moon,  made  by  Mr.  Oscar  6. 
3Iason,  of  Ne\«5  York,  from  the  world-famous  positives  of  Mr.  Ruther- 
furd,  were  likewise  exhibited  in  the  lantern.  These  positives  are  of  unu- 
sual size,  being  7  ins.  in  diameter,  and  some  of  them  show  portions  of 
the  lunar  surface  on  a  scale  of  30  ins.  to  the  moon's  diameter. 

These  glass  pictures  were  admirable  in  their  sharpness,  strength, 
and  transparency,  and  their  projections  on  the  screen  had  all  the 
beauty  of  porcelain  maps  in  relief. 

The  Megascope,  an  old  and  almost  forgotten  instrument,  for  the 
projection  of  images  from  solid  objects,  was  then  exhibited  by  a  very 
simple  change  in  the  arrangement  of  the  lantern  just  used,  involving 
BO  new  parts ;  and  the  image  of  a  hand  was  produced  upon  the  screen 
of  gigantic  proportions,  but  with  all  the  color,  relief,  and  motion  of 
life.  Such  arrangements  as  these  are  well  adapted  to  the  display  of  a 
few  curious  experiments,  such  as  the  above,  but  the  great  loss  of  light, 
and  difficulty  of  obtaining  anything  like  a  fiat  field,  renders  them  in- 
competent to  compete  with  the  common  magic  lantern  for  ordinary 
purposes. 

CHEINI ISTRT.—- A  delicate  test  for  nitric  acid  is  supplied,  as 
we  learn  from  a  paper  by  Mr.  W.  N.  llartly,  in  the  Chemical  News, 
by  a  simple  galvanic  combination,  made  up  of  a  piece  of  platinum  foil 
and  a  bit  of  magnesium  wire.  The  foil  is  wrapped  in  ozone  paper,  (».6» 
paper  soaked  in  starch  containing  KI,)  and  a  bit  of  magnesium  wire  is 
wound  about  this,  being  brought  into  contact  with  the  platinum  above 
the  paper.  This  being  dipped  in  the  liquid  to  be  tested,  which  has 
been  slightly  acidulated  with  sulphuric  acid,  peroxide  of  nitrogen  was 
developed  if  any  nitric  acid  was  present  in  the  solution,  and  stains  the 
paper  purple  by  the  liberation  of  iodine. 

Tlie  oxidizing  power  of  tlie  permanganates  renders  them, 
as  is  well  known,  very  efficient  deodorizers,  but  it  is  well  to  call  atten- 
tion at  this  time  to  their  power  as  disinfectants.  It  appears,  from  ex- 
periments made  by  the  Commissioners  on  the  Cattle  Plague,  that  these 
salts,  added  in  small  quantities  to  water  containing  injurious  organic 
matter,  completely  destroy  the  same,  and  render  the  otherwise  poison- 
ous fluid  wholesome.  It  must,  however,  be  remembered  that  time  is 
required  for  this  action  to  be  effected,  and  that  without  this  element  in 
the  treatment,  water  may  continue  to  hold  the  most  injurious  and  disgust- 
impurities,  even  when  strongly  colored  and  unpleasantly  flavored  with 
the  permanganate. 
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Mr.  Coleman  Sellers  here  remarked  that  the  change  of  color  pro- 
duced by  the  action  between  permanganates  and  organic  matter,  afford- 
ed a  Yaluable  indication  of  its  effect.  Thus,  a  little  of  the  red  solution 
being  added  to  offensive  stagnant  water  lost  its  red  color  and  assumed 
a  green,  being,  in  fact,  reduced  from  a  per-salt  to  a  lower  degree  of 
oxidation,  and  that,  therefore,  the  action  should  be  continued,  and  an 
addition  of  the  solution  made  until  the  red  color  was  unaffected. 

The  deodorizing  properties  of  these  salts  were  very  marked,  and 
with  this  view  they  were  frequently  used  by  dentists  in  their  practice ; 
a  solution  whose  color  would  hardly  attract  attention  being  very  effi- 
cient in  this  respect. 

Mr.  R.  Tighlman  remarked  that  it  was  of  great  importance  not  to 
overlook  the  statement  made  in  the  Report  of  the  Commissioners, 
already  quoted  by  Prof.  Crookes,  that  the  mere  addition  of  perman- 
ganate did  not  suffice  to  destroy  animalcules  or  other  organic  germs, 
since  many  of  these  were  shown  by  the  microscope  to  exist  in  water 
strongly  colored  by  the  above  salts.  This  was  of  importance,  because 
an  impression  of  security  without  foundation  was  otherwise  given, 
which  would  lead  to  disasterous  results,  inducing  people  to  use  water 
with  the  disinfectant  solution,  under  the  impression  that  all  must  be 
right,  when,  in  fact,  it  was  in  a  most  unwholesome  and  noxious  state. 
Bat  if  carbolic  acid  were  first  added  and  then  permanganate,  destruc- 
tion of  all  organic  matter  must  be  accomplished. 

Some  remarkable  statements  concern ingrtlie  deutoxide  of 
liydrogren  have  been  made  by  Schonbein  in  the  Journal  filr  Frak- 
tische  (Jhemie.  Thus,  he  states  that  the  '*  solution  may  be  concentrated 
by  boiling,"  whereas  it  has  been  generally  stated  that  this  solution  is 
decomposed  explosively  at  212°  F.  We  also  read  that  this  compound 
may  be  completely  dehydrated  by  evaporation  under  the  air-pump,  and 
that  paper  drenched  with  a  solution  containing  but  ^  per  cent,  may  be 
dried,  and  will  yet  show  the  characteristic  tests  for  this  substance ;  re- 
sults which  would  hardly  be  expected  from  the  description  of  Th^nards. 
A  neiv^  process  for  the  manufacture  of  oxygren,  lately  patent- 
ed in  England,  is  described  as  follows :  Oxychloride  of  copper  is  mixed 
with  sand,  or  like  material,  to  prevent  it  from  vitreous  fusion,  and  is 
then  heated  to  redness  in  an  earthen  retort,  when  its  oxygen  ia  disen- 
gaged. It  is  then,  on  cooling,  removed,  broken  into  fragments,  and 
exposed  to  the  air  for  12  hours,  when  it  is  found  to  be  revivified  or 
reoxygenated,  and  is  ready  to  be  again  heated  as  before.  Such  apian, 
if  really  successful,  would  be  very  valuable,  but  would  require  opera- 
tions to  be  conducted  on  the  large  scale  to  realize  its  advantages.  This 
has  seemed  to  be  the  drawback  to  the  similar  process  in  which  binox- 
ide  of  barium  is  first  reduced  by^eating  in  a  current  of  steam,  and  then 
reoxidized  by  a  current  of  air,  and  which  never  appears  to  have  been 
practically  developed,  though  recommended  by  very  high  authorities. 

A  paper  on  name  reactions,  by  Bunsen,  has  been  translated 
by  Prof.  Roscoe,  and  published  in  the  last  number  of  the  Philoaophi- 
cal  Magazine.  From  this  it  would  appear  that  all  ordinary  blow- pipe 
reactions  may  be  shown  with  the  best  effect  and  great  convenience  by 
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the  use  of  a  Bunsen  burner  properly  constructed.  For  the  details  of 
the  burner  and  its  applications,  we  must  refer  to  the  the  original  paper, 
or  to  an  abstract  of  the  same  in  the  August  number  of  the  Mechanics^ 
Magazine^  page  67. 

Pliosphorufi  may  bo  remored  flrom  Iron,  as  is  stated  by  Carl 
H.  L.  Wintzer,  of  Hanover,  if  chloride  of  calcium  is  added  to  the  metal 
while  on  the  hearth  of  the  puddling  furnace.  A  chloride  of  phospho- 
rus is  then  formed,  which,  by  reason  of  its  volatility,  quickly  leaves  the 
other  materials,  and  the  lime  fluxes  with  silicious  matters. 

Tbe  deposits  orcublc  nitre,  or  nitrate  of  soda,  generally  sup- 
posed to  exist  in  Chili,  but  really  found  in  Peru,  are  very  fully  de- 
scribed by  Mr.  David  Forbes,  in  a  paper  upon  Peruvian  minerals,  pub- 
lished in  the  Philosophical  Magazine,  These  deposits  occur  along  what 
seem  to  be  the  shores  of  an  ancient  chain  of  shallow  and  very  irregular 
lakes,  which  are  now  perfectly  dry,  barren,  and  desert.  This  deposit 
is  found  only  along  the  shores,  the  central  parts  containing  only  sea 
Bait.  This  suggests  and  substantiates  the  conjecture  that  they  are  the 
result  of  decomposition,  under  peculiar  conditions,  of  the  marine  vege- 
tation which  must  formerly  have  lined  these  shores.  Even  the  land 
growth  must  at  one  time  have  been  most  luxuriant,  for  ancient  wood 
is  found  in  such  quantity  in  this  locality  that  until  lately  it  was  the 
only  fuel  used  in  refining  the  salt,  and  is  yet  largely  employed  for  this 
purpose. 

I         I 

At  the  conclusion  of  the  Secretary's  Report,  Mr.  Nystrom  made  the 
following  remarks  on  a  composition  of  cast  iron  and  steel,  and  also  on 
the  heating  of  journals  in  propeller  engines: 

Mr.  President  :  I  have  read  in  an  English  journal  an  article  re- 
lating to  a  composition  of  cast  iron  and  Bessemer  steel,  said  to  produce 
a  hard  metal,  and  used  for  casting  steam  cylinders.  A  few  years  ago, 
when  experimenting  in  the  pneumatic  process  of  refining  iron,  I  pro- 
duced similar  compositions,  of  which  here  is  a  specimen.  My  object 
was  to  produce  a  tough  metal  for  casting  guns,  and  I  found  that  differ- 
ent proportions  of  cast  iron  and  pneumatic  steel  gave  different  grades 
of  toughness  and  hardness.  About  one  part  of  steel  to  three  of  cast 
iron  I  thought  would  be  the  best  proportion  for  guns.  1  stated  the 
case  to  some  functionaries  in  the  Navy  Department  about  four  years 
ago,  but  did  not  succeed  to  impress  upon  them  its  importance.  This 
specimen  contains  about  half  cast  iron  and  half  steel — it  is  so  hard 
that  it  cannot  be  cut  by  any  steel  tool.  Its  specific  gravity  is  7-56, 
which  is  nearer  wrought  iron  f7-78)  than  that  of  cast  iron,  (7-20.) 

This  specimen  is  a  piece  of  a  lid  for  a  blast-pipe,  in  which  it  was  in- 
tended to  drill  some  holes,  but  was  founV  so  hard  that  the  hardest  cast 
steel  drill  did  not  touch  it  in  the  least.  I  then  annealed  it  in  a  char- 
coal fire  for  twenty- four  hours,  and  let  it  cool  very  slow  and  gradually, 
by  which  the  toughness  was  considerably  increased,  but  the  hardness 
remained  nearly  the  same  as  before,  so  that  I  still  could  not  drill  the 
holes,  but  was  obliged  to  cast  another  lid  of  the  same  cast  iron  without 
steel. 
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This  composition  can  be  advantageously  used  for  a  great  many  pur- 
poses in  the  mechanic  arts,  as  for  steam  cylinders,  packing-rings  for 
steam  pistons,  slide-valyes,  guides,  and  tool-slides,  rollers  for  hard 
metals,  grist-mills,  guns,  face-plates,  and  Trherever  a  hard  and  tough 
metal  is  required.  When  the  composition  is  made  as  hard  as  this  spe- 
cimen, it  cannot  be  cut  by  steel  tools,  but  if  the  object  is  not  too  com- 
plicated it  can,  in  many  cases,  be  ground  to  a  true  surface  by  sand- 
stone and  emery. 

I  believe  this  composition  can  remove  a  great  difficulty  involving 
millions  of  dollars  in  this  country,  namely,  the  heating  of  journals  in 
propeller  engines,  which  now  controls,  to  a  great  extent,  the  success 
of  that  machinery. 

In  order  to  overcome  this  difficulty,  Chief  Engineer  Isherwood  has 
introduced  very  long  journals,  from  two  to  three  times  the  usual  pro- 

Eortions,  which  would  apparently  lead  to  satisfaction,  but  experience 
as  not  fully  realized  the  expected  result,  and  upon  reflection  we  are 
able  to  trace  the  difficulty  attending  the  long  journal,  namely,  to  keep 
the  bearing  surfaces  in  proper  contact  and  perfectly  concentric. 

The  greatest  difficulty  appears  to  be  in  the  crank-pin  journal,  where 
the  space  is  generally  so  crowded  that  the  desired  length  cannot  be 
obtained,  but  if  fitted  with  boxes  of  this  composition  of  cast  iron  and 
steel,  I  believe  the  difficulty  would  be  overcome. 

The  heating  is  occasioned  by  excessive  pressure  and  velocity  in  the 
journal  surfaces  (dynamic  momentum)  necessary  in  the  short  stroke 
direct  action  propeller  engines.  When  the  journals  begin  to  heat,  the 
iron  beds  itself  into  the  box,  crushes  its  texture,  and  excludes  all  lu- 
bricating substance  from  the  surfaces  in  contact,  so  that  even  if  the 
{'onrnal  was  wholly  immersed  in  oil,  the  heating  could  not  be  prevented, 
lut  sometimes  become^  so  strong  as  to  actually  melt  the  metal,  which 
could  not  be  the  case  with  this  composition. 

The  cast  iron  and  steel  boxes  should  necessarily  be  carefully  ground 
and  fitted  on  the  journal ;  and,  in  order  to  secure  a  perfect  bearing  in 
the  whole  length,  it  should  also  be  spherically  fitted  in  the  stub  end. 

For  the  main  journals  it  would  not  answer  to  fit  cast  iron  and  steel 
boxes  as  the  brasses  are  now  fitted.  The  cast  iron  and  steel  boxes 
should  be  fitted  spherically  in  the  plumber-blocks,  and  if  properly 
executed  there  would  be  no  trouble  of  heating.  The  length  of  the 
journal  should  be  made  equal  to  or  not  more  than  1^  times  its  diameter. 

Another  serious  obstacle  for  preventing  the  heating  of  journals  is 
the  difficulty  of  procuring  a  uniform  iron  in  the  forging  of  a  crank-* 
shaft  or  crank-pin.  The  pneumatic  process  of  refining  iron  known  as 
^^  Bessemer's,"  by  which  ingots  can  be  cast  into  a  homogeneous  inass, 
may  fully  remove  that  difficulty,  and  it  is  very  satisfactory  to  know  that 
we  are  now  able  to  procure  such  castings  in  this  country,  as  seen  in  the 
advertisements  of  the  Albany  Iron  Works,  Troy,  N.  Y.,  where  it  appears 
the  Bessemer  process  is  now  brought  to  a  successful  operation. 

In  our  present  trouble  we  are  often  obliged  to  slack  the  speed  of 
the  propeller  engine  for  heating  of  journalS|  which  proved  a  serious 
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hamstring  dnring  the  war,  in  chasing  blockade-nmnerSy  which  were 
often  lose  on  that  account. 

The  exoessire  dynamic  momentum  to  which  the  cranking  jonmal  is 
enhjected  in  propeller  engines,  can  be  sustained  better  by  cast  iron 
than  by  brass,  for  the  following  reasons : 


PBOPKRTIES  OF — 


Cast  iron  and 
steel. 


Brass. 


Crushing  weight  in  tons  per  square  inch 

Expansion  per  unit  of  heat 

Conducting  power  for  heat 

Bpecific  heat , 

Smelting  point 

Cost  per  weight , 


125 
618 
800 
120 
2900O 
1 


63 

1040 

7r)0 

98 
1900* 

10 


All  these  data  are  in  favor  of  cast  iron  and  steel  for  sustaining  great 
dynamic  momentums  in  journals.  It  should  be  clearly  distinguished 
between  the  dynamic  momentum  acting  to  heat  the  journal  and  that 
transmitted  through  the  propeller-shaft,  as  they  bear  no  fixed  pro- 
portions. 

The  cast  iron  and  steel  can  sustain  double  the  crushing  weight,  and 
is  twice  as  hard  as  brass,  but  this  fact  does  not  constitute  the  superi- 
ority of  the  former  over  the  latter,  for  a  brass  composition  can  be  pro- 
duced which  is  as  hard  as  steel,  and  sometimes  used  for  dies;  but  the 
advantage  of  cast  iron  lies  in  its  uniformity  of  texture,  even  if  made  of 
the  same  hardness  as  brass. 

The  expansion  by  heat  throws  the  box  and  its  bearing  surface  out 
of  shape,  which  evil  is  greater  in  brass  than  in  cast  iron  and  steel,  and 
the  uneven  texture  in  brass  makes  some  pnrts  expand  more  than  others, 
by  which  projections  are  raised  in  the  wearing-surface  which  start  the 
cutting  of  the  journal. 

The  conducting  power  stores  the  heat  in  the  box,  and  readers  the 
brass  sooner  heated  than  by  cast  iron  and  steel. 

The  specific  heat  resists  the  temperature  of  the  box  ;  that  is  to  say, 
it  requires  more  dynamic  momentum,  or  more  units  of  heat,  to  pro- 
duce a  certain  temperature  in  cast  iron  and  steel  than  in  brass. 

The  work  converted  into  heat  in  the  brass  boxes  will,  to  a  great 
extent,  be  transmitted  through  the  cast  iron  and  steel  boxes  to,  and 
utilized  by,  the  propeller. 

The  friction  in  cast  iron  and  steel  boxes  would  be  considerably  less 
than  that  in  brass  or  Babbitt's  metal. 

The  difficulties  about  the  cast  iron  and  steel  boxes  would  be  that 
they  require  a  more  careful  fitting  on  the  journal  at  the  outset,  and 
that  they  are  liable  to  rust  when  the  engine  is  at  rest.  But  a  careful 
engineer  will  overcome  these  difficulties. 

Mr.  Washington  Jones  remarked  that  ^'  there  is  ilo  difficulty  about 
heating  of  the  journals.  Sometimes  they  heat  and  sometimes  not.  It 
is  only  required  to  make  the  bearing-surfaces  sufficiently  large  for 
the  pressure." 
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Mr.  Coleman  Sellers  remarked  that  '^cast  iron  bearings  work  very 
well,  and  perhaps  better  than  brass." 

The  meeting  was  then,  on  motion,  adjourned* 

Henrt  Mortok,  Secretary. 


BIBLIOGRAPHICAL  NOTICES. 


Canada  Geological  Survey. 
The  library  of  the  Franklin  Institute  is  indebted  to  the  provincial 
ffovernment  of  Canada  for  a  copy  of  the  atlas  of  maps  and  sections 
intended  to  accompany  the  volume  on  the  Geology  6f  Canada,  which 
appeared  in  1863.  It  consists  of  five  colored  maps,  with  accompanying 
sections,  intended  to  illustrate  the  arrangement  of  the  Canada  rocks, 
and  their  connexions  with  the  formations  in  the  United  States.  Al- 
though the  general  maps  are  on  a  very  small  scale,  yet  the  great  pre- 
cision of  their  execution,  and  the  careful  manner  in  which  they  are 
printed,  render  them  better  for  reference  than  larger  and  more  pre- 
tentious maps,  in  which  these  good  qualities  are  not  found.  The  ex- 
treme care  which  has  been  taken  to  obtain  the  best  possible  information 
from  the  most  authentic  sources,  and  the  high  reputation  which  the 
survey  has  made  for  itself  by  its  accuracy,  render  the  work  to  which 
this  is  an  appendage  one  of  the  most  valuable  aids  to  the  geologist. 

Coal^  Iron,  and  Oil;  or^  the  Practical  American  Miner.  By  Jambs 
Harribs  Daddow  and  Benjamin  Bannan.  Pottsville:  Bannan, 
1866.  8  vo.,  pages  808.  Maps. 

This  is  a  very  valuable  work,  presenting  in  an  interesting  form  a 
great  amount  of  information  oq  the  subject  of  the  coal,  iron,  and  oil 
mines  of  the  United  States  and  elsewhere,  and  giving  at  the  same  time 
both  a  practical  and  theoretical  treatise  on  the  subject  of  their  forma- 
tion, occurrence,  and  method  of  working.  It  is  well  illustrated  by  cuts, 
presenting  views,  diagrams,  and  sections,  and  contains  a  large  and  ap- 
parently excellent  map  of  the  anthracite  districts  of  Pennsylvania. 
The  principal  author  of  the  work  (Mr.  Daddow),  in  his  preface,  asks 
especial  attention  to  his  three  new  theoretical  propositions,  which  are — 

**  1.  That  the  material  forming  both  the  Azoic  and  Paloeozoic  forma- 
tions of  the  earth  are  almost  exclusively  and  directly  from  volcanic 
sources. 

^*  2.  That  volcanic  and  subterranean  heat  produced  the  vapors  or  gases 
which  resulted  in  petroleum,  naphtha,  &c. 

*^  3.  That  the  hydrocarbons,  in  the  shape  of  naphtha,  petroleum,  and 
their  resulting  bitumen,  formed  mineral  coal." 

We  do  not  think  any  good  observer,  after  carefully  examining  our 
rocks,  will  be  disposed  to  agree  with  the  authors  in  any  one  of  these 
propositions,  but  cannot  here  go  into  the  arguments  to  show  the  con* 
trary.  All  we  can  say  is,  that,  supposing  these  theoretical  propositions 
to  be  wrong,  they  detract  but  slightly  from  the  great  value  which  the 
care  and  industry  of  the  authors  have  given  to  the  work« 
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Meteorology  of  Philadelphia. 


A  Comparison  of  some  of  the  Meteorological  Phenomena  of  SxPTKMBSR,  1866,  vith 
those  of  Sjcptembbr,  1866,  and  of  the  same  month  for  sixtbkn  years,  at  Philwtd' 
phia,  Pa.  Barometer  60  leet  above  mean  tide  in  the  Delaware  River.  Latitude 89^ 
67 y  N.;  Longitude  75®  1 1 J^  W.  from  Greenwich.  By  Pbof.  J.  A.  Kirkpatuci:, 
of  the  Central  High  School. 


September, 

September, 

September, 

1866. 

1866. 

foi  16  years. 

Thermometer— Highest— degree,     . 

91 -OO** 

89-00* 

95-00* 

••          date, 

8d. 

4th  &  6th. 

12th.  »56. 

Warmest  day— mean, 

82-00 

82-50 

85-20 

"      date, 

2d. 

12th. 

6th,  '54. 

Lowest — degree,     . 

60-00 

4900 

89-00 

date, 

16,  22,  &  28. 

19th. 

25th,  '56. 

Goldeet  day — mean, 

67-17 

66-88 

61-30 

"         **       date, . 

22d&28d. 

19th. 

80th, '53. 

Meau  daily  oscillation. 

1480 

11-90 

16-04 

♦*        •*  range,   . 

4-97 

481 

4-70 

Meana  at  7  a.  m.,   . 

6ol3 

70-73 

68-27 

"           2  p.  M.,    . 

75-65 

77-86 

74-68 

"           9  p.  M.,    . 

68-22 

73-42 

67-08 

"      for  the  month, 

69-67 

74-00 

68-84 

Barometer— Highest— inches, 

80-165  ins. 

80-225  ins. 

80-480  ins. 

•«         date,     . 

16th. 

28th. 

16th, '51. 

Greatest  moan  daily  press. 

30101 

80169 

80-381 

"            **     date, 

loth. 

27th. 

16th,  '61. 

Lowest — inches,  . 

29-520 

29-683 

29-281 

date,      • 

2i8t. 

6th. 

18th,  '68. 

Least  mean  daily  press., 

29-608 

29-672 

2y-4..3 

*'        "      date, 

12th. 

6th. 

16th,  '58. 

Mean  daily  range. 

0188 

0109 

0122 

Means  at  7  a.  m., 

29-842 

29-950 

29-950 

•*           2  p.  M., 

29-786 

29-888 

29-907 

«*           9  p.  M., 

29-828 

29  •933 

29-930 

"     for  the  month,  . 

29-819 

29-924 

29-930 

Force  of  Vapor — Greatest — inches, 

0-864  in. 

0-874  in. 

0-991  in. 

*'          date,     . 

2d. 

14th. 

6th,  '54. 

Least — inches, 

•248 

•256 

•161 

"      date. 

28d. 

19th. 

20ih,  '60. 

Means  at  7  A.  M.,  . 

•680 

•604 

•4«0 

'*          2  p.  M.,  . 

•562 

•621 

•501  " 

**         9p.m.,. 

•585 

•631 

•52J 

**    for  the  month, 

•639 

•618 

•OUO 

Relative  Humidity— Greatest— per  ct., 
"            date, 

95-0  per  ct. 

93  0  per  ct. 

100-0  per  ct 

20th  ^  26th. 

18th. 

2d,  '64. 

Least— per  ct.. 

46  0 

860 

29-0 

"       date,    . 

22d. 

16th. 

2d,  '69. 

Means  at  7  a.  m., 

81-8 

77-4 

78  3 

'»           2  p.  M., 

01-1 

63-6 

6u*7 

'*            9  p.  M., 

81-8 

74-6 

746 

*' for  the  month 

74^7 

71-8 

69-8 

Clouds — Number  of  clear  days,* 

7 

8 

10-8 

"              cloudy  days,     . 

23 

22 

19-2 

Means  of  sky  cov'd  at  7  a.  m.  , 

74-8  per  ct. 

78-0  per  ct 

68*2  per  ct 

"            "        "        2  p.m., 

60-7 

66-8 

62-4 

"               "          "         9  P.M., 

620 

32-7 

37  0 

<«            "        for  the  month 

690 

53-7 

49-2 

Rain— Amount,        .... 

7-457  ins. 

0-576  ins. 

4-441  ins. 

No.  of  days  on  which  rain  fell, 

11 

10 

8-4 

Prevailing  Winds— Times  in  1000, 

k47«17'w106 

868«26>'wl67 

s89O20'wl79 

*  Sky  one-third  or  less  covered  at  the  hours  of  observation. 
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PASCAL  IRON  WORKS, 

EfltaMIAed  In  1821« 

MORRIS,  TASKER  &  CO., 

Wrought  Iron  Welded  Tubei,  i-inch  to  8  inches  bore,  for  Steam, 
Gas,  Water,  &c.,  with  T*9,  L's  Stops,  Valves,  Ac,  with  Screw  Joints  to  suit  tabes. 
Malleable  Iron  and  Brass  Fittings,  Glass  Blower  Tabes,  Blasting  Tubes,  Ao. 

GalTanized  Tubes  and  Fitt^gs  for  water. 

I<ap- Welded  Boiler  Flues,  1(  to  10  inches  outside  diameter,  eat  to 
definite  lengths,  22  feet  or  under. 

Artesian  Well  Pipes,  of  wrought  Iron,  screw-coupled  j  flush  inside  and 
out.  Also  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter^  with  wrought  bands ;  flush 
inside  and  out,  and  Pump§  for  same. 

Coils  of  Tube,  for  boiling  and  evaporating  by  steam  or  hot  water. 

Tu  jere  Coils,  for  Blast  Fumaoes,  and  tube  cat  and  fitted  to  plaiis  sad  speci- 
fications sent 

IKluble  Kettles,  fbr  steam  boiling  and  evaporating,  and  cooking  by  steam. 

Dr  jinic  Closets,  heated  by  steam ;  Wash  Houses  and  Steam  arrangements 
for  Public  Institutions  and  Private  Dwellings. 

,  Warminff  and  Tentilatiny  Steam  apparatus  of  the  nk)st  approved  plsv, 

for  Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Green  Houses,  &C.; 
constructed  and  adapted  to.  the  buildings  to  be  warmed. . 

not  Water  Apparatus ;  Tasker's  Patent  Self-Begulating  Hot  Water 
Apparatus,  for  Private  Dwellings,  Sehool  Hovises,  Hospital^,  Green  Houses,  Ac 

Iron  and  Brass  Castings,  of  every  description. 

Oas  Work.  Castings:  Betorts  and  Bench  Castings  for  Coal  Gas  Works; 
Street  Mains,  Bends,  Branches,  Drips,  Lamp-posts,  Lanterns,  &o. 

Rosin  Gas  Apparatus,  for  Factories,  Public  Buildings,  Hospitals,  and 
Private  Dwellings^ 

Oreen  Bouse  Pipes  and  Boilers :  Fire  Doors  and  Frames,  Hot  Water 
l^ipes  for  Forcing  Beds,  Pineries,  Garden  KoUers,  &c. 

Columns,  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 

Batli  Tubs,  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet 
arrangements. 

Scrolling  Maclllnes,  Drill  Stocks,  Stocks  and  Dies,  Taps,  Beamers, 
Drills,  Pipe  Tongs,  and  a  geneml  assortment  of  Gas  and  Steam  Fitters'  Tools  and 
Materials. 

WORKS,  S.  Filth,  between  Tasker  and  Blorris  filts«9 : 

WARi:-BOVSE  &  OFFIcie^  SOS  S.  Tiftird  St.,  PHiia. 

8TEPHEV  MOBBIS,  0HA8.  WHEELEB, 

TH08.  T.  TA8KEB,  Jr^  EEIBT  ft.  MOBBIS.  8.  F.  M .  TABKEB. 
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e  ^  M.  W:'BA.L^^        &  CO./ 

Mannfacture  LocoMOTiYS  Engines,  of  the  most  approyed  constraction,  and 
perfect  adaptaoq^  ^  all  thcvtri^ty  of  c^cilmsta^ej^  under  wEidb  they  can  bo 
usefally  em|nojed ;  ranging  in  weight  from ^^en  io  thirty-six  tons/ and  using  one- 
half,  two-thirds,  thre^fcJifrths;  or- the  wkola  Jireigbt  foe  adhesion,  as  the  grade  of 
the  Tpad,  or  business  to  be  done^  may  render  desirable  or  necessary. 
Patterns  of  various  aises  of  each  of  the  following  plans^  yiz : 
Plan  A  andB,  1  pair^river^  and  tracks,  for  Passenger  business  ezclusiTely. 
0  2        **  "  .  •*  or  Freight  businees. 

•^        "  -'  ) 

>  for  Freight  business  exdusiTely. 

•  The  P.  and  S  plans  are  particularly  adapted  to  roads  haying  heavy  grades  and 
.abrupt  pnxyea.  The  temporary  track  connecting  the  Eastern  and  Western  divi- 
sions  of  the  Virginia  Central  Railroad,  having  grades  of  295  feet  rise  per  mile,  and 
curves  of  300  feet  radius,  has  been  successfully  workeS  for  two  years  past  by  six- 
wheel  D'  Engines  of  our  make. 

paira,  are  guaranteed  equal  to  any  other  engines  in  use. 
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;]^07IC4L  «^  ANALTTIGAL  GEEBHSTBY, 

Chant  Street,  Tenth  Street  below  Market, 


ESTABLISHED  IN  1836. 


,     Instmctiox^  given  in  gHEMISTRY.  MINERALOGY,  and  GEOLOGY,  by  LEC- 
^ttlRE^  and  PRACTICE,  with  especial  referent  to  ANALYSIS^  idA^DFAC- 

TURES,  AND  MEDICINE. 
^  .  Af  ojyaes  mad^  of  Ores,  Minerals,  Guanos,  Waters,  and  articles  of  commerce 

and  manufacture.'   Opinions  given  on  cbemieal  questions. 

Boorn  &  qarrbtt:' 

Jamis  C.  Booth, 
,     Tf  ojCAS  ^.  Garrett.,  . 

SAMUEL    McELBOY, 

'  CI VTJl.   EN^Ghl^STEEH. 

Surveys  and  Flans  made  in  all  departments  of  Construction.    Special  attention 
paid  to  Water  Works,  with  or,witi^out  pumping  supply. 
JLddLress 

SOX  sae,  p.  o.» 

2iroo]Uyzi« 
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TURNER  HAMILTON, 

(late  janitor  fbanklin  institute,) 

BOOK-BINDER, 

AND 

PERIODfCAL  DEALER, 

ASSEMBLY  BUILDING, 
No.  106  SOUTH  TENTH  STBEET, 

PHILADELPHIA. 

;___ •  ■  . 1 ■■!        ■         } |. 

BAKB  CHiailCALS  ANP  SONEBALS. 

Bauzii,  (Vanadium  clay)  Selenium,  in  Cavill 

Cadmium,  Mkallio  Tellurium,  Ores  of 

Cadmium,  Oxides  of  Tellurium,  in  Cavill 

Caeaium,  Chlorate,  pare  Terbium,  Oxide  of  i 

Cerium*  Oxides  of  Titanium,  Metallic 

Chromium,  Metallic  Titanic  Acid, 

Cobaltum,  Oxides  of  Thallium,  and  Oxides  of 

Didym,  Oxides  of  ''  Thorium,  Oxide  of 

Erbium,  Oxide  of  Uranium,  Ore  of 

Iridium,  Metallic,  pure  Uranium,  Oxides  of 

Lanthan,  Oxides  of  Vanadium  Iron, 

Lithion,  Oxides  of  Vadanic  Acid, 

Molybdeniom,  Metallic,  pure  Vanasate  of  Ammonia, 

Osmium,  Wolframium,  Metallic 

Palladium,  Metallic  Wolframic  Acid, 

Bhodium,  Y ttainm.  Oxides  of 

Bubidium,  Chlorat.  Zirconium,  Metallic  and  Oxides  of 

Buthenium, 
Imported  to  order  on  moderate  terms  by 

A.    SCHELLER, 
CVire  of  (he  Office  American  JDruggvtl'9  OwuJ^mr, 

New  York. 
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TO  IRON  MANUFACTURERS. 


<^t.  ;ikTl ») 


NASMYTH'S 


DIRECT  ACTINfi 


'     •         (Mbreick  &  Sons,  Solb  Manufacturers  in  the  United  States.) 

The  undersigned  call  the  attention  of  Iron  Manufacturers  to  the  superior  Quali- 
ties of  the  NasniTth  Steam  Hammer,  for  making  heavy  and  light  forgings,  nam- 
merin^  blooms,  too.;  many  improvements  in  which  have  of  late  years  oeen  intro- 
duced in  the  detail  of  construction,  rendering  them  very  reliable  and  efficient. 

Besides  the  form  of  frames  shown  in  the  wood  out,  (which- is  most  employed,) 
these  hammers  are  made  with  single  overhanging  frame,  giving  access  to  the  anvil 
on  three  sides,  and  on  the  larger  sizes  (50  ewt.  and  upwards^  the  side  frames  may 
be  forked  and  open  at  the  base,  allowing  access  to  the  anvil  in  all  directions. 

When  desirea,  .all  sises  are  made  double  acting,  so  that  steam  may  be  used  to 
increase  the  blow.  In  this  case  the  hammer  may  be  instantly  converted  into  i 
single  acting,  by  the  movement  of  a  handle. 

All  hammers,  when  single  acting,  have  the  effect  of  a  high  fall  Increased  by  the 
compression  of  air  above  the  piston.  This  device  also  prevents  brei^age  of  the 
parts  by  the  use  of  steam  of  too  high  a  pressure. 

The  force  and  rapidity  of  blow  may  be  instantly  modified,  or  the  hammer  may 
be  arrested  in  descent  at  any  point.    The  following  sizes  are  made,  viz: 


Wt  of  Ram. 

Height  of  jralU 

Wt  of  Anvil. 

Wtiur  Shipment 

Cwt. 

1  ft.  6  ins.  to 

Lbt. 

Llif.incld*g  anrO. 
6,100  to^,M0 

6 

2  ft  6  int. 

l^t.in. 

Lb8.excld*ffauTil. 

10 

34 

7,000 

9,860 

16 

8  4 

9.000 

10,860 

ao 

4 

16,200 

16,000 

80 

4 

16,300 

16,800 

40 

6 

20,000 

20.000 

50 

6 

23,000 

33,900 

80 

6 

12  tons. 

66,000 

HIO 

7 

16    *• 

100,000 

120 

,   7 

18    « 

120,000 

200 

10  • 

29    " 

1H8,000 

For  fVirth^r  informatioui  terms,  and  prices,  (with  or  without  anvils,)  address 

MERRICK  &  SONS, 
Souihwark  Foundry,  Philadelphia. 
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JOHH  FENINOTON  &  SON, 

BOOKSELLERS  &  IMPORTERS, 

JSTo.  127  SOUTH  SBYBNTH  8TBMMT, 


TBEDGOLD  ON  THE  STEAM  ENGINE.  New  ed.,  revised  by  Woodhouse. 
BURGH —SLIDE  VALVE  PRACTICALLY  CONSIDERED. 

Do.  PRACTICAL  RULES  FOR  STEAM  ENGINES  AND  BOILERS. 

MOLES  WORTH— POCKET-BOOK  OF  ENGINEERING  ^ORMULiBS. 
BOURNE.— RECENT  IMPROVEMENTS  IN  THE  STEAM  ENGINE. 

Do.  STEAM  BOILERS  AND  MODERN  PRACTICE. 

RANKINE.— THE  STEAM  ENGINE  AND  PRIME  MOVERS. 
PLATTNER  &  MUSPRATT  ON  THE  BLOW-PIPE. 
REED.— HISTORY  OF  SUGAR  AND  ITS  MANUFACTURE. 
CAMPIN.— THE  PRACTICE  OF  HAND  TURNING. 

HAND-BOOK  OF  TURNING,  with  patterns  and  ingtructions  for  working  them. 
COLBURN  ON  STEAM  BOILER  EXPLOSIONS. 

Do.  GAS  WORKS  OF  LONDON. 

Do.  HEAT,  COMBUSTION  AND  VAPORIZATION. 

JAMIESON.— MECHANICS  FOR  PRACTICAL  MEN. 
BERNAN.— ART  OF  WARMING  AND  VENTILATING. 
TURNBULL.— PRACTICAL  TREATISE  ON  STRENGTH  OP  TIMBER. 
PAGET  ON  WEAR  AND  TEAR  OF  STEAM  BOILERS. 
BOYD'S  NAVAL  CADET'S  MANUAL. 

DELAMATTER»S  ANCIENT,  MODERN,  ILLUMINATED.  ALPHABETS. 
WBALE'S  RUDIMENTARY  and  EDUCATIONAL  SERIES,  always  in  stock. 
CATALOGUE  OF  "CLASSICAL  WORKS''  and  "AMERICAN  HISTORY" 

RECENTLY  PUBLISHED. 


J.  P.  &  S.  beg  leave  to  call  the  attention  of  book-buyers  to  their 
stock  of  CLASSICAL,  ENGLISH,  FRENCH,  ITALIAN,  and 
SPANISH  BOOKS,  including  a  good  assortment  of  French  books 
for  the  use  of  Schools. 

Books  imported  to  order  from  England,  France,  and  Germany,  by 
every  steamer. 

Specially  imported  for  Colleges,  Societies,  and  Schools,  free  of  duty. 

Catalogues  received  and  bids  transmitted  for  books  to  be  sold  at 
auction  in  Europe. 

Subscriptions  effected  and  the  publications  received  for  American 
members  at  Foreisn  Societies. 

All  orders  for  American  publications  promptly  executed. 
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Contents  for  November,  1866. 
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LABOBATORY 


FOB  THB 


ANALYSIS  OF  COALS,  GASES,  &c. 


Especial  attention  given  to  the  Analysis  of  Coals,  and  the 
determination  of  their  fitness  for  the  production  of  Gas,  or 
for  use  in  Smelting,  or  for  Steam  purposes. 

Heating  power  expressed  in  value  of  best  hard  and  soft 
coals  in  the  market. 

ALSO, 

GAS  ENGINEERING  AND  COMMISSION  AGENCY, 

For  procuring  Coals,  Castings,  Fire-Brick  and  Tile ;  and  all 
other  materials  for  the  construction  and  repairing  of  Gas 
Works. 


3DIREOTI03>TS 

70B  THB 

SELECTION  AND  PREPARATION  OF  COAL  FOR  ANALYSIS. 


In  the  selection  of  samples  of  Coal  for  analytical  examination,  take  the  samples 
as  far  from  out-orop  as  possible,  with  specimens  from  the  centre,  top,  and  bottom 
of  yein. 

It  is  well  to  collect  seyeral  hundred  pounds  indiscriminately,  and  have  it  broken 
fine,  and  thoroughly  intermixed ;  from  this  mass  take,  say  50  pounds,  and  grind 
it  to  a  coarse  powder;  mix  thoroughly,  and  weigh  out  five  pounds,  which  trans- 
mit for  analysis.  ' 

Accompanying  each  sample  should  be  a  lamp  specimen,  (say  i  fi>.,)  from  centit 
and  sides  of  vein. 

Care  should  be  taken  to  include  an  average  amount  of  pyrites,  or  other  impurity 
occurring  in  the  Coal. 

'  •  A  memorandum  should  accompany  coal  intended  for  an  especial  purpose,  acd 
^e  examination  will  be  directed  to  its  suitability  for  such  purpose. 


Dr.  CHARLES  M.  GRESSON, 

417  WALNUT  8TBBET, 

PHILADELPHIA. 
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CRESSOIT'S 

GAS 
REGULATOR. 


Philadelphia. 


We  would  call  attention  to  a  new  GAS  REGULATOR,  invented  by  Dr. 
CHAS.  M.  CRESSON,  (late  Managing  Engineer  of  the  Philadelphia  Gas  Works,) 
possessing  great  ddicctqf  of  adjustment,  by  the  nse  of  a  peculiar  form  of  valre 
and  gas  holder,  goTeming  accurately  a  single  light,  with  a  capacity  to  pass  gas 
enough  for  the  full  number  of  lights,  and  the  abuity  within  the  instrument  itself 
to  increase  the  pressure,  when  the  greater  quantity  of  gas  is  required. 

Among  the  peculiar  advantages  of  this  Regulator,  that  make  it  preferable  to 
instruments  or  more  contracted  size,  which  re<|[uire  the  use  of  Mercury  or  FkxibU 
diaphragms,  the  following  deserve  especial  notice : 

^  First — The  free  motion  of  the  regulating  valve  through  considerable  space, 
g^ves  it  greater  delicacy  of  adjustment,  and  a  wider  range  of  consumption  in  a 
aingle  instrument,  than  is  possible  with  other  forms. 

Second»'-'T\i^  fluid  seal  of  Glycerine  used  in  this  EegukUar  avoids  the  dan^rs 
resulting  in  other  forms,  from  the  unwholesome  vapors  of  Mercury,  which,  passing 
off  with  the  Gas,  are  disseminated  throughout  the  rooms  in  which  it  is  burned, 
subjecting  the  occupants  to  all  the  ddderious  effects  of  Mercury  upon  the  human 
system,  and  especially  upon  the  lungs  and  skin,  when  it  is  thus  diffused  as  vapor. 
The  accidental  overflow  of  Mercury  from  these  mercurial  seals  has  often  injured 
valuable  gas  meters,  the  cost  of  which  has  necessarily  been  charged  to  the 
consumer. 

Where  the  use  of  Mercury  in  Resistors  is  avoided  by  the  substitution  of  a 
flexible  diaphragm^  the  resulting  difiiculties  are  also  numerous ;  one  is  the  liability 
to  leakage  and  explosion  of  gas ;  another,  the  loss  of  flexibility  and  consequent 
inefficiency  by  a^  and  exposure  to  cold ;  and  thirdly,  the  inherent  vice  of  want 
of  delicacy  of  adjustment  and  range  of  action. 

To  remedy  these  faults,  the  "  Cresson  Regulator  "  was  invented,  and  wherever 
introduced  it  has  given  the  greatest  satisfaction,  always  producing  a  steady  light, 
and  regular  consumption,  with  a  saving  of  firom  tweviy  to  thirty  per  cent,  in 
amount  of  gas  consumed. 

Letters  Patent  have  been  granted  for  this  Regulator,  both  in  the  United  States 
and  England.  It  is  manufactured  by  the  "AMERICAN  METER  COMPANY," 
of  New  York,  Philadelphia,  and  Boston,  for  us  alone,  and  for  sale,  wholesale 
and  retail,  at  our  ware-house  in  this  city,  where  all  orders  and  letters  should  be 
addressed. 

The  following  is  an  extract  from  the  Journal  of  the  Franklin  Jhstiiute,  dated  Oct 

18, 1865 :  "An  experimental  trial  was  then  made  as  to  the  quantity  of  gas  consumed 

by  the  burners  when  under  regulation  to  their  maximum  economy,  and  also  the 

amount  consumed  by  the  same  burners  when  subjected  to  the  ordinary  variations 

f  street  pressure. 

"  The  result  showed  that,  with  the  Regulator  there  was  uniformly  78  cubic 
feet  of  gas  per  hour  consumed,  being  an  average  of  3  7-10  cubic  feet  per  burner; 
whilst  without  the  Regulator,  the  same  burners  consumed  from  106  to  140  cubic 
feet  per  hour,  the  average  being  126  cubic  feet,  or  6  feet  per  hour  to  each  burner.'' 

FAIRBANKS  &  SWING, 

715  CHESTJirT  8TREET. 
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A  NEW  WORK  ON  STEAK  ENGINEERXNG. 


JUST  PUBLISHED 


IV 


STEAM   ENGINEERING, 

By  B.  F.  ISHERWOOD,  Chief  Eng.  U.  S.  Navy: 

CHIXF  OF  THB  BUBEAU  Of  STBAK  KNOINKlUtINO, 
NAVY   DEPARTMENT: 

Made  principally  to  aid  in  ascertaining  the  comparatiTO  economic  efficiency  of 
Steam  used  with  different  measures  of  esepansion ;  and  the  absolute  ooet  of  the 
power  obtained  therefrom  in  weights  of  Fuel  and  Steam. 

The  causes  and  quantities  of  the  condensations  in  the  Cylinder ;  the  economio 
effect  of  steam-jacketing^  and  eteam  superheating,  an4  of  xarious  proportions  of 

Cylinder  capacity  for  the  same  weight  of  Steam  used  per  stroke  of  piston. 

• 

The  economio  and  absolute  evaporative  efficiencies  of  Boilers  of  different  types 
and  proportions.  The  comparatiye  calorific  values  of  different  Coals  as  steam 
generators.   The  performance  of  United  States  War  Screw  Steamers,  &o.»  &c.,  &c« 

THE  WHOLE  BEING 

OBiaiNAL  XATTEB,  OO^OSED  O^P  EXTENSIVE  EZPEKIHENTS  VADE  BY  THE 

r.S.  liA¥T  OEPARTBIEJIT, 

ILLUSTBATED    BY    STEEL    PLATES. 

TWO    VOLUMES- 

1863-65. 


PRIOE-Vol.  1,  $10.    Vol.  3,  $15. 


WILLIAM  HAMILTON, 

HALL  Oy  THE  PBANBILIN  INSTITUTE,  PHILADELPHIA. 


Digiti 


zed  by  Google 


_j  PALMER' 

-,t*llTS.  BEST  JJ^ 

"        PRINCIPAL  OFFICE 
1609  CHESTNUT  STREET 

PHILADELPHIA. 

ADDRESS      THE      INVENTOfl. 

DR.  B.  FRANK.  PALMER.  Pres  ^  A.A.L1M8  ca 

Dr.  PALMER  gives  personal  attention  to  the  burinegs  of  hia  profeesion,  aided  "by 
men  of  the  best  qualifications  and  the  greatest  experience.  He  is  specially  com- 
missioned by  the  GOVERNMENT,  and  has  the  patronaere  of  the  prominent  OFFI- 
CERS of  the  ARMY  and  NAVY.  SIX  MAJOR-GENERALS,  and  more  than 
a  thousand  less  distinguished  officers  and  soldiers,  have  worn  the  PALMKE 
LIMBS  on  active  duty,  while  still  greater  numbers  of  eminent  civilians  are,  by 
their  aid,  filling  important  positions,  and  effectually  conceal  their  misfortune. 

•  ADVICE  AND  PAMPHLETS  GRATIS. 

To  avoid  the  imposition  of  COPYISTS,  apply  only  to 

de.  b.  frank,  palmer. 


OEETinCATE  OF  COL,  W.  S.  KINa,  U.  S.  A.,  STTPT.  OF  U.  8,  A.  GEHEEAL  HOBPITALS, 
Oonoernlnar   ^rtlAoial   I^lml>8. 

Col.  King  was,  for  several  years,  Mrdioal  Director  of  the  great  central  De- 
partment OK  Pknnsylvania.  and  estiiblished  the  only  large  Army  Hobfital 
which  was  devoted  exclusively  to  the  treatment  of  the  mutilated. 

Office  of  Superintendent  IT.  S.  A.  General  HoariTALS, 
Cincinnati,  Ohio,  March  15th,  lg66. 
Having  acted  as  Medical  Director  during  three  years  of  the  war,  it  became  my 
duty  to  give  orders  for  artificial  limbs  to  mutilated  soldiers,  and  as  Dr.  B.  F.  PAL- 
MER'S LIMBS  were  generally  preferred,  a  large  majority  of  the  or- 
ders WERE  given  on  fliM  to  fumish  the  necessary  limbs.  So  far  as  my  know- 
ledge extends,  the  liml»s  furnished  by  Dr.  Palmer  have  given  most  satisfaction, 
and  this  also  is  the  testimc^ny  of  hospital  stewards  and  non-commission- 
ED  officers  on  duty  at  the  various  hospitals  in  my  charge,  who  have  had  oppor- 
tunities of  seeing  the  men  after  they  had  received  and  used  the  limbs  furnished  to 
them ;  and  I  have  therefore  no  hesitation  in  saying  that,  in  my  OPiNioif,  thet 

ARE  FREf  ERABLS  TO  ALL  OTHERS. 

WM.  S.  KING, 
Brevet  Colonel  and  Surgeon,  U.  S.  A. 

SEAMLESS  BRASS  TUBES 

AND 

SEAMLESS  COPPER  TUBES, 

FOR 

Locomotivey  Mariney  and  Stationary  BoilerSy 
MANUFACTURED   BY   AMERICAN   TUBE   WORKS, 

BOSTON,   MASS. 
JOSEPH  H.  COTTON,  Treasurer,  No.  105  St^te  Street. 
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A.  SiLlFE  STEAM   BOILER. 


The  Subscriber  is  prepared  to  receive  orders  for  the 

"HARRISON  STEAM  BOILER/' 

IN  SIZES  TO  SUIT  PURCHASERS. 

Th9  attention  of  Manufacturers  and  others  is  called  to  the  new  Steam  Gekera- 
VOB,  as  combining  essential  advantages  in  absolute  safety^  from  destructive  eicplo- 
sion,  first  cost  and  durability,  economy  of  fuel,  facility  of  cleaning  and  transporta- 
tion, &C.,  &c,,  not  possessed  by  any  boiler  now  in  use. 

These  boilers  may  be  seen  in  daily  operation,  ddving  the  extensive  works  of 
Messrs.  Wm.  Sellebs  &  Co.,  Sixteenth  and  Hamilton  Streets ;  at  S.  W.  Cattei.l's 
Faotobt,  Spruce  Street}  Schuylkill ;  and  at  Gabsed'b  Tbemomt  Kill,  Frankford. 

JOSEPH,  HARRISOiV,  Jr.^ 

N*  E.  Oor.  of  Market  and  Juniper  Sta.,  (Penn  Square,) 
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PATENT  AGENCY  OFFICES 

MESSBS.  MUNir  &  COMPANT. 


Mrssrs.  Munk  &  Co.,  Editors  and  Proprietors  of  the  Scientific  American^  are 
conducting  the  most  successful  Agenct  for  securing  the  Riquts  of  Inybntors  to 
be  found  in  the  United  States.  They  have  been  personally  familiar  with  the  pro- 
gress of  Invention  and  Discovery  for  the  past  sixteen  years,  and  have  prepared 
and  conducted  within  this  period  more  Patent  cases  than  any  other  Agenct  ik 
THE  World.  As  an  evidence  of  the  confidence  reposed  in  their  ability  and 
integrity,  they  may  with  propriety  refer  to  the  extraordinary  fact  that  oyer  two 
THOUSAND  PATENTS  havc  issucd  to  their  clients  during  the  brief  space  of  only  two 
TEARS ;  and  during  the  same  period  they  have  examined,  through  their  efficient 
Branch  Office  in  Washington,  into  the  novelty  of  about  three  ibmteand  hittiititma^ 
ihna  affording  to  them  a  knowledge  of  the  contents  of  the  Patent  Office  «nrivai«Kt 
by  any  existing  Agency.  Not  only  this,  but  more  than  one-half  of  all  th^  Patents 
secured  by  American  citizens  in  European  countries  are  taken  through  MuNm  k 
Co.'s  AGBNCfiss  IN  London,  Paris,  Brussels,  Berlin,  and  Vienna. 

A  Manual  of  Advice  How  ic  secure  American  and  Foreign  PateniB  wf1i'b# 
sent,  free  of  charge,  to  all  who  may  wish  for  them.  Messrs.  Mann  A  OoM  piin- 
oipal  Offices  in  New  York  are  removed  from  128  Fulton  Street^  to  the  epadiouA 
rooms  in  the  new  Park  Buildings,  Nos.  37  Park  Row,  eastern  side  of  the  City  Hall 
Park,  and  145  Nassau  Street,  where  all  communications  should  be  addressed,  and 
where  Inventors  are  cordially  invited  to  call  Whenever  thoy  visit  the  city.  Their 
Branch  Office  in  Washington  City  is  on  the  corner  of  F  and  Seventh  Streets«  tli« 
rectly  opposite  the  Patent  Office.  Munn  &  Co.  refer  by  permission  to  Hon.  Jt 
Holt,  Hon.  C.  Mason,  and  Hon.  W.  D.  Bishop,  Ex-Commissioners  of  Patents,  and 
to  over  ten  thousand  Inventors  in  the  United  States  whose  papers  have  been' 
prepared  and  prosecuted  through  their  Agency. 

Address, 

No.  37  Park  Row,  New  York  City. 

■  ■  ■  —     'y 

SHEFFIELD  SCIENTIFIC  SCHOOL. 


TALE  C0IXI»B. 

•  •    •  31 

The  regular  courses  in  this  department  of  Yale  College  embrace  instructipfn  in 
Theoretical  and  Practical  Chemistry  and  Mineralogy;  in  Civil,  Mechanical,  and 
Hining  Engineering,  and  Metallurgy ;  in  Agriculture,  Botany,  Zoology,  Gkology, 
Physical  Geography,  and  the  French  and  German  languages,  etc.  The  fUll  course 
of  study  extends  through  three  years.   The  next  College  year  will  commence  Sept  18. 

For  circulars  with  further  particulars  apply  to 

Prof.  GEORGE  J.  BRUSHi  Secreiarl, 
*  New  Haven,  Connecticut 
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HENRY  HOWSON'S 
PHILADELPHIA  AGENCY  TOR  PROCURING  PATEIITS 

IN  THB 

UNITED  STATES  AND  EUROPE, 

FORREST  PLACE,  No.  UZ\  SOUTH  FOURTH  STREET, 
PHILADELPHIA. 


AGENCIES  IN  LONDON,  EDINBURGH,  DUBLIN,  MANCHESTER, 

PARIS,  BRUSSELS,  VIENNA,  LEIPSIO.  BERLIN, 

AND  OTHER  EUROPEAN  CITIES. 


H.  Howaov  prepares  Specificationg,  Drawings,  Deeds  of  AfsignmeDt,  condacU 
Interferences,  Appeals,  Applications  for  Re-issues,  Extensions,  &c.,  attends  to  the 
filing  of  Caveats,  Reports  as  to  the  Patentability  and  Utility  of  Inventions,  and 
also  acts  as  Consulting  Attorney  to  either  counsel,  plaintiff,  or  dcfenc^nt,  in  suita 
at  law  respecting  Patents. 

A«  H.  H.  visits  Washington  monthly,  he  is  prepared  to  take  charge  of  rqected 
applications,  and  argue  such  cases  before  the  Examiners  and  Commissioner,  tfaoa 
•aving  to  inventors  the  annoyance  and  expense  of  personal  visits  to  Washington. 

Burlington,  Iowa,  October  2,  1867. 
DSAB  Sir:  I  take  this  occasion  to  state  to  you,  that  tor  several  years  past  I 
trave  been  acquainted  with  the  manner  in  which  you  have  conducted  your  business 
as  Patent  Solicitor.  This  has  always  been  highly  creditable  to  yourself,  and  satis- 
factory to  the  Patent  Office.  You  understood  your  cases  well,  and  presented  them 
in  that  intelligible  form  which  generally  insures  success.  I  make  this  Certificate 
in  hopes  that  it  may  be  serviceable  to  you  in  continuing  to  find  that  employment 
in' your  profession  to  which  your  industry,  intelligence,  and  courteous  bearing  so 
Justly  entitle  you. 

Yours,  very  truly, 

CHAS.  MASON,  Late  Commissioner  of  Patent. 
To  HxKBT  Bowsoy,  Esq. 

DRAWING. 

fYlHE  subscriber  would  respectfully  inform  his  friends  and  the  public,  that  heoon- 
JL  tinues  to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPOGRA- 
PHICAL, and  LANDSCAPE  DRAWING,  and  PAINTING  In  OIL  and  WA- 
TER COLORS.  Day  and  Evening  Classes  at  the  office,  and  infttructions  given  in 
Schools  and  Families.  Drawings  for  Patents  correctly  made,  and  Designs  furnished. 

JOHN  KERN, 
No.  229  North  Tenth  Street- 


REFERENOSS. 
P.  P.  ROTHERMEL,  Esq.  WM*  HAMILTON, 

D.  R.  ASHTON,  Esq.  Actuary  Frank,  (net. 
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THE  FRANKLIN  INSTITUTE 

OF  THE  STATE  OF  PENNSYLVANIA, 


FOB  TBI 


PROMOTION  OF  THE  MECHANIC  AUTS. 


DEGEHIBER,  1866. 


CIVIL  AND  MECHANICAL  ENGINEERING. 


The  Fe$tiniog  Railway. 

]From  the  London  Cir.  Eng.  and  Architects'  Joarnal,  September,  1866. 
(Continued  from  page  828.) 

Mr.  G.  P^  Bidder,  Past  President,  said  he  had  listened  to  the  paper 
with  great  interest.  It  was  an  evidence  that  the  author,  as  a  govern- 
ment official,  had  a  view  to  the  commercial  results  of  railways.  This 
system  was  not  propounded  as  a  measure  of  economy,  in  other  respects^ 
than  that  there  were  cases  in  which  the  economy  of  constructing  the 
narrow  gauge  should  be  considered,  where  it  could  be  introduced,  for  the 
sake  of  the  curves  and  gradients,  in  districts  where  the  broader  gauge 
could  not  be  introduced.  That  was  the  only  ground  on  which  this  ques- 
tion could  be  fairly  considered;  but  the  author  did  not  pretend  that  a 
Barrow  gauge  could  be  worked  more  cheaply  than  a  broad  gauge.  The 
arguments  adduced  in  favor  of  the  economy  of  working  the  narrow 
gauge,  if  followed  out,  would  lead  to  the  conclusion  that,  if  there  were 
no  gauge  at  all,  a  railway  could  be  worked  for  nothing.  The  question 
was,  not  the  cost  of  moving  a  carriage,  but  at  what  cost  a  ton  of  mine- 
rals, or  coals,  or  a  hundred  passengers  could  be  moved.  As  a  matter  of 
practice,  a  ton  of  minerals,  or  a  hundred  passengers,  could  not  be  moved 
on  a  narrow  gauge  more  cheaply  than  on  a  broad  gauge.  That  it  was  so  in 
this  case  was  shown  in  the  figures  given  in  the  paper;  for  although  the 
substitution  of  steam  traction  in  place  of  horses  was  undoubtedly  a  proper 
thing  to  do,  yet  he  did  not  understand  the  author  as  propounding  the 
question  of  these  narrow  gauge  railways  to  show  that  the  cost  of  work- 
ings ton  for  ton,  and  passenger  for  passenger,  was  any  cheaper  than 
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working  on  a  broader  gange.  The  author  said  distinctly,  he  did  not  pro- 
pose this  narrow  gauge,  except  in  isolated  places,  as  in  the  instance 
given  between  Festiniog  and  Portmadoc,  where  the  railway  took  the 
slates  from  the  quarries  to  the  ships,  and  had  no  connexion  with  any 
other  railway.  But  a  break  of  gauge,  whether  in  India  or  elsewhere, 
was  an  avowed  evil  and  could  only  be  reconciled  by  the  advantages  of 
economy  of  construction,  as  compared  with  the  cost  and  inconvenience 
of  transshipment.  As  to  these  railways,  he  had  no  doubt  for  short 
branches  or  extensions,  or  even  for  village  lines,  it  might  be  useful  to 
introduce  them.  But  in  this  country  there  were  what  were  called  the 
^^  Standing  Orders  of  Parliament,"  which  interfered  very  much  with 
such  lines.  Engineers  were  allowed  to  deviate  5  feet  vertically  in  open 
country,  and  were  restricted  to  2  feet  in  towns.  Anything  more  absurd 
than  that,  it  was  impossible  to  conceive.  In  the  neighborhood  of  Lon- 
don, where  the  country  was  flat,  a  limit  of  6  feet  might  be  suitable;  but 
in  districts  where  the  inclination  of  the  surface  of  the  ground  was  1  in 
5,  or  1  in  6,  the  100  yards  of  lateral  deviation  might  change  the  work 
from  cutting  to  embankment ;  and  the  5  feet  might  require  to  be  20  feet, 
or  80  feet.  Parliament  said,  "A  railway  shall  not  cross  a  public  high- 
way in  this  country  if  it  interferes  with  its  level,  excepting  it  be  made 
with  a  gradient  of  1  in  20  for  a  parish  road,  and  1  in  80  for  a  turnpike 
road;  nor  shall  it  cross  a  road  on  the  level,  without  permission."  Of 
course,  these  were  questions  of  local  circumstances:  1  in  20  might  be 
a  proper  gradient  for  London ;  but  there  were  districts  where  the  nor- 
mal gradients  were  1  in  7  or  1  in  10,  and  where  the  traffic  might  amount 
to  three  vehicles,  or  four  vehicles  per  day.  No  attention  was,  however, 
paid  to  that  fact,  nor  were  the  reasons  listened  to,  but  a  gradient  of  1 
in  20  was  insisted  on.  He  had  had  to  say,  on  one  occasion,  in  committee, 
that  if  such  conditions  were  to  be  abided  by  he  could  not  prove  the  pre- 
amble, for  the  gradient  of  the  valley  1  in  11,  1  in  20  would  go  quite 
acrosa  the  valley.  But  what  he  proposed  was,  to  spend  X500  in  improv- 
ing the  road  on  the  other  side  of  the  railway,  leading  to  the  nearest  vil- 
lage, and  then  the  bill  was  passed. 

With  regard  to  level  crossings,  he  feared  he  had  been  a  great  offender, 
for  on  one  line  he  had  as  many  as  thirty-eight  level  crossings  on  as  many 
miles  of  railway.  But  now  the  rule  was,  that  there  should  be  no  level 
erossings.  In  consequence  of  this,  where  the  Great  Eastern  Railway 
erossed  a  country  road  at  its  apex,  at  a  most  convenient  place  for  a  sta-* 
tion,  especially  for  minerals,  the  engineer  was  compelled  to  avoid  mak- 
ing a  level  crossing,  though  it  was  near  the  highest  point  of  the  coontiy, 
and  to  raise  that  road  15  or  16  feet,  at  a  cost  he  believed  of  £7000  or 
£8000.  The  company  could  not  have  a  station  there,  the  opening  of  the 
line  was  delayed  for  several  months,  and  the  thing  was  a  nuisance  to 
the  neighborhood. 

He  offered  these  remarks,  because  this  pa  per  showed,  that  the  author's 
mind  was  directed  to  commercial  results.  He  said  in  effect  *^  where  the 
broad  gauge  is  inappropriate  have  a  narrow  gauge."  He  agreed  with 
him ;  but  the  question  of  commercial  consideration  entered  as  much  int» 
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broad  M  into  the  narrow  gauge  railways,  and  regard  mnst  be  had  to  the 
looal  circumstances  where  each  gange  might  be  applied. 

Mr.  E.  Woods  thoaght  it  was  evident,  from  the  obserrations  which 
had  been  made,  that  no  one  system  conld  belaid  down,  nor  anyone  gange 
be  fixed  npon,  as  applicable  to  all  conditions  of  locality,  traffic,  fro.,  bat 
that  each  district  must  be  treated  according  to  its  circumstances.  Wildi 
regard  to  the  Indian  gauge  of  5  feet  6  inches,  he  could  quite  understand, 

p  it  was  most  desirable  to  construct  branch  lines  on  the  same  gauge  as  the 
main  lines,  and  in  a  flat  country  like  India  the  difference  of  cost  as  be- 
tween a  gauge  of  5  feet  6  inches  and  a  narrower  gauge  would  not  be 
great,  the  principal  item  being  in  the  additional  length  of  the  cross-slee- 
pers. The  rails  might  be  lighter  than  those  of  the  main  line,  and  the 
engines  for  working  the  branches  made  light  in  proportion.  Six  years 
»go  he  had  to  construct  a  railway  in  Chili,  27  miles  in  length.  The 
line  was  situated  in  the  lower  range  of  the  Andes,  where  the  gradients 
were  necessarily  severe  and  the  curves  sharp.  He)*e  curves  of  500  feet 
radius,  in  combination  with  gradients  varying  1  in  20  to  1  in  80,  con- 
stantly occurred.  It  was  said,  by  the  engineers  of  the  country,  that  it 
would  be  impossible  to  work  that  line  with  locomotives,  and  accordingly 
it  was  laid  out  for  mule  traffic,  and  it  was  worked  by  mule  power  for 
eighteen  months«  But  owing  to  the  seasons,  of  drought,  and  other  causes, 
the  expenses  of  working  were  so  high,  that  a  decision  was  come  to  by 
the  Directors  to  work  the  line  by  locomotive  power.  He  was  called 
upon  to  design  the  engines,  and  in  his  design  he  limited  the  weight  on 
the  driving-wheels  to  7^  tons,  but  the  difficulty  was  to  get  sufficient  ad- 
hesion to  take  the  loads  up  the  severe  inclines  of  1  in  20  for  7  miles, 
and  of  1  in  SO  for  12  miles.  That  difficulty  was  overcome  by  putting  6 
driving-wheels  to  the  engines,  and  placing  the  front  end  on  a  bogie  truck. 
The  rails,  of  42  lbs.  to  the  yard,  had  stood  exceedingly  well,  and  up  to 
this  time  were  in  good  working  order,  for  though  the  engines  weighed 
30  tons,  the  weight,  being  distributed  over  so  many  wheels,  had  pro- 
duced no  sensible  injury  to  the  rails.  The  ordinary  working  speed  <m 
the  inclines  was  about  12  miles  per  hour. 

From  the  experience  of  the  working  of  that  line,  it  was  evident  that 
railways  of  light  and  inexpensive  construction  might  be  advantageously 
worked,  if  due  regard  were  paid  to  the  adaptation  of  suitable  rolling  stock. 
Mr.  W.  Bridges  Adams  said,  in  dealing  with  the  question  of  light  rail- 
ways, there  were  two  aspects  from  which  to  regard  them,  the  commer- 
cial and  mechanical.  The  latter  might  be  a  toy,  but  the  former  must 
have  reference  to  utility.  The  object  being  to  transport  materials  and 
men,  there  must  be  sufficient  volume  in  the  carriages  to  hold  them  con- 
veniently. Now,  it  was  not  convenient  to  have  the  dimensions  so  reduced 

.  as  to  render  it  necessary  to  strap  the  passengers  to  the  seats  to  prevent 
oversetting.  It  was  quite  true,  that  the  narrower  the  gauge  the  shorter 
might  be  the  distance  between  the  axles,  if  rigidly  parallel,  so  as  to  fa- 
cilitate passing  round  sharp  curves;  but,  on  the  other  hand,  the  longer 
the  vehicle  the  steadier  would  it  run,  and  the  rigid  structures  which  for- 
werlj  needed  straight  lines  of  way  or  very  flat  curves,  might  now  cease 
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to  be  rigid,  bj  proTision  being  made  for  the  axles  to  radiate  on  cnrres, 
and  point  truly  to  the  centres  of  those  curves.  By  this  arrangement, 
and  by  the  use  of  spring-tires,  permitting  the  wheels  to  slip  within  the 
tires,  it  was  now  practicable  for  carriages  or  engines,  with  extreme 
wheels  25  feet  apart,  to  roll  without  rail  friction  round  curyes  of  2  chains 
radius,  and  this  fact  rendered  the  width  of  gauge,  whether  2  feet  or  7 
feet,  a  matter  of  indifference  as  regarded  curves.  On  the  Norwegien 
line  of  8  feet  6  inches  gauge,  engines  of  that  class  were  now  working. 

In  considering  the  cost  of  gauge,  the  saving  could  not  be  in  the  rails, 
but  only  in  the  length  of  the  sleepers  and  the  quantity  of  ballast,  bridges, 
&c.  The  axles  might  be  shorter,  and  material  might  be  saved  in  length 
of  cross-framings,  but  it  did  not  follow  that  this  was  economical.  With 
a  given  load,  there  was  a  certain  space  required  to  stow  it,  and  there  was 
a  certain  proportion  of  length  to  breadth  of  train  which  gave  the  best 
results  in  traction.  A  long  narrow  train  was  disadvantageous,  and  es- 
pecially so  on  very  sharp  curves.  The  proportion  of  the  width  of  rail 
gauge  to  the  width  of  the  carriages  was  another  consideration.  As  a 
mechanical  rule,  the  carriage  bodies  might  be  safely  made  double  the 
width  of  the  gauge.  Beyond  that  width  there  would  be  a  tendency  to 
unsteadiness.  A  2-feet  gauge,  by  that  rule,  would  only  admit  a  carriage 
.  4  feet  wide,  and  that,  even  with  passengers  back  to  back,  was  very 
cramped.  Again,  with  passengers  so  placed,  3  feet  in  length  of  the  car- 
riages would  only  carry  four  passengers;  while  seated  fore  and  aft 
eight  passengers  could  be  carried  in  a  4-feet  length  of  carriage,  with  a 
8-feet  gauge  of  rails,  t.e.,  one-fourth  increase  in  length  of  train  would 
double  the  number  of  passengers  or  volume  of  goods. 

With  a  2-feet  gauge  and  wheels  2  feet  in  diameter,  the  boiler  and  fram- 
ings should  be  carried  above  the  wheels  altogether.  With  a  gauge  of  8 
feet  6  inches,  the  boiler  might  be  between  the  wheels ;  and  engine-wheels 
of  only  2  feet  in  diameter  seriously  damaged  the  rails  if  heavily  loaded. 
If  of  larger  diameter,  better  adhesion  might  be  attained.  The  worst 
gradient  on  the  Festiniog  line  appeared  to  be  1  to  60,  but  with  heavier 
gradients  heavier  engines  would  be  needed,  and  there  was  now  no  diffi- 
culty in  constructing  engines  with  eight  drivers  to  roll  round  curves  of 
2  chains  on  any  gauge.  The  very  important  feature  in  the  engine  de- 
scribed was  the  great  pressure  of  steam — 200  lbs.  to  the  inch. 

There  was  no  doubt  that  narrow  gauges  might  be  made  at  less  cost 
than  wide  ones,  but  it  was  doubtful  if  any  material  saving  could  be  made 
by  reducing  a  S-feet  gauge  to  a  2-feet  gauge,  when  it  was  considered, 
that  the  upper  structures  of  the  train  must  be  provided  with  sufficient 
space  for  convenience. 

There  was  one  reason  why  it  was  desirable  to  make  branch  lines  of 
a  narrower  gauge  than  main  lines  when  the  traffic  was  light,  viz :  to  pre- . 
vent  heavy  engines  and  vehicles  from  running  on  and  destroying  them. 
But  in  the  coal  traffic  it  was  desirable  and  possible  to  employ  wagons 
of  the  greatest  capacity  and  length,  capable  of  running  round  the  sharp- 
est possible  curves  and  up  to  the  pit's  mouth,  and  in  this  case  it  was  better 
to  have  no  break  of  gauge.  On  a  gauge  of  4  feet  8|  inches,  it  was  quite 
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prsctmable  to  use  8-wheel  wagons,  40  feet  loog,  by  9  feet  wide,  with 
an  internal  capacity  of  1600  cubic  feet. 

Mr.  Gregory,  y.P.,  said,  he  was  prepared  to  recognise  the  propriety 
of  the  measures  adopted  on  the  Festiniog  Railway,  under  circumstances 
which,  he  thought,  wer€  special  and  peculiar ;  but  the  Institution  and 
the  profession  would  be  bold  if  they  attempted,  on  the  data  now  before 
them,  to  adopt,  ashadbeen  suggested,  the  idea  of  a  supplementary  narrow 
gauge  for  all  stnall  branch  lines.  He  believed  that  the  advantage  of  such 
a  gauge  was  limited  to  local  conditions,  such  as  those  described  in  the 
paper.  There  was  an  old  line  having  branches  into  several  slate  work- 
ings, and  on  account  of  the  gauge  already  existing  in  those  workings, 
and  the  character  of  the  works  and  the  curves  of  the  Festiniog  Railway 
itself,  it  would  have  been  exceedingly  diflScult  to  adopt  the  ordinary 
gauge;  therefore  the  managers  had  endeavored  to  make  the  most  they 
could  of  an  exceptionally  narrow  gauge,  by  converting  the  main  line  into 
a  line  for  general  goods  and  passengers.  They  also  did  well  to  introduce 
locomotive  power  on  the  line;  but  all  who  heard  the  paper  must  feel  that 
this  was  done  under  difficulties.  He  must  record  his  protest  against  the 
theory,  that  the  cost  of  the  working  expenses  of  railways  was  in  pro- 
portion to  the  cubes  of  their  width  of  gauge.  The  quantity  of  goods,  or 
the  number  of  passengers  to  be  carried,  was  an  essential  element  in  such 
a  question,  and  he  thought  that  it  might  with  as  much  correctness  be 
nffirmed  that  Messrs.  P'lckford  could  carry  on  their  business  more  cheaply 
in  costerntongers'  carts  than  in  their  usual  vans.  This  illustration  would 
flhow  that  such  a  theory  could  not  be  practically  supported.  He  was  sure 
while  Mr.  England  had  got  work  out  of  an  engine^  under  difficult  cir- 
<;umstances,  with  an  exceptionally  narrow  base,  that  gentleman  would 
«tatc  that  he  could  obtain  greater  power,  and  more  economy  for  a  large 
Amount  of  work,  if  he  had  a  wider  base  to  work  upon. 

In  considering  the  circumstances  under  which  an  exceptionally  narrow 
gauge  might  be  adopted,  it  became  necessary  to  investigate  its  supposed 
advantages.  Setting  aside  the  idea  of  any  saving  in  working,  when  there 
was  anything  beyond  a  very  limited  traffic,  these  advantages  appeared 
to  be  classed  principally  under  two  heads,  viz:  first,  a  saving  in  cost 
of  construction,  and,  secondly,  the  easier  use  of  sharp  curves* 

What  had  been  done  on  the  Festiniog  Railway  to  make  the  mosjt  of 
its  capabilities  did  not  point  to  much  saving  in  first  cost;  indeed,  it 
seemed,  as  had  been  remarked,  that  the  saving  would  extend  to  little 
beyond  sleepers  and  ballast.  It  was  pointed  out  in  the  paper,  that  to 
make  the  most  of  the  wagon  and  carriage  room,  the  rolling  stock  over- 
hang so  Car  that  a  width  of  4  feet  6  inches  was  required  between  the 
rail  and  any  bridge  piers,  and  a  7-feet  «pace  between  any  two  lines  of 
rail;  the  result  would  be  the  necessity  for  a  minimum  structure  width 
for  a  single  line  of  11  feet,  as  compared  with  12  feet  8  inches  on  the 
•ordinary  gauge,  And  for  a  double  line  a  width  of  20  feet,  as  ^^ompared 
with  28  feet  5  inches  in  the  ordinary  gauge  of  4  feet  8}  inches.  Such 
s  difference  wo«Id  produce  so  small  a  saving  in  the  cost  of  the  works 
as  not  to  compensate  for  the  disadvantages  of  faaung  a  very  narrow 
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wheel  base,  lehich  would  limit  the  power  of  the  engine,  and,  in  the  event 
of  the  derangement  of  the  permanent  way,  would  cause  such  unsteadi- 
ness in  running,  that  the  speed  common  on  ordinary  railways  would  be 
dangerous. 

With  regard  to  curves,  the  friction  arising  from  the  different  length 
of  the  arcs  of  the  outer  and  inner  rails  was  greater  on  a  broad  gauge 
than  on  a  narrow  gauge,  and  as  rolling  stock  was  at  present  generally 
constructed  with  rigidly  parallel  axles,  the  most  obvious  advantage  of 
an  exceptionally  narrow  gauge  was  the  smaller  radius  of  curves  that  might 
be  adopted.  But,  he  thought,  modern  improvements  were  going  far  to 
overcome  the  difficulties  of  sharp  curves,  and  he  recognised  the  great 
value  of  such  inventions  as  Mr.  Adams'  radial  axles,  by  the  application 
of  which  to  the  ordinary  engines  and  rolling  stock  of  the  country,  trains 
might  run  round  sharp  curves  on  the  ordinary  gauge  as  freely  as  on  a 
narrower  one. 

As  these  two  supposed  advantagesseemedlikely  to disappear,he  there- 
fore concluded  that,  seeing  the  loss  which  took  place  by  the  uneconomi- 
cal application  of  the  power  of  the  engine,  the  fact  that  the  ordinary 
gauge  admitted  of  rolling  stock,  which  would  bear  a  smaller  proportion 
of  dead  weight  to  the  weight  carried,  and,  last  but  not  least,  the  evils  of 
a  break  of  gauge,  it  might  be  concluded,  that  if  there  was  to  be  an  ex- 
ceptionally narrow  gauge  in  this  country,  it  could  only  be  advantage- 
ously applied  to  exceptional  cases. 

Mr.  T.  E.  Harrison  said,  he  entirely  agreed  that  it  would  be  absurd 
to  say,  because  this  narrow  gauge  had  been  successful  in  its  application 
in  a  particular  state  of  things,  therefore  it  was  applicable  generally. 
The  particular  case  where  it  was  applied  was  one  in  which  the  main  traffic 
of  the  line  was  in  slates,  and  the  trucks  were  taken  to  where  the  slate 
was  quarried,  and  where  no  large  wagon  could  go.  The  slate  was  un- 
avoidably brought  down  inclined  planes  in  narrow  wagons,  and,  if  the 
gauge  of  the  main  line  had  been  broad,  must  have  been  reloaded  into 
broad  gauge  wagons.  At  Portmadoc  the  slates  would  have  to  be  again 
transferred  from  the  wagons  to  the  ships  alongside  the  quays:  this  nar- 
row gauge  was  therefore  the  best  means  of  conveying  them  to  the  port 
of  shipment.  As  to  the  mode  adopted  for  the  conveyance  of  passengers, 
no  doubt  it  was  ingenious,  and  people  traveled  on  the  line  with  a  good 
deal  of  comfort;  but  the  works  were  so  narrow  that,  when  the  train  was 
standing  still  in  a  cutting,  a  passenger  could  hardly  make  his  way  past 
the  edges  of  the  carriages.  That  was  not  a  railway  which  could  be  taken 
as  a  sample  of  what  was  desirable.  It  was  a  clever  adaptation  of  a  state 
of  things  which  previously  existed,  and  which  had  been  designed  with 
a  different  object,  and,  as  far  as  it  went,  it  was  exceedingly  good;  but 
to  suppose  that  the  principle  upon  which  it  was  constructed  was  to  be 
applied  to  an  unlimited  extent  where  railways  of  the  ordinary  gauge  ex- 
isted, was  a  total  fallacy.  It  was  possible  that  there  were  exceptional 
parts  of  the  country  where  such  a  system  might  be  adopted;  but  at  the 
present  moment  such  an  instance  did  not  occur  to  his  mind.  He  knew 
there  was  an  intention  to  employ  the  narrow  gauge  in  other  slate  qaax- 
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ries;  bufc  those  were  particular  cases,  and  be  thought,  if  the  InstitiitioQ 
gave  its  sanotioD  in  any  shape  or  way  to  the  extension  of  the  system  to 
general  traffic,  it  would  be  leading  the  public  in  a  wrong  direction. 

Mr.  Alfred  Giles  remarked,  that  it  was  some  years  since  the  battle 
of  the  gauges  was  fought,  and  he  had  scarcely  expected  a  fresh  cam- 
paign to  be  opened  in  this  Institution  in  favor  of  a  2-feet  gauge.  The 
7-feet  gauge  was  known  to  be  too  wide.  Mr.  Hemans  had  observed  that 
the  Irish  gauge  of  5  feet  3  inches  was  wider  than  was  necessary,  and 
Sir  Charles  Fox  had  said  that,  if  he  had  had  his  own  way  in  India,  he 
should  have  preferred  to  have  laid  the  branch  lines  on  the  national  gauge 
of  this  country  instead  of  on  the  gauge  of  3  feet  6  inches.  This  proved 
that  the  old  gauge  was  not  far  from  the  right  thing.  The  advantages 
claimed  for  the  narrow  gauge  were,  first,  great  facility  in  traversing 
sharp  curves;  secondly,  economy  in  construction;  and  thirdly,  the  use 
of  lighter  rolling  stock.  The  first  two  points  had  already  been  disposed 
of.  He  remembered  seeing  in  Paris,  some  years  ago,  a  little  railway 
with  a  gauge  of  4  feet  8^  inches  running  in  a  circle,  the  radius  of  which, 
he  believed,  was  only  25  metres.  He  had  seen  trains  run  round  that 
line  with  great  facility;  and  if  that  were  so,  where  was  the  necessity  of 
making  a  2-feet  gauge  to  save  a  little  in  the  radius  of  the  curve?  It  was 
stated  that  the  least  curve  on  the  Festiniog  line  had  a  radius  of  2  chains, 
or  about  40  metres.  As  to  first  cost,  it  had  been  shown  that  the  eco- 
nomy could  result  only  in  a  little  shortening  of  the  sleepers,  and  a  little 
saving  of  ballast.  This  could  not  be  put  down  at  more  than  £30U  a  mile. 
Then,  as  to  the  weight^of  the  rolling  stock,  credit  was  claimed  for  the 
engine  being  only  7^  tons  weight;  there  was  no  reason  why  an  engine 
of  similar  weight  (plus  a  little  extra  for  the  longer  axles)  could  not  be 
applied  to  the  ordinary  gauge.  But  it  had  been  asserted,  that  the  weight 
of  the  rolling  stock  was  increased  as  the  cube  of  the  gauge.  If  that  were 
the  case,  the  weight  of  the  Great  Western  broad-gauge  engines  should 
be  843  tons.  Looking  at  all  these  circumstances,  it  was  clear  that  the  na- 
tional gauge  was  nearly  the  best  that  could  have  been  chosen.  On  an 
ordinary  road,  where  there  was  no  limit  as  to  gauge,  carriages  bad  a 
width  of  about  4  feet  6  inches,  and  even  the  smallest  cart  was  wider  than 
2  feet.  He  hoped,  therefore,  that  engineers  would  not  adopt  the  idea  tliat 
the  2-feet  gauge  was  an  example  to  be  copied,  when  they  knew,  as  had 
been  remarked,  that  a  break  of  gauge  was  a  great  public  inconvenience. 

Mr.  J.  J.  Allport,  having  had  many  years'  practical  experience  in  the 
working  of  railways,  would  offer  but  one  observation  upon  this  very  nar- 
row gauge.  For  reasons  which  he  would  state,  he  was  of  opinion  that 
it  would  be  most  objectionable  to  attempt  to  introduce  it  into  the  country 
generally.  With  respect  to  the  existing  broad  and  narrow  gauges,  it  was 
well  known  to  all  practical  men,  that  the  weight  of  a  train  on  the  nar- 
row gauge  was  as  great  as  on  the  broad  gauge,  or  rather,  that  engines 
could  be  constructed  to  take  as  great  weights  on  the  narrow  gauge  as 
on  the  broad  gauge;  and  if  engines  were  made  much  heavier  than  at 
present,  various  difficulties,  such  as  of  wear  and  tear,  would  arise.  But 
there  was  one  difficulty  greater  than  all :  the  principal  part  of  the  work 
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^f  a  tr»in  was  at  tbe  stations,  in  the  loading,  unloading,  and  moving  of 
trucks  and  earriages  from  one  part  of  a  station  to  another,  across  turn- 
tables or  traversers;  and  any  one  who  had  had  experience  at  a  station 
worked  upon  the  mixed  gauge,  or  solelj  upon  one  or  other  of  the  gauges, 
must  have  been  struck  with  the  great  additional  expense  in  working  the 
broad-gauge  plant  at  the  station.  It  was  not  difficult  for  a  couple  of  men 
to  move  a  narrow  gauge  truck  or  carriage  to  any  part  of  the  station ; 
but  to  shift  a  broad-gauge  plant,  horses  must  be  employed.  The  capa- 
city of  the  goods  wagons  and  coal  trucks  upon  the  narrow  gauge  had 
been  gradually  increased  from  about  the  sise  of  the  Newcastle  chaldron 
of  2  tons  12  cwt.  up  to  8  tons,  9  tons,  and  10  tons,  for  the  load ;  but 
he  thought  all  narrow  gauge  managers  had  come  to  the  conclusion,  that 
from  8  tons  to  9  tons  for  trucks  was  the  maximum  load  that  should  be 
carried  on  the  narrow  gauge,  with  a  due  regard  to  economy  and  safety. 
If  that  weight  for  the  load  was  exceeded,  the  wagon  itself  had  to  be  made 
•so  much  heavier,  and  then  the  friction  was  considerably  increased,  caus- 
ing hot  axles  and  other  objectionable  results,  so  that  it  was  not  nncom- 
mon  to  see  these  heavy  wagons  standing  under  their  load,  at  various 
flidings  and  stations,  waiting  to  be  repaired.  On  the  Midland  Railway 
there  were  between  17,000  and  18,000  coal  trucks  at  work ;  for  a  long  time 
the  capacity  of  these  trucks  was  limited  to  6  tons :  now  the  capacity  had 
been  increased  to  8  tons ;  but  the  company  did  not  approve  of  greater  capa- 
city than  that.  He  was  of  opinion,  that,  for  all  practical  purposes,  the 
gauge  of  4  feet  8^  inches  was  the  best,  and  superior  to  either  the  broad 
cr  the  narrower  gauge.  But  there  was  another  important  consideration: 
if  a  very  narrow  gauge  were  adopted,  it  could  only  be  on  branches  con  nect- 
•ed  with  main  lines.  That  would  involve,  in  all  cases,  transshipment  of 
passengers,  goods,  and  coals  at  the  junctions;  and  in  itself  would  cause 
«  greater  annual  expense  than  the  interest  upon  the  increased  first  cost 
of  the  line  upon  the  uniform  gauge  of  the  parent  lines,  both  in  the  pur- 
johaso  of  land  and  the  construction  of  rolling  stock.  That  was  a  fatal 
objection  to  the  introduction  of  any  gauge,  other  than  that  of  the  line 
with  which  these  branches  were  connected.  He  had  no  doubt  that  in  a 
very  few  years  the  gauge  of  4  feet  8^  inches,  as  being  the  best  adapted 
to  the  commercial  wants  of  this  country,  would  be  the  only  one  in  use. 
Mr.  Zerah  Golburn  said,  this  paper  raised  the  question,  how  small 
could  a  locomotive  be  made  to  give  practically  useful  work?  In  1852 
the  contractor  for  a  portion  of  the  works  on  the  Great  Western  Railway 
of  Canada  employed  the  steam  excavator,  which  no  doubt  many  present 
bad  seen  in  former  days  on  the  Eastern  Counties'  line.  For  that  pur- 
]>ose  he  proposed  to  lay  the  temporary  line  on  the  8  feet  8  inches  gauge, 
and  wagons  were  built  to  hold  each  15  cwt.  as  a  load.  Mr.  Colburn  de- 
signed and  built  a  small  4-wheel  tank  engine  for  working  these  wagoosi, 
and  six  other  similar  engines  were  afterwards  built.  The  tank  was  placed 
under  the  boiler  between  the  frames,  and  as  the  gauge  was  so  narrow, 
the  fire-box  was  placed  behind  the  driving-wheels,  and  to  correct  the 
overhanging  weight  the  tank  was  carried  as  far  forward  as  possible. 
These  engines  weighed  6  tons  only,  with  fiiel  and  water,  and  could  be 
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easily  taken  apart,  for  carriage  over  commott  roads,  into  three  principal 
portions,  of  wiiich  the  heaviest  weighed  hardly  more  than  2  tons.  The 
cvlinders  were  9  inches  in  diameter,  with  a  length  of  stroke  of  16  in- 
ches; and  the  wheels,  of  8  feet  diameter,  were  placed  4  feet  6  inches 
apart  from  the  centres.  The  engines  worked  well,  although,  of  course, 
only  at  moderate  speeds. 

Mr.  James  Brnnlees  knew  the  Festiniog  Railway  well,  and  though  he 
did  not  question  the  success  of  working  locomotives  on  so  narrow  a  gauge 
mechanically,  he  much  doubted  its  success  commercially.  On  the  other 
hand,  he  believed  that,  beyond  a  certain  limit,  the  wider  the  gauge  the 
less  would  be  the  dividends;  he  looked  upon  that  as  an  established  fact* 
Some  years  ago  he  constructed  a  narrow  gauge  line  from  Portmadoc  to 
Gorsedda,  the  length  of  which  was  8  miles  and  the  gauge  8  feet.  The 
total  rise  in  the  8  miles  was  900  feet,  and  the  cost  per  mile,  including 
laud,  was  j£2000.  The  sharpest  curve  had  a  radius  of  400  feet,  and  the 
down  loads  were  worked  entirely  by  gravitation.  But  passengers  were 
not  carried  on  the  line ;  and  although  he  had  advised  this  line  to  be  made 
on  a  narrow  gauge,  he  was  not  prepared  to  recommend  its  further  adop- 
tion, unless  for  exceptional  purposes  or  for  purposes  similar  to  the  one 
in  question.  The  want  of  uniformity  of  gauge  was  a  great  drawback  to 
traffic  in  many  parts  of  this  country,  and  hence  any  departure  from  the 
ordinary  gauge  would  perpetuate  and  augment  that  drawback. 

Mr.  Galbraith  said,  there  was  one  principal  involved  in  the  paper 
which  had  been  lost  sight  of  in  the  question  of  the  gauges;  that  was, 
was  there  no  room  in  this  country,  particularly  in  the  agricultural  dis- 
tricts, for  cheaply  constructed  railways  on  the  gauge  of  4 feet  8^  inches? 
He  thought  there  was*  There  were  many  cases  where,  by  adopting  sharp 
curves  and  a  light  permanent  way,  with  light  engines  and  level  cross- 
ings at  public  roads,  a  railway  might  be  laid  down  for  JS4000  or  £5000 
per  mile,  which  would  pay  a  fair  dividend  upon  the  outlay ;  and  he  hoped 
it  would  be  impressed  upon  the  members  of  the  Board  of  Trade,  that, 
in  respect  of  branch  lines,  on  which  the  traffic  was  light,  they  ought  to 
relax  the  stringent  requirements  with  respect  to  expensive  permanent 
way  and  costly  works  to  avoid  level  crossings.  He  had  been  engaged 
in  laying  out  a  line  in  Devonshire  of  the  character  he  suggested.  If 
heavy  earthworks  and  bridges  were  to  be  encountered,  it  was  impossible 
that  the  line  could  be  constructed  to  pay  a  dividend  at  all.  In  parts  of 
Devonshire  there  were  small  public  roads,  the  traffic  on  which  did  not 
exceed  two  vehicles  or  three  vehicles  per  day.  To  maintain,  at  a  heavy 
cost,  the  principle  of  avoiding  level  crossings  in  such  cases  was,  he 
thought,  unwise.  In  many  cases,  railway  companies  erected  cottages 
along  the  line  for  the  plate-layers  to  be  near  their  work ;  and  there  could 
be  no  objection  to  the  wives  of  the  men  attending  to  the  gates  at  such 
level  crossings,  in  consideration  of  living  rent  free.  He  thought  curves 
of  10  or  12  chains  radius,  and  level  crossings  where  the  public  traffic 
was  light,  might  be  fairly  admitted  on  branch  lines,  which,  when  con- 
structed at  £4000  or  £5000  a  mile,  might  be  made  to  pay  a  dividend. 
In  such  cases,  a  light  rail  of  40  lbs.  or  50  lbs.  to  the  yard  might  be  laid 
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down,  which  woald  carry  the  ordinary  carriages,  if  not  the  ordinary  en- 
gines; but  for  short  branches  of  10  miles  or  12  miles,  oneengine  or  two 
engines  might  be  specially  provided  by  the  company  to  work  the  branch 
ftlone.  Sach  a  plan  as  that  was  far  preferable  to  an  exceptionally  nar- 
row gauge,  causing  a  break  between  the  branch  and  the  main  line,  and 
the  consequent  transshipment  of  the  traffic,  and  the  supply  of  fresh 
plant  in  the  shape  of  carriages  and  wagons  to  work  the  traffic  when  so 
transferred.  This  question  having  been  now  fairly  raised,  he  thought 
it  was  a  point  which  ought  not  to  be  lost  sight  of,  and  which  was  well 
worthy  of  consideration. 

Mr.  Peter  Barlow  said,  that  though  he  was  not  of  opinion  that  the 
gauge  of  2  feet  was  expedient,  or  that  any  gauge  at  all  approaching  it 
was  correct,  yet  he  considered  that  the  same  gauge  could  not  be  suited 
to  every  description  of  traffic.  The  gauge  adapted  to  the  costermonger'a 
cart  would  not  answer  for  Piokford*s  vans,  and  the  gauge  of  ocean  steam- 
ers would  not  suit  the  penny  boats  on  the  Thames.  He  thought  the  cost 
of  constructing  a  line  was  very  little  influenced  by  the  width  of  thegauge; 
but  was  rather  influenced  by  the  width  of  the  carriages.  It  was  desir- 
able that  a  uniform  gauge  should  prevail  all  over  the  country,  and  good 
reasons  ought  to  be  shown  for  deviating  from  the  established  gauge.  At 
the  same  time,  he  hardly  conceived  it  was  a  gauge  suited  to  all  circum- 
stances, and  cases  might  arise  in  which  the  local  traffic  might  be  better 
provided  for  by  a  narrower  gauge.  What  led  him  to  think  so  was  the 
result  given  by  the  author,  who  had  shown  that  an  engine  weighing  only 
1\  tons  could  take  a  load  of  50  tons  up  a  gradient  of  1  in  60.  On  the 
metropolitan  lines,  engines  of  40  tons  were  often  employed  for  less  loads; 
but  the  exigencies  of  a  metropolitan  traffic  required  frequent  and  light 
trains,  with  power  to  get  rapidly  into  speed,  and  thus  resembled  the  case 
of  the  penny  boats  on  the  Thames.  He  agreed  with  Mr.  Gregory  that 
there  was  little  economy  in  the  construction  of  these  exceptional  gauges, 
and  he  thought  what  was  done  upon  the  2*feet  gauge  might  possibly  be 
done  upon  thegauge  of  4  feet  8|  inches.  Still,  the  fact  of  what  had  been 
performed  by  the  locomotives  on  the  Festiniog  line  was  worthy  of  at- 
tention, and  he  thought  the  Institution  was  much  indebted  to  the  author 
for  having  brought  the  subject  forward. 

Sir  Cusack  Roney  had  seen  the  gauges  df  Canada  and  the  United 
States,  and  had  traveled  upon  continental  lines  in  various  parts  of  Eu- 
rope. He  had  also  had  the  opportunity  of  seeing  the  working  of  many 
branch  lines,  and  he  was  thoroughly  convinced  of  the  desirability  of  a 
uniformity  of  gauge  in  all  cases,  between  the  branches  and  the  main 
lines.  He  considered  that  the  gauge  adopted  in  this  country  was  the 
correct  and  really  practicable  one.  In  most  parts  of  Europe  he  had  met 
with  nothing  but  the  narrow  gauge :  with  one  exception — where  the  line 
was  worked  by  horse  power. 

Mr.  Robert  Mallet  begged  to  offer  one  or  two  observations  in  expla- 
nation. He  had  not  intended  to  say,  that  in  choosing  a  gauge  the  choice 
depended  upon  the  purely  physicul  considerations  he  had  brought  for- 
ward, but,  on  the  contrary,  that  the  choice  of  gauge  must  depend  upon 
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prudential  conditions,  and,  amongst  other  things,  primarily  upon  the 
question  of  traffic.  To  put  an  obvious  example :  If  the  whole  traffic  weiie 
to  be  of  cubes  of  granite,  or  other  stone,  each  of  20  tons  weight,  a  rail- 
way of  even  more  than  7  feet  gauge  might  not  be  sufficient.  Thus,  at 
the  harbor  works  at  Holyhead,  the  contractor's  gauge  was  9  feet  or  10 
feet,  being  employed  for  the  transport  of  blocks  of  15  tons.  But  for  cer- 
tain conditions  and  amounts  of  traffic,  a  narrower  gauge  than  4  feet  8} 
inches  would  not  only  be  sufficient,  but  would  be  found  the  most  ec<h 
nomical  and  advantageous.  What  he  bad  stated  with  reference  to  gauge 
was,  that  it  was  a  general  physical  fact,  that  both  the  first  cost  of  the 
works,  and  of  the  rolling  stock  of  any  similar  railways,  and  also  the 
working  expenses  for  the  haulage  of  any  total  of  traffic,  must  increase 
with  the  width  of  gauge  and  as  a  high  function  of  it,  and  that  this  func- 
tion would  probably  be  very  nearly  in  the  ratio  of  the  cube  of  the  gauges. 
English  railways  with  a  gauge  of  7  feet,  and  those  with  a  gauge  of  4 
feet  8}  inches,  could  not  be  compared  in  those  respects,  not  being  similar 
either  in  way  or  in  rolling  stock.  Thus,  as  respected  the  wheels  and 
axles,  those  of  the  Great  Western  were  rather  lighter,  being  obviously 
weaker  than  those  used  on  the  narrow  gauge,  and  having  only  the  same 
width  of  tread.  In  the  case  of  the  passenger  carriages,  as  a  whole,  he 
found  the  bodies  were  nearly  of  the  same  breadth  on  the  narrow  gauge 
as  on  the  broad;  on  the  former  the  overhang  was  greater.  It  was  thus 
impossible  to  establish  any  ratio  whatever  between  the  width  of  gauge 
and  rolling  stock,  where  there  was  no  similarity  of  construction  on  the 
two  different  gauges. 

With  respect  to  the  remark,  that  if  the  width  of  gauge  were  "nil"  the 
cost  of  working  would  be  also  '*nil,"  it  should  be  remembered,  that  on 
such  an  assumption  the  traffic  also  became  ''nil'*  at  the  same  moment; 
so  that  while  the  mathematical  deduction  might  be  true,  it  did  not  in  the 
least  touch  the  question  of  the  relative  economy  of  the  narrow  and  the 
wide  gauges. 

Mr.  George  England  said,  he  did  not  for  a  moment  apprehend  that 
the  narrow  gauge  of  theFestiniog  Railway  was  regarded  as  having  been 
brought  forward  as  a  pattern  for  universal  adoption.  That  line  had  been 
made  fifteen  years,  and  it  was  not  originally  contemplated  that  it  would 
be  worked  by  locomotives.  During  the  time  that  the  traction  was  per- 
formed by  horses,  the  owners  were  satisfied  both  with  the  mode  of  traffic 
and  the  dividend  the  line  yielded;  and  it  was  only  when  another  com- 
pany wished  to  take  a  wider  gauge  into  the  district  that  the  working  of 
so  narrow  a  gauge  by  locomotive  power  was  determined  upon.  It  was 
done  solely  in  self-defence:  and  he  was  applied  to  to  carry  out  the  ob- 
ject of  drawing  a  load  of  25  tons  up  an  incline  of  1  in  60  at  the  rate  of 
six  miles  per  hour.  The  first  engine  that  was  started  took  a  load  of  50 
tons  up  the  line  at  the  rate  of  1^  miles  per  hour.  That  was  simply  the 
statement  that  the  author  had  brought  before  the  Institution.  The  line 
was  14  miles  long  in  the  incline:  the  wagons  were  taken  into  the  slate 
quarries,  and  the  locomotive  was  only  adopted  in  order  to  suit  local  cir* 
cumstances. 
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The  yaluable  paper  on  the  Festiniog  Railway,  which  appeared  in  onr 
last  number,  was  read  by  its  author.  Captain  Tyler,  R.E.,  before  the  In- 
stitution of  Civil  Engineers^  and  the  foregoing  discussion  thereon  wiQ 
be  read  with  interest. 


On  the  Connexion  of  Plates  of  Iron  and  Steel  in  Ship-building. 
By  Nathaniel  Barnabt,  Asst.  Const,  of  H.  M/s  Navy. 

Frmn  the  London  dr.  Eng.  and  Archltocto'  JonrnAl,  October,  1866. 

Much  yet  remains  to  be  done  to  make  iron  ship-building  a  perfect 
art,  and  there  is,  perhaps,  no  one  step  remaining  to  be  taken  in  the 
path  of  improvement  more  important  than  that  of  substituting  a  sim- 
ple and  efficient  means  of  joining  plates  by  welding,  should  it  ever  be 
discovered,  for  the  present  system  of  riveting.  The  loss  of  strength 
caused  by  the  present  system  is  conniderable  in  iron,  but  appears  to  be 
still  more  serious  in  steel.  It  forms,  in  fact,  the  great  bar  to  the  in- 
troduction of  this  most  promising  material  into  ships  of  war.  As  an 
illustration  of  this,  one  or  two  of  the  many  experiments  which  have 
been  made  by  the  Admiralty  at  Chatham  Yard  on  Bessemer  steel  of  the 
best  quality  may  be  given.  A  piece  of  steel  4  feet  long  and  12  inches 
broad,  was  cut  from  a  half-inch  plate,  of  which  the  proof  strength  was 
83  tons  per  square  inch.  This  piece  was  reduced  to  6  inches  in  width 
at  the  middle,  was  supported  at  the  ends  by  square  plates  riveted  to 
it,  and  was  carefully  centered.  The  plate  should  have  broken  at  82^ 
tons,  and  through  the  narrow  part.  It  actually  broke  at  95^  tons,  and 
then,  strange  to  say,  broke  through  the  wide  part  of  the  plate,  tearing 
away  through  the  rivet  holes.  Thus,  while  the  material  in  the  middle 
of  the  plate  withstood  a  strain  of  38  tons  per  square  inch,  it  actually 
broke  through  the  holes  at  16*38  tons  per  square  inch^  or  less  than 
one-half  the  strain. 

In  a  precisely  similar  plate,  differing  from  the  other  only  in  the  fact 
that  the  rivets  connecting  the  end  pieces  were  1 J  inches  from  the  edge 
instead  of  2|  inches.  The  plate  broke  in  a  similar  manner  at  73  tons, 
which  is  only  15  tons  per  square  inch  of  the  section  of  steel  broken. 
The  holes  in  both  these  cases  had  been  punched,  and,  in  order  to  as- 
certain whether  these  curious  results  were  due  to  the  injuries  supposed 
to  result  from  punching,  an  exactly  similar  arrangement  of  plates  was 
again  tried,  in  which  the  holes  were,  as  in  the  first,  2^  inches  from  the 
edge,  but  were  drilled  instead  of  being  punched.  The  plate  then  broke 
through  the  narrow  part  at  106*75  tons,  or  47*53  tons  per  square  inch 
of  the  steel  broken.  I  do  not  propose  to  draw  here  any  inferences  from 
the  experiments  detailed,  or  from  the  series  of  which  they  form  part, 
further  than  this,  that  all  which  I  propose  to  advance  concerning  the 
necessity  of  bestowing  greater  attention  on  the  comparative  strength, 
of  different  modes  of  connecting  plates  intended  to  give  tensile  strength, 
is  even  more  applicable  to  steel  than  to  iron.  Admitting,  then,  that,  for 
the  present  at  least,  we  must  be  content  to  connect  iron  plates  by  riveta 
placed  in  holes  punched  or  drilled  out  of  the  material,  and,  therefore. 
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b  J  the  sacrifice  of  a  considerable  portion  of  the  strength  of  the  plate^ 
it  is  manifestly  the  duty  of  the  engineer  and  ship-bailder  to  study  to 
make  this  connexion  with  as  little  sacrifice  of  strength  as  possible.  In 
every  such  connexion,  the  tensile  strength  of  the  plates  across  the  outer 
line  of  holes,  of  the  butt  strap  or  straps  across  the  inner  line  of  holes, 
and  the  resistance  of  the  rivets  to  shearing,  should  be  all  equal.  Two 
plates  may  be  connected,  for  example,  by  butt  straps,  so  as  to  reduce 
the  strength  of  the  plate  by  one  hole  only.  The  strength  of  the  seve- 
ral parts  nas,  in  this  case,  been  estimated  on  the  assumption,  verified 
by  careful  experiment  at  Chatham,  that  the  shearing  value  of  a  three- 
quarter  Bowling  rivet,  including  friction,  and  taken  either  singly  or  in 
conjunction  with  others,  is  10  tons,  and  that  of  rivets  of  other  diame- 
ters is  in  proportion  to  the  squares  of  the  diameters;  also,  that  the 
tensile  value  of  the  iron  between  the  holes  is  reduced  in  proportion  to 
the  number  of  the  perforations,  and  that  this  reduction  is  about  25  per 
cent,  when  the  holes  are  punched  3  or  4  diameters  apart. 

This  description  of  butt  strap  is  of  no  value  in  ship-building,  because 
the  stringer  and  tie-plates,  to  which  it  might  otherwise  bo  applied,  have 
to  be  perforated  between  the  butts  by  rows  of  holes  to  connect  them 
with  the  beams.  In  such  plates,  in  order  to  economize  material,  it  is 
therefore  desirable  to  reduce  the  amount  of  fastening  at  the  beams  as 
much  as  possible.  I  do  not  think  it  necessary  to  punch  away  for  this 
purpose  more  than  one-eighth  of  the  iron.  The  remaining  strength  of 
the  iron  would  then  probably  be  ^  X  {  =  Jths  of  the  whole,  so  that  the 
straps  connecting  them  should  also  give  seven-ninths  of  the  full  strength 
of  the  plates.  Any  greater  strength  at  the  butts  would,  of  course,  be 
thrown  away.  If  the  butt  strap  has  to  be  caulked,  this  proportion  of 
strength  cannot  be  retained,  as  the  rivet  holes  must  then  be  placed 
nearer  together.  I  take,  for  example,  the  connexion  by  means  of  a  butt 
strap  of  two  plates  |-inch  thick  and  12  inches  wide,  in  which  the  rivets 
are  1  inch  diameter,  and  are  spaced  three  diameters  apart.  Then  we 
punch  out  one-third  of  the  iron,  reduce  the  strength  of  the  remaining 
iron  about  one-fourth,  and  have  left  only  jXf =J.  The  tensile  strength 
of  the  plate  at  20  tons  to  the  inch  is  180  tons,  and  the  tensile  strength 
through  the  holes  about  90  tons.  If  the  connexion  is  ma  le  by  means 
of  a  single  strap,  the  value  of  the  rivets  will  be  about  71  tons,  and  if 
by  a  double  strap,  142  tons.  No  appreciable  advantage  could  be  ob- 
tained from  a  second  row  of  rivets  in  this  case,  unless  the  spacing  along 
the  edge  could  be  increased.  If  the  rivets  are  no  nearer  together  than 
is  necessary  for  caulking,  a  second  or  third  row  would  give  no  advan- 
tage, except  in  enabling  us  to  reduce  the  thickness  of  the  butt  straps 
to  less  than  the  thickness  of  the  plate,  by  reducing  the  number  of  rivets 
in  the  inner  row  where  the  butt  straps  are  obliged  to  break.  None  of 
these  considerations  are  new,  but  they  have  been  so  much  neglected  that 
those  who  are  familiar  with  them  will  justify  me  in  thus  restating  them. 
But  there  are  certain  other  considerations  equally  important^  which 
liave  altogether  escaped  the  notice  of  dhip-builder§.  Xet  us  suppose  that 
we  have  a  stringer  or  tie-plate,  the  strength  of  which  is,  at  the  beams 

TOI..  XJL— TaXBD  SXBUB8.^Ko.  0.— DXCSMBJCB,  1866.  82 


Digiti 


zed  by  Google  — 


874  CHmt  and  MeeAanieal  Ihigineering. 

and  at  the  butts,  ^  of  the  fall  strength  of  the  plates,  and  that  tre  hatd 
no  means  of  increasing  the  strength  at  these  points.  Haye  we  any 
means  by  which  we  can,  without  altering  the  strength  of  these  points, 
increase  the  tensile  power  of  the  plate?  I  think  the  answer  would 
generally  be,  we  have  not.  The  strength  of  the  tie  will  be  measured 
by  the  strength  at  the  weakest  place,  and  this  strength  is  fixed.  What 
I  want  to  show  is,  that  this  is  not  the  case,  and  that  we  have  orerlooked 
"an  important  element  of  strength^  which  is  conducive  to  economy  of 
material.  Take  the  case  of  a  stringer  or  tie-plate  crossing  a  number 
of  beams,  say  3  feet  6  inches  apart,  at  each  of  which  the  strength  is 
reduced  to  seven-ninths  of  the  full  strength  of  the  plate.  If  this  plate 
is  brought  under  the  action  of  a  steady  strain  it  is  a  matter  of  indifier- 
ence  practically  how  many  such  points  of  weakness  there  may  be,  and 
how  much  stronger  the  material  may  be  lying  between  the  weak  points* 
But  when  strains  are  suddenly  applied,  we  have  to  consider  not  only 
the  number  of  tons  required  to  break  the  weakest  section,  bat  the 
amount  which  it  would  stretch  before  breaking.  It  is,  in  fact,  the  work 
done  in  producing  rupture,  viz:  the  force  applied,  multipled  by  the  dis- 
tance through  which  it  acts,  which  is  the  true  measure  of  the  resistance 
to  rupture.  Under  these  circumstances  no  elongation  will  take  place 
in  the  strong  parts  of  the  plate  lying  between  the  beams;  it  will  all  be 
thrown  on  the  weak  points,  and  if  any  one  of  these  be  weaker  in  any 
sensible  degree  than  the  rest,  it  will  be  confined  to  that  point.  This 
being  the  case  a  large  increase  of  power  may  be  obtained  by  reducing 
the  strength  of  the  plate  between  the  weak  points  to  the  strength  at 
these  points,  or  even  to  less  than  this,  provided  we  get  long  spaces  of 
uniform  strength  to  give  elongation. 

To  illustrate  this  I  will  refer  to  some  experiments  tnade  at  Chatham 
with  armor  bolts,  with  reference  to  a  proposal  of  Captain  Palliser's. 
The  proposal  was  to  apply  to  armor  bolts,  having  screws  cut  on  them, 
the  well-known  principle  that  the  bolts  would  be  strengthened  at  the 
screw-thread,  and  become  less  liable  to  a  break  by  a  sudden  jar,  if  the 
bolt,  or  a  portion  of  it  beyond  the  thread,  were  reduced  in  section  to 
the  same  area  as  the  iron  left  uncut  at  the  thread. 

The  experiments  referred  to,  made  under  my  own  careful  observa* 
tion,  showed— 

1.  That  iron  bolts  of  good  quality  and  of  uniform  diameter,  subjected 
to  a  steadily  increasing  stfain,  elongate  before  breaking  about  one-fifth 
of  their  original  length, 

2.  If  the  diameter  is  not  uniform,  but  is  decreased  through  a  por- 
tion of  the  length,  then  the  reduced  part  elongates  about  one-fifth  of 
its  length  before  breaking,  and  the  larger  portion  scarcely  stretches 
at  all. 

8.  If  this  reduced  part  is  very  short,  as  in  the  thread  of  a  screw,  the 
strain  required  to  break  the  bolt  is  the  same  per  square  inch  of  theun* 
stretched  or  original  section  as  in  the  previous  cases;  but  there  is 
scarcely  any  elongation  before  rupture. 

4.  If  the  whole  length  of  the  bolt  is  made  to  the  reduced  diameter 


Digiti 


zed  by  Google 


Coniuzian  of  Plat€$  of  Iron  and  Steel  in  Shtp-buUding.     875 

of  the  screw-thread,  so  that  the  thread  projects  from  the  belt,  the 
breaking  strain  (gradually  applied)  is  the  same  as  before,  but  as  the  bolt 
will  stretch  one-fifth  of  its  length  before  breaking,  it  becomes  thereby 
less  liable  to  rupture  by  a  sudden  blow,  because,  as  already  stated,  the 
work  done  in  producing  rupture  is  in  proportion  to  the  weight  or  strata 
applied,  multiplied  by  the  elongation  or  the  distance  through  which  it 
is  applied. 
The  details  of  one  portion  of  these  experiments  were  as  follows: 
Four  bolts  were  taken,  all  made  of  best  selected  scrap  iron,  for  the 
purpose  of  the  experiment,  and  all  of  the  same  diameter,  viz:  2^  inches, 
screw  threads  were  cut  in  the  ends  of  these  and  nuts  fitted.  The  other 
ends  were  formed  with  heads,  leaving  a  length  of  21  inches  between 
the  heads  and  the  nuts.  The  four  bolts  being  thus  as  nearly  alike  in. 
every  respect  as  they  could  be  made,  two  of  them  were  reduced  down 
on  the  anvil  for  a  length  of  4^  inches  in  the  middle  of  their  length,  to 
a.  diameter  of  If  inches,  which  was  the  same  as  that  of  the  iron  re* 
maining  within  the  screw-threads.  The  two  other  bolts  retained  the  full 
diameter  throughout.  They  were  broken  in  the  hydraulic  press,  with 
the  following  results: 


Breaking 

strain  in 

tons. 

Sq. in. in 
sec.  bro- 
ken. 

Tons  per 
sq.  in  of 
this  sec. 

Elongation. 

Where 
broken. 

Bolts  not  >  No.  1 
reduced.  /No. 2 

Bolts  r^l  No- ^ 
duced.    Jj^^  2 

63 
69 
64 

65-6 

2-76 
2-76 
1-67 

2-07 

22-8 
250 
88-88 

81*58 

In  S      In  Ift      Id  2 
Int.       lojk       ius. 

Nil.      \         \ 
Nil.     A  Jbare, 

\      If       U 
i      1          1* 

At  thread. 

Do. 
In  reduced 

The  fact  that  the  strains  of  greatest  magnitude  in  a  ship  are  sudden 
in  their  nature,  makes  the  principle  under  consideration  one  of  no  slight 
importance,  because  we  see  that  by  its  application  we  are  able  to  in* 
crease  the  time  during  which  a  given  force  must  be  applied  in  order  to 
produce  rupture.  As  the  material  is  disposed  at  present  in  iron  decks, 
and  stringer  and  tie-plates,  the  plates  are  perforated  in  the  lines  of  the 
beams,  not  only  by  the  holes  required  for  the  rivets  to  attach  the  plat- 
ing to  the  beams,  but  by  the  deck-bolts  which  secure  the  wooden  deck 
lying  on  the  iron  plating.  The  loss  from  the  iron  punched  out,  and  the 
weakening  of  that  which  remains,  amounts,  on  the  whole,  to  from  30 
to  40  per  cent,  of  the  original  strength  of  the  plates.  These  lines  of 
weakness  occur  at  intervals  of  about  3  feet  6  inches,  and  between  them 
the  plate  has  its  full  strength,  except  where  a  butt  occurs. 

The  consequence  of  this  is,  that  when  the  deck  is  put  in  tension,  the 
itretching  is  confined  to  these  weak  places,  and  the  amount  of  work 
*  At  the  shoulder  vliere  there  vas  a  slight  defects 
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which  the  whole  comhination  is  capable  of  doing  before  rupture  is  ex- 
tremely limited.  In  order  to  remedy  this  state  of  things,  I  propose  to 
remove  all  the  wooden  deck  fastening  from  these  weak  places,  and  put 
it  on  either  side  of  the  beam.  The  number  of  riyeta  for  attaching  the 
plating  I  also  propose  to  reduce.  By  this  means  a  strength  of  plating 
is  obtained  across  the  lines  of  riveting  of  about  three-fourths  of  the  full 
strength  of  the  plates.  The  next  thing  to  be  done  is  to  reduce  the 
strength  of  the  plating  between  the  beams  to  the  same  amount.  This 
might  be  done  by  cutting  holes  in  the  plates;  but  instead  of  this  I  pro- 
pose to  omit  the  butt  straps,  and  to  arrange  the  plates  so  that  in  each 
of  these  spaces  there  shall  be  a  continuous  series  of  butts  and  plates, 
in  the  proportion  of  one  butt  for  every  three  plates.  In  addition  to  this 
reduction  of  material,  I  propose  to  leave  intervals  between  the  butts  of 
about  one-third  the  distance  between  the  beams,  so  as  to  get  long  spaces 
of  uniform  strength  between  the  beams. 

The  length  of  the  intervals  between  the  butts  will  be  determined  by 
the  number  of  rivets  which  can  be  placed  in  the  edge  of  the  butted  plate 
between  the  beam  and  the  butt,  as  there  must  be  sufficient  to  break  the 
plate  across  the  beam.  A  short  piece  of  edge  strip  on  the  under  side 
doubles  the  shearing  value  of  the  rivets,  and  allows  about  one-third  of 
the  distance  between  the  beams  to  be  admitted.  The  advantages  of  ote 
aystem  over  the  other  are,  I  think,  the  following: 

1.  In  the  ordinary  system  one-fifth  or  one-sixth  of  the  iron  is  punched 
away:  by  that  proposed  only  one-ninth  or  one-tenth  is  punched  out. 
There  is  from  this  cause  a  gain  in  direct  tensile  strength,  to  which 
must  be  added  an  increase  of  strength  in  the  iron  between  the  holes. 
These  are  together  equal  to  about  12  per  cent. 

2.  The  strength  of  an  iron  deck  xm^ercampreBmn  is  limited,  not  by 
the  area  of  section,  but  by  its  resistance  to  buckling  between  the  beams. 
According  to  the  ordinary  mode  this  is  very  small,  since  it  is  quite  free 
to  bend  downwards  between  the  beams.  But  by  spacing  the  deck  fasten- 
ing, as  shown,  at  intervals  of  about  2  feet  instead  of  3  feet  6  inches,  the 
tendency  to  buckling  would  be  reduced.  The  wooden  deck  would  thus, 
both  by  its  own  direct  resistance  to  compression,  and  by  the  support  it 
gives  to  the  plates,  play  a  most  useful  part  in  compression,  although  it 
is  powerless  as  against  extension  when  in  connexion  with  iron.  I  there- 
fore conclude  that  no  loss  of  compressive  strength  is  incurred  by  the 
holes  in  the  plates. 

3.  All  the  holes  for  receiving  the  deck  fastening  may  be  punched; 
whereas,  if  the  fastening  is  in  the  beam-flanges,  the  holes  for  them  must 
be  drilled  either  in  the  plates  or  in  the  beams. 

4.  The  expense  of  cutting,  fitting,  punching,  and  riveting  butt  straps 
is  avoided.  Where  the  material  employed  is  steel,  the  gain  id  more  con- 
siderable, as  all  the  holes  in  the  butts  of  the  plates  and  in  the  straps 
have  to  be  drilled  to  prevent  the  injury  done  by  punching. 

5.  The  weight  of  material  admitted  at  the  butts  amounts  to  one- 
seventh  of  the  whole  material  employed. 

6.  There  is  a  gain  in  strength  against  injury  and  rupture  by  the  action 
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of  sndden  forces,  the  amount  of  which  is  not  susceptible  of  calculation, 
but  'which,  being  in  proportion  to  the  extent  of  the  spaces  of  uniform 
strength  which  have  been  introduced,  is,  I  think,  very  considerable. 

The  novelty  of  this  proposal  may  be  said  to  consist  in  so  arranging 
the  iron  or  other  metal  plates  forming  the  flanges  of  girders,  bridges, 
and  other  structures,  or  employed  in  decks,  partial  decks,  stringers,  or 
ties  in  a  ship  or  vessel,  as  to  make  the  tensile  strength  of  the  unper* 
forated  plates,  intervening  between  adjacent  butts,  equal  or  nearly  equal 
to  the  strength  of  the  said  intervening  plates  taken  together  with  that 
of  one  of  the  butted  plates  where  they  are  perforated,  t. «.,  across  the 
row  of  holes  made  for  the  purpose  of  attaching  the  plates  to  the  beams, 
angle  irons,  stifTeners,  or  other  iron  framing,  and  by  this  means  ren- 
dering the  use  of  butt  straps  in  such  combinations  unnecessary.  In 
other  words,  a  section  through  the  plates  between  the  beams  or  stiffen- 
ers  is  made  to  have,  without  butt  straps,  about  the  same  tensile  strength 
as  a  section  through  the  fajstening  at  the  beams  or  stiffaners,  for  the 
purpose  of  forming  spaces  of  uniform  tensile  strength  not  greater  than 
that  of  the  weakest  place  in  the  combination.  In  these  intervals  elon- 
gation will  take  place  (to  an  extent  depending  on  their  length)  before 
the  materials  can  be  ruptured,  so  that  an  increased  amount  of  work  will 
require  to  be  done  by  the  operation  of  a  given  strain  in  producing  rup- 
ture. Also,  in  increasing  the  resistance  to  rupture  under  sudden  strains 
in  single  plates,  by  reducing  the  tensile  strength  throughout  certain 
intervals  between  the  beams,  anele  irons,  or  sciffeners,  and  approxi- 
mating to  that  at  the  beams,  aDgle  irons,  or  stiffenerjs,  by  cutting  out 
portions  of  the  plate. 

I  am  aware  that  iron  decks  are  not  used  in  merchant  vessels,  although 
they  are  in  all  iron  war  ships  built  for  the  Admiralty,  and  I  consider 
it  to  be  false  economy  to  substitute  for  such  decks  or  partial  decks 
stringers  on  the  ends  of  the  beams,  tie-plates  near  their  middle,  and 
diagonal  braces  between  tbem,  as  I  think  it  clear  that,  from  the  round 
up  of  the  beams,  and  other  causes,  a  considerable  portion  of  this  ma- 
terial is  unable  to  succor  the  rest  when  the  top  of  the  ship  is  put  in  ten- 
sion or  compression.  The  strength  of  wrought  iron  in  extension  and  in 
compression  is  about  the  same,  yet  the  bottom  of  the  ship  is  usually 
made  enormously  stronger  than  the  top.  Some  iron  ships,  indeed,  have 
no  proper  top,  or  only  a  wooden  one.  Much  of  the  strength  of  the  bot- 
tom, which  might  otherwise  be  made  available  in  giving  strength  to  the 
iship,  considered  as  a  floating  girder,  is  thus  wasted. 

I  hope  that  the  economical  considerations  pointed  out  may  be  not 
only  useful  in  lightening  and  strengthening  ships  designed  for  war,  but 
in  inducing  private  ship-builders  to  introduce  partial  iron  decks,  so 
formed,  into  ships  designed  for  commerce.  These  proposals  do  not  form 
the  Bubject  of  any  patent. 

32* 
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Recent  ImprcvemenU  in  the  Application  of  Concrete  to  Fire^proof 

Conetruction.    By  Mr.  J.  Inglb. 

Sead  at  the  British  AiwociatioD,  Nottiogham,  1866. 

Vrom  the  London  Ci?.  Eng.  and  Architects'  Jonmal,  October,  18M. 

Amongst  the  varions  methods  of  fire-proof  construction  as  applied  to 
the  floors,  ceilings,  and  roofs  of  buildings,  which  have  been  in  use  within 
the  last  twenty  or  thirty  years,  those  in  which  concrete  forms  the  fire- 
resisting  medium  have  been  most  frequently  adopted.  The  main  reason 
for  this  preference,  no  doubt,  is  that  the  horizontal  form  in  which  it  is 
generally  disposed  suits  best  the  requirements  of  modern  construction. 

Brick  arches,  though  used  almost  without  exception  to  carry  the  floors 
of  the  large  fire-proof  mills  and  warehouses  of  the  manufacturing  dis- 
tricts, have  disadvantages  which  almost  preclude  their  use  in  buildings 
of  a  more  general  or  domestic  character.  They  require  walls  and  girders 
of  great  strength  to  sustain  their  weight  and  to  withstand  the  outward 
thrust  which  they  exert,  and  the  depth  which  they  occupy  on  account 
of  their  rise,  when  added  to  the  board  and  joist  arrangement  above  and 
the  ceiling  underneath,  is  so  great  as  to  involve  a  considerable  increase 
of  height  in  the  building  to  obtain  the  same  clear  space  between  the 
floors  and  ceilings  of  the  rooms.  Of  thesystems  of  fire-proofint:;  in  which 
concrete  forms  the  chief  element,  that  of  Messrs.  Fox  and  Barrett  is 
the  one  which  has  been  most  extensively  used. 

It  consists  of  a  series  of  light  rolled  iron  joists  fixed  2  feet  apart,  upon 
the  lower  flanges  of  which  are  placed  fillets  of  wood  at  intervals  of  an 
inch  or  an  inch  and  a  half.  Upon  these  a  mass  of  concrete  is  thrown, 
the  depth  of  the  same  being  regulated  to  some  extent  by  that  of  the  iron 
joists,  the  concrete  being  generally  brought  up  flush  with  their  upper 
flanges. 

The  whole  is  then  paved,  or  covered  with  an  ordinary  wood  floor  upon 
light  sleeper  joists.  The  underside  of  the  floor  receives  a  second  series 
of  wood  fillets  nailed  transversely  to  the  first,  and  at  intervals  of  12  or 
15  inches,  and  upon  these  the  ceiling  is  then  formed  in  the  ordinary 
manner. 

The  concrete  used  in  this  construction,  in  common  with  all  others  in 
which  ordinary  lime  forms,  an  ingredient,  is  not,  strictly  speaking,  a  fire- 
proof body.  The  cementing  material  which  occupies  the  interstices  be- 
tween the  fragments  of  stone  or  gravel  becomes,  like  ordinary  mortar, 
in  setting,  a  weak  carbonate  of  lime,  and  like  the  stone,  from  which  it 
was  originally  burnt,  is  reduced  by  calcination  to  a  state  of  lime.  This 
effect  would  undoubtedly  be  produced  upon  any  lime  concrete  which 
formed  part  of  the  construction  of  a  floor  exposed  to  a  severe  confla- 
gration. 

The  application  of  water  to  lime  in  the  caustic  state  converts  it,  of 
course,  to  a  hydrate ;  and  while  undergoing  this  change  it  assumes  double 
its  originalbulk  and  falls  to  powder.  The  consequences,  therefore,  which 
might  natarally  be  expected  to  ensue  from  the  play  of  water  from  the 
fireman's  hose  upon  concrete  floors  in  a  calcined  state,  would  be  the 
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overthrow' or  fracture  of  the  enter  walls  by  their  expansion.  Some  of 
the  numerous  instances  of  the  destruction  by  fire  of  buildings,  which 
were  supposed  to  be  secure  from  that  danger,  are  probably  owing  to 
this  circumstance. 

I  have  more  especially  alluded  to  this  radical  defect  of  ordinary  con- 
crete as  a  fire-proof  medium,  because,  in  the  system  which  I  am  about 
to  describe,  a  kind  of  concrete  is  employed  which  retains  its  cohesion 
and  a  considerable  portion  of  its  original  strength,  though  water  be 
thrown  upon  it  while  in  a  red-hot  state. 

This  method  is  a  local  invention,  and  is  known  as  ^^  Dennett's  fire- 
proof construction."  I  shall  speak  first  of  the  composition  of  the  con- 
crete, and  then  proceed  to  describe  the  manner  in  which  it  is  applied. 
Gypsum,  known  chemically  as  sulphate  of  lime,  and  which  is  one  of 
the  most  perfect  non-conductors  of  heat,  is  the  most  important  constit* 
uent  of  ther  concrete,  and  is  used  in  lieu  of  the  ordinary  lime  as  its  ce- 
menting material.  This  gypsum,  however,  unlike  that  manufactured 
into  the  plaster  of  Paris  which  is  used  for  ornamental  purposes,  under- 
goes a  thorough  calcination.  The  latter  is  simply  roasted  in  ovens,  the 
finer  lumps  of  gypsum  being  carefully  selected  for  the  purpose.  The 
efiect  of  this  roasting  is  merely  to  drive  off  so  much  of  the  water  which 
enters  into  its  chemical  composition  as  to  allow  the  gypsum  to  be  ground 
by  millstones. 

The  rapidity  of  setting,  which  is  peculiar  to  this  kind  of  plaster,  is 
owing  to  the  fact  of  its  having  but  little  water  to  take  up  in  order  to 
resume  a  state  of  consolidation. 

For  the  manufacture  of  the  plaster  used  in  Dennett's  concrete  the 
coarser  qualities  of  gypsum  are  used,  such  as,  in  fact,  except  for  this 
purpose,  would  be  thrown  aside  as  mere  waste.  These  inferior  qualities 
are  largely  impregnated  with  clay,  with  the  beds  of  which  it  alternates, 
and  this  clay  when  burnt  becomes  the  very  kind  of  material  which  is 
afterwards  added  artifically  in  the  mixing  up  of  concrete. 

For  this  purpose  any  hard  material  possessing  a  high  degree  of  po- 
rosity is  used,  such  as  furnace  crosses,  oolitic  stone,  or  broken  brick: 
The  latter,  being  in  most  cases  readily  procurable,  is  generally  used.  It 
is  necessary  that  all  dirt  and  dust  should  be  carefully  screened  out,  so 
as  to  prevent  the  choaking  of  the  pores  of  the  brick. 

The  sizes  of  the  lumps  are  graduated  so  that  the  smaller  ones  shall 
fill  up  the  interstices  of  the  larger.  Sy  this  means,  and  by  considerable 
force  used  in  consolidating  the  concrete,  it  is  made  to  consist  of  a  large 
proportion  of  the  hard  material,  and  its  strength  is  much  increased  by 
the  proper  observance  of  these  precautions. 

Some  considerable  time  is  occupied  by  the  concrete  in  setting,  as  a 
great  amount  of  water  is  required  to  be  taken  up  by  the  plaster  on  ao- 
connt  of  its  thorough  calcination. 

Whenthe  setting  process  is  complete  a  degree  of  hardness  is  attained, 
however,  to  which  that  of  ordinary  plaster  of  Paris  will  bear  no  com- 
parison, and  which  is  equal  to  that  of  the  best  cements. 

The  form  in  which  the  concrete  is  generally  applied  to  the  constnio- 
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lion  of  floors  ia  that  of  an  arch,  or  series  of  arches,  with  small  rise.  These 
are  formed  upon  temporary  centres,  which  may  be  removed  after  an 
interval  varying  from  two  to  six  days,  according  to  the  state  of  the  at- 
mosphere and  the  size  of  the  arches. 

Spans  of  from  6  feet  to  12  feet  can  be  bridged  over  in  this  manner,  the 
thickness  of  the  arch  varying  from  8  inches  to  5  inches  in  the  crown,  and 
from  5  inches  to  10  inches  in  the  haunches.  Rolled  or  riveted  iron  girders 
form  the  intermediate  supports  of  the  arches,  while  the  outer  haunches 
rest  upon  projections  or  corbel  courses  in  the  brickwork.  Floors  of  cor- 
ridors and  cottage  rooms  can  be  formed,  however,  without  the  aid  of  any 
joists  or  girders  whatever.  Of  coarse,  the  arch-form  presupposes  a  cer- 
tain amount  of  support  from  the  abutments,  but  from  the  transverse 
strength  and  thoroughly  homogeneous  character  of  the  material  very 
little  if  any  lateral  thrust  is  exerted  on  the  outer  walls. 

If  a  wood  floor  is  required,  sleeper-plates  and  light  joists  and  boards 
are  laid  in  the  ordinary  way;  but  if  there  is  no  necessity  for  this  kind 
of  finish,  or  if  it  is  desirable  to  make  the  upper  surface  fire-proof,  the 
haunches  of  the  arches  may  be  filled  up  to  a  horizontal  line  and  paved 
with  stone,  tiles,  cement,  or  asphalte,  as  may  be  desired. 

The  cheapest  and  best  kind  of  paving,  however,  is  that  which  may  be 
formed  by  the  concrete  itself.  To  do  this  the  porous  material  is  gradu- 
ated in  size  until  the  surface  can  be  finished  with  the  trowel.  This 
surface  can  be  executed  in  various  tints,  and  with  difierent  degrees  of 
polish. 

For  bed-room  floors  this  method  of  finish  is  particularly  adapted;  it 
is  cleanly,  non-absorbent,  free  from  vibration,  and  therefore  compara- 
tively noiseless;  and,  what  is  a  very  important  consideration,  particu- 
larly in  the  crowded  districts  of  large  towns,  aflbrds  no  harbor  for 
vermin.  Any  objection  which  might  exist  against  these  floors  on  the 
score  of  coldness  may  be  removed  by  placing  a  sheet  of  hair,  felt,  or 
matting  of  cocoa  fibre  under  the  carpet. 

Floors  of  coarse  plaster  laid  upon  reeds  or  laths  on  the  ordinary  joists 
were  formerly  very  common,  and  are  still  used  to  some  extent  in  Not- 
tingham and  other  towns  of  the  Midland  district;  and  it  is  no  doubt 
owing  to  this  circumstance  that  the  destruction  of  a  dwelling-house  by 
fire  is  here  a  matter  of  very  rare  occurrence  indeed. 

The  mode  of  finishing  the  underside  of  these  floors  depends  upon  tbe 
character andarchitecturalrequirementsof  the  building.  For  banks,  offi- 
ces, hospitals,  and  many  other  public  buildings,  there  is  often  no  objec- 
tion to  the  curved  surface  which  the  soffits  of  the  arches  present,  and 
which  are,  moreover,  well  adapted  to  receive  colored  decoration.  Where, 
in  buildings  of  a  more  domestic  character,  a  flat  ceiling  is  indispensable, 
a  series  of  light  joists  to  receive  the  ordinary  lathing  is  affixed  to  the 
lower  flanges  of  the  girders.  As  these  form  no  part  of  the  main  con- 
struction  of  thefloor,  their  destruction  in  case  of  fire  would  not  impair 
the  stability  of  the  arch,  which  forms  the  fire-proof  medium. 

With  regard  to  the  strength  of  the  concrete,  very  severe  tests  were 
applied  to  some  of  these  arches  at  the  new  town  hall  at  Hackney^  under 
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tike  direction  of  the  distriet  surveyor,  and  with  very  satisfactory  results. 
These  experiments  were  tried  with  reference  to  their  capacity  for  sus- 
taining dead  pressure,  and  also  with  regard  to  their  resistance  to  impact. 
In  the  latter  casearough  block  of  stone  weighing  250  lbs.  was  dropped 
from  a  height  of  14  feet  upon  the  centre  of  an  arch  which  was  but  i\ 
inches  thick  in  the  crown,  and  bruised  but  did  not  break  it;  while  another 
block,  weighing  750  lbs.,  let  fall  from  a  similar  height  upon  an  adjoining 
arch,  went  through  with  a  clean  fracture,  causing  no  disturbance  of  the 
general  construction. 

Some  further  ideas  of  the  strength  and  capabilities  of  the  material 
may  be  formed  when  it  is  stated  that  vaults  and  domes  have  been  ex- 
ecuted therein  at  the  new  Foreign  Offices,  of  spans  varying  from  10  feet 
to  86 feet.  The  vault  of  the  latter  dimension  is  semicircular  on  the  sec- 
tion, and  the  concrete  is  9  inches  in  thickness,  with  occasional  ribs  and 
groins  to  the  side  windows. 

Mr.  G.  G.  Scott,  who  first  adopted  this  method  of  construction  seven 
years  ago  for  the  thorough  fire-proofing  of  Kelham  Hall,  near  Newark, 
the  seat  of  Manners  Sutton,  Esq.,  speaks  of  it  in  the  following  terms: 

"I  have  made  use  of  Messrs.  Dennett's  material  for  fire-proof  arch- 
ing, and  though  I  have  happily  had  no  practical  experience  of  its  effi- 
ciency as  against  fire,  I  can  bear  witness  to  its  strength  and  its  extreme 
convenience  of  application.  I  have  made  use  of  it  in  positions  in  which 
I  should  have  found  it  difficult  to  introduce  any  other  fire-proof  material, 
und  it  has  this  advantage,  that  the  arches  constructed  of  it  are  so  en- 
tirely in  one  mass  that  they  cover  the  space  like  a  compact  shell  or 
inverted  basin,  and  are,  consequently,  almost  wholly  free  from  lateral 
pressure." 

The  cost  varies,  of  course,  with  the  distance  of  the  place  where  the 
system  is  adopted  from  the  localities  where  the  gypsum  is  quarried ;  but 
in  most  parts  of  the  country  it  is  found  to  be  cheaper  than  any  other 
method  of  fire-proofing,  while  in  the  immediate  neighborhood  cottage 
floors  can  be  formed  at  a  cost  less  than  that  of  ordinary  wood  construc- 
tion. 

Cantor  Lectures. — On  Submarine  Telegraphy.  By  FLEBMiNa  Jbnkin, 

Esq.,  C.E.,  F.R.S. 

From  th«  London  Journal  of  the  Society  of  Arts,  No.  601. 

LECTURE  III. 

(Continued  from  page  810.) 

Laying  and  Repairing  Cables, — The  lecturer  mentioned  that  he  had 
received  a  letter  from  Messrs.  Wells  and  Hall,  stating  that  some  lengths 
of  their  india  rubber  cables  had  been  at  work  for  some  time  under  water. 
This  was  not  doubted,  bat  did  not  affect  the  original  statement,  that 
much  india  rubber  had  decayed,  whereas  no  gutta-percha  under  water 
bad  decayed.  Mr.  Hooper  had  also  misunderstood  the  statement  in  the 
abstract,  that  pure  india  rubber  yielded  to  continued  pressure.  This  was 
not  meant  to  apply  to  Mr.  Hooper's  material,  which  is  always  more  or 
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less  TolcaDized.  Attention  was  also  drawn  to  a  map  of  the  telegraph 
lines  between  Europe  and  the  East,  prepared  by  Messrs.  Bright&Clarky 
and  kindly  lent  by  them.  The  following  is  an  abstract  of  the  lecture 
arranged  under  the  heads  of  the  syllabus: 

1.  Stowage  onBoard  Ship. — The  cable  is  coiled  intolarge  circular,  or 
nearly  circular,  coils,  so  as  to  uncoil  without  receiving  a  twist,  as  shown 
on  the  last  occasion.  The  coils  are  now  held  in  iron  water-tight  tanks* 
and  remain  constantly  under  water.  Tanks  were  first  made  for  the  Bed 
Sea  cable,  but  first  used  for  the  Malta- Alexandria  cable.  The  tanks  in 
the  Great  Eastern  were  three  in  number,  from  51  feet  6  inches  to  58 
feet  6  inches  diameter,  and  20  feet  6  inches  deep.  To  prevent  rolling, 
their  centre  of  gravity  should  be  only  slightly  below  the  water-line.  If 
the  water  be  withdrawn  from  the  tanks  before  the  cable  is  paid  out,  the 
wires  rust,  and  the  chemical  action  heats  them  injuriously.  With  gal- 
vanized wires  or  cables  covered  with  Bright  k  Clark's  composition  this 
heating  does  not  occur.  The  eye  of  the  coil  round  which  the  cable  lies, 
generally  from  6  to  8  feet  in  diameter,  is  filled  with  a  cylinder,  to  pre- 
vent the  bight  of  the  cable  from  falling  down,  and  possibly  forming  a 
kink  or  loop.  Mr.  Newall  uses  a  cone  permanently  fixed  in  the  centre 
of  the  coil.  Messrs.  Glass  &;  Elliott  lower  their  solid  eye  as  the  uncoil* 
ing  proceeds.  The  cone  appears  to  the  lecturer  to  afford  the  best  guar- 
antee against  kinking.  It  was  used  in  the  Persian  Gulf  expedition.  When 
running  out  at  high  speeds,  thecable,if  unchecked,  would  fly  out,  urged 
hy  centrifugal  force,  so  as  to  be  dangerous  and  unmanageable.  This 
tendency  is  controlled  by  rings,  lowered  as  the  tanks  are  emptied,  and 
first  forcing  the  cable  to  run  horizontally  towards  the  centre  and  then 
controlling  its  upward  motion.  These  rings  were  first  used  by  Messrs. 
HeyfM  k  Co. 

2.  Break. — From  the  tanks  the  cable  is  laid  in  troughs  to  the  break, 
by  which  a  restraining  force  is  applied  to  prevent  too  rapid  egress.  The 
troughs  in  the  Gfreat  Eastern,  from  the  fore-hold  to  the  break,  mea- 
sured 450  feet.  The  cable  is  wound  four  or  five  times  round  a  drum  6 
or  8  feet  in  diameter,  and  the  rotation  of  this  drum  is  controlled  by 
friction.  The  turns  round  the  drum  hold  the  cable  securely,  and  pre- 
vent its  egress  unless  the  drum  itself  turns.  The  riding  of  the  cable  is 
prevented  by  a  simple  contrivance  known  as  a  knife  or  plough,  which 
was  exhibited  on  a  model.  On  the  Great  Eastern  this  knife  or  plough 
could  be  adjusted.  The  simplest  manner  of  applying  retarding  friction 
to  the  break  is  to  hang  a  weight  on  to  a  break  strap,  the  other  end  of 
which  is  fixed.  If  the  weight  is  hung  from  that  end  of  the  strap  which 
would  be  lifted  by  the  friction  of  the  drum  as  it  revolves,  the  retarding 
force  can  never  exceed  the  weight,  and  a  limit  may  be  thus  placed  to 
the  strain  on  the  cable.  But  it  was  found  in  practice  that,  with  a  strap 
making  less  than  one  turn  round  the  drum,  a  weight  of  say  four  tons 
had  to  be  applied  to  give  a  friction  of  one  ton.  The  limit  due  to  the 
position  of  the  weight  was,  in  such  a  case,  of  small  value,  since  any 
beating  of  the  strap  or  dirt  on  its  surface  might  rapidly  increase  the 
strain  four-fold.   Mr.  Appold's  break  remedies  this  defect.  The  prin^ 
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Ciple  on  wliich  it  is  constnictcd  is  illustrated  by  the  annexed  diagram. 
The  end  of  the  strap  a,  on  'which  the  greatest  strain  comes,  is  attached 
to  a  lever  hinged  at  c.  Between  the  centre 
of  the  drum  and  a,  the  other  end  is  attached 
to  the  lever  very  near  a;  but  between  a  and 
c  the  retarding  friction  is  obviously  equal  to 
the  difference  of  the  strains  on  the  end  a 
and  b  of  the  break*strap,  and  the  weight  w 
is  almost  exactly  equal  to  that  difference. 
This  relation  does  not  depend  on  the  co- 
efficient of  friction  between  the  strap  and  the 
drum.  If  the  friction  increases,  the  weight 
w  is  raised  a  little,  and  the  lever  a  c,  owing  to  the  eccentrical  position 
of  c,  slightly  lengthens  the  break*strap,  reducing  the  friction.  The  op- 
posite effect  occurs  if  the  co-efficient  of  friction  diminishes.  The  motion 
of  c  a,  required  to  tighten  or  lessen  the  break-strap,  is  almost  infinitely 
small,  so  that  the  angles  of  the  break-strap  and  lever,  and  the  relations 
of  the  strains,  do  not  sensibly  vary*  This  arrangement  was  used  on  the 
Oreat  Eastern.  It  worked  admirably,  and  gives  a  perfect  safeguard 
against  the  application  of  any  unforeseen  strain  by  the  friction  of  the 
break-strap.  Strains  may,  however,  occur  from  other  causes,  and  for 
their  detection  a  dynamometer  is  used  between  the  break  and  the  stern. 
The  cable  ia  passed  under  a  weighted  pulley,  at  a  somewhat  obtuse 
angle.  The  weight  thus  hanging  on  the  cable  is  raised  higher  and 
higher  as  the  strain  on  the  cable  increases.  A  scale  is  constructed  by 
experiment  showing  the  height  corresponding  to  each  strain.  By  this 
simple  contrivance  the  actual  strain  on  the  cable  oan  be  observed  at  any 
moment.  The  following  is  a  convenient  formula  for  calculating  the  re- 
lation between  the  strains  on  break*straps  and  the  friction  produced. 
Let  Q  be  the  strain  on  that  end  of  the  strap  which  holds  back  the  wheel, 
p  the  strain  on  the  other  end,  /  co-efficient  of  friction,  and  b  the  angle 
embraced  by  the  strap  in  circular  measurement,  (unit =57*296°.) 
Then,  Q=«^  P,  where  c=2-71828. 
/  may  bo  taken  for  leather  on  iron,  ,        .         =-  0*85 

"  "        iron  on  iron,  wet,        •        .        sasO-lS 

"  "        wood  on  iron,  wet,  less  than  0*1 

8.  Tlieory  of  SubmerHon. — In  October,  1857,  Professor  William 
Thomson  published  in  the  Engineer  a  short  sketch  of  the  true  mathe- 
matical theory  of  the  fonn  assumed  by  a  cable  while  sinking,  and  the 
strains  to  which  it  is  subjected  under  various  conditions.  The  conse- 
quences of  this  theory  were  much  more  elaborately  worked  out  (inde- 
Jendently  of  Professor  Thomson's  publication,  the  lecturer  believes)  by 
[essrs.  Brook  &  Longridge,  in  a  paper  read  before  the  Institution  of 
Oivil  Engineers,  in  the  spring  of  1858.  Much  of  what  follows  is  taken 
from  that  paper.  If  the  ship  and  cable  are  both  at  rest  in  still  water, 
the  latter  hangs  in  a  catenary  curve,  the  strains  on  which  are  known 
and  easily  computed.  This  case  actually  occurs  whenever  a  ship  stops 
paying  out  cable^  for  instance^  to  cut  out  a  fault.  If  the  cable  were 
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6ud(len1y  stopped,  so  as  to  lie  at  a  great  angle  with  the  vertical  line, 
a  strain  would  he  produced  so  great  as  infallibly  to  break  the  cable. 
Thus,  for  a  catenary  in  which  the  cable  at  the  point  of  suspension  lies 
at  an  angle  of  9°  SCK  with  the  horizon,  the  strain  at  the  point  of  sus- 
pension is  equal  to  72}  times  the  weight  of  the  cable  hanging  to  the 
same  depth  vertically ;  so  that  in  2000  fathoms  the  strain  would  be 
equal  to  the  weight  of  145  miles  of  cable;  but  the  Atlantic  cable  would 
break  as  soon  as  the  strain  exceeded  the  weight  of  11  miles.  From  this 
it  will  be  seen  that  a  cable  cannot  be  immediately  stopped  whilst  being 
paid  out,  but  must  be  gradually  checked  while  the  ship  is  backed,  so 
as  to  keep  the  cable  where  entering  the  water  as  nearly  vertical  as  pos- 
sible. Another  conclusion  which  follows  is,  that  the  cable  while  being 
paid  out  cannot  possibly  be  hanging  in  a  catenary  curve;  since  the  At- 
lantic cable  did  lie  at  an  angle  of  about  9^  30',  and  the  strain,  instead 
of  being  2030  cwt.,  was  only  about  12  cwt.  The  following  consideration 
may  help  us  to  perceive  how  different  the  case  of  a  body  sinking  regu- 
larly is  from  the  case  of  a  chain  at  rest.  Suppose  the  ship  to  drop  a 
number  of  spheres  of  the  specific  gravity  of  the  cable  into  the  water  at 
regular  intervals;  each  of  these  would,  within  about  two  feet  of  the  sur- 
face, acquire  a  definite  sensibly  constant  velocity  t;=-i/-   where  tr 

=the  weight,  and  q  the  resistance  to  the  body  moving  at  one  foot  per 
second.  These  spheres,  moving  with  constant  velocity  at  constant  in- 
tervals of  time,  would  lie  in  a  straight  line  from  the  surface  to  the  bot- 
tom, and  would  be  more  or  less  inclined  to  the  horizon  as  the  speed  of  the 
ship  was  less  or  greater.  If  the  spheres  were  joined  by  an  infinitely  thin 
string,  to  which  the  water  offered  no  resistance,  they  would  form  a  cable 
which  could  be  laid  without  any  tension  whatever,  and  with  an  amount 
of  slack  or  waste  depending  simply  on  the  inclination  of  the  line  to  the 
horizon.  The  practical  case  of  a  submarine  cable  lies  between  these 
two  extremes  of  the  catenary  and  the  isolated  spheres;  each  short 
length  of  the  cable  lies  like  an  inclined  rod  in  the  water,  and  baa, 
therefore,  a  tendency  to  shoot  back  in  a  given  direction,  whereas  the 
isolated  spheres  tend  to  fall  vertically.  Owing  to  this,  cables,  or  at 
least  heavy  cables,  cannot  be  laid  without  tension,  except  at  the  expense 
of  an  enormous  waste  of  cable.  It  will  be  unnecessary  here  to  repeat 
the  whole  mathematical  investigation  which  is  given  in  Messrs.  Brook 
&  Longridge's  paper.  It  will  be  sufficient  to  give  the  results  arrived 
at.  Mathematical  readers  will  readily  understand  that  these  results  are 
calculable  from  the  data  given : 

t;:=the  velocity  of  the  paying  out  vessel  in  feet  per  second. 
Vj=::the  velocity  of  the  cable  paid  out  in  feet  per  second, 
iff  =  the  weight  of  one  foot  length  of  the  cable  in  pounds. 

f  csthe  angle  which  the  cable  at  the  surface  makes  with  a  horiaon- 
tal  line. 

4(=the  height  of  any  point  A  from  the  bottom  of  the  sea. 

^=s  the  resistance  in  pounds  which  the  water  opposes  to  the  motion 
of  each  foot  of  the  cable  moving  perpendicularly  to  itself^ 
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speed  of  one  foot  per  second;  q  may  be  ealled  the  eo-effioient 
of  resistance  to  displacement. 
9i=sthe  resistance  in  pounds  which  the  water  opposes  to  the  motion 
of  each  foot  of  Uie  cable  drawn  through  it  lengthwise  at  the 
speed  of  one  foot  per  second;  q^  may  be  called  the  co*efficient 
of  friction* 
fii=the  resistance  in  pounds  which  the  water  opposes  to^he  motion 
of  each  foot  of  the  cable  moving  perpendicularly  to  itself,  at 
the  speed  of  v  feet  per  second;  m  is  assumed s^sj^v*. 
fR2  =  the  resistance  in  pounds  which  the  water  opposes  to  the  motion 
of  each  foot  of  the  cable  drawn  through  it  lengthwise  at  the 
speed  v;  uti  is  assumed =^^1 1;*. 
t  =  tension  in  pounds  at  point  A,  which  in  what  follows  will  be  as- 
sumed as  at  the  surface  where  the  maximum  strain  occurs. 
Then,  if  the  cable  be  laid  without  any  tension  at  the  bottom,  which 
is  now  invariably  done,  the  equation  to  the  curve  assumed  by  the  cable 
will  become  the  equation  to  a  straight  line  inclined  at  an  angle  to  the 
horizon  such  that 

(1.)  Cos.  ^=     ^ , 

or,  what  amounts  to  the  same, 

(2.)  4^=i^. 

^   '  Sin.  *  9      w. 

From  this  it  appears  that  the  angle  at  which  any  given  cable  will  be 
paid  out  is  (when  not  tight  at  bottom)  independent  of  the  tension  t, 
(or  of  the  velocity  r^,)  and  is  dependent  simply  on  the  velocity  v  of  the 
ship.  Cables  which  are  bulky  for  their  weight,  or,  in  other  words,  are 
of  light  specific  gravity,  lie  at  a  small  angle;  but,  by  increasing  the 
ship's  speed,  any  cable  may  be  paid  out  at  a  small  angle.  We  find  fur- 
ther, when  no  slack  is  paid  out. 


(3.)  «=  U-m^^^-''''^'^]  X. 
^    '  \  Sin.  t       / 


wa;  is  simply  the  weight  of  the  length  of  the  cable  hanging  plumb  from 
the  ship  to  the  bottom.  This  is  the  maximum  tension  that  can  be  re- 
quired to  lay  any  cable  without  slack.   This  tension  is  always  slightly 


±jlJL^ 


diminished  by  a  certain  small  portion  of  its  amount  constant  tta  » 
given  speed  and  cable.   The  annexed  diagram  may  help  to  explain  the 
YOL.  LII.^Thibd  Sxbixs.— No.  6.^DxGXiiBXB,  1866.  88 
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resiilts  arrived  at.  The  oable  A  c,  lying  on  an  inclined  plane  of  water 
at  the  angle  %  is  carried  by  a  tension  equal  to  the  weight  of  a  length 
A  B  of  cable,  somewhat  as  a  chain  woald  be  in  equilibrium  lying  on  a 
frictionless  inclined  plane  A  G,  and  hanging  down  over  a  pulley  at  a  to 
the  depth  b;  but  the  inclined  plane  of  water  is  not  at  rest.  It  yields 
under  the  cable  at  every  instant  at  every  spot ;  if  the  cable  were  pressed 
through  the  water  in  a  direction  perpendicular  to  itself,  so  that  the 
plane  of  water  yielded  before  the  pressure  of  the  cable,  and  did  not 
slip  along  it  at  all,  the  above  analogy  would  be  perfect,  and  the  ten- 
sion at  A  would  be  simply  equal  to  u'  2; ;  but  since  we  have  supposed 
the  cable  to  be  laid  without  tension,  and  without  slack  at  the  bottom, 
any  point  D  must  finally  come  to  a  point  E,  such  that  £C=D  c,  and  it 
will  be  easily  seen  that  the  point  D  to  do  this  must  move  in  a  straight 
line  B  D.  Kow,  this  line  D  E  is  not  perpendicular  to  A  c;  it  falls  within 
that  perpendicular  D  F,  so  that  if  we  suppose  the  plane  of  water  under 
A  c  to  yield  perpendicularly  before  it,  we  must  also  conceive  the  cable 
as  slipping  back  a  little  on  the  plane  by  an  amount  corresponding  to 
the  space  between  DF  and  D  e;  but  this  slip  is  opposed  by  the  friction 
of  the  water,  which  thus  tends  to  prevent  the  cable  from  running  back 
on  the  inclined  plane,  and  so  relieves  the  tension  by  a  small  amount. 
This  amount  is  so  small  that  it  may  be  practically  neglected,  and  would 
not  have  been  mentioned  did  not  the  same  considerations  enable  us  to 
understand  the  effect  of  laying  cable  with  a  certain  amount  of  slack. 
When  this  is  done,  a  point  D  moves  in  a  line,  say  d  g,  differing  much 
more  in  direction  from  DF  than  dk  does.  When  much  slack  is  laid, 
the  cable  slips  back  at  a  considerable  velocity  on  the  inclined  plane, 
and  meets  with  a  frictional  resistance  tending  considerably  to  relieve 
the  tension.  Thus,  when  the  cable  is  paid  out  at  a  velocity  V|,  we  have 


(^C08.tj 


(4.)  f=        w — m^ X. 

y  sin.  t 

When  t»i  18  considerably  in  excess  of  v,  the  fraction  of  the  whole  ten- 
sion which  the  friction  7/1^  subtracts  from  f^'o;  is  very  considerable.  It 
also  increases  rapidly  as  the  speed  of  the  ship  increases,  and  it  further 
increases  if  the  specific  gravity  of  the  cable  be  small,  for  then  it  lies  at 
great  length  in  the  water,  presenting  an  immense  surface  to  be  gripped 
by  the  water.  The  friction  on  each  foot  is  but  small,  but  when  twelve  or 
thirteen  miles  of  cablfe  lie  in  the  water,  presenting  a  surface  of  70,000 
or  80,000  square  feet,  the  result  is  practically  very  important.  As- 
suming a  mean  speed  of  10  4  feet  per  second  as  that  at  which  the  At- 
lantic cable  was  paid  out  when  lying  at  an  angle  of  9°  SO'  in  2000 
fathoms  of  water,  with  a  tension  of  12  cwt.^  we  obtain  the  following 
values  for  the  constants: 

^=0  085    =0-81    d\      ,        ^      ,.       ,       r      VI    •    r    ^ 
Q  .—  O  0085=:0001  D  1   ^^^^^  D= diameter  of  cable  m  feet. 

From  some  observations,  it  would  seem  as  if  the  angle  had  been  eren 
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less  than  the  above,  in  whieh  case  q  would  be  larger  and  q^  smaller. 
From  Beaafoj*8  experiments  we  should  have  expected  q  to  be  more 
nearly  0*65  D ;  but  the  roughness  of  the  cable  may  account  for  the  dif- 
ference, a«  it  certainly  does  for  the  great  difference  in  the  co-efficient 
of  friction,  which  is  nearly  eight  times  that  which  a  smooth  surface 
would  present.  It  is  probable  that,  for  a  smooth  iron  cable,  the  value 
of  q^  would  be  more  nearly  equal  to  0*001  d,  and  ^=0065  D.  One 
reason  will  now  be  plain  for  giving  in  the  foregoing  tables  the  strength 
of  the  various  cables  relatively  to  the  depth  in  which  they  are  to  be 
laid.  The  strain  required  to  lay  them  is  always  a  fraction  of  that  depth, 
but  the  strain  will  not  be  always  the  same  fraction  of  the  depth,  but 
will  be  smaller  for  the  lighter  cables  when  laid  slack. 

4.  Application  of  Theory. -^The  practical  results  of  equation  (4) 
are  most  important.  To  lay  any  cable,  however  light,  quite  taut,  we 
require  nearly  the  tension  due  to  a  weight  of  the  cable  hanging  plumb 
from  the  surface  to  the  bottom ;  but  by  increasing  the  bulk  of  any  cable, 
though  we  do  not  diminish  its  actual  weight,  we  may,  by  laying  a  little 
slack,  diminish  the  tension  very  greatly.  With  such  a  cable  as  the 
aeeond  Atlantic  the  tension  was  thus  diminished  more  than  half;  to 
lay  it  taut  would  have  required  nearly  28  cwt.,  and  12  cwt.  was  the 
amount  actually  required  when  about  15  per  cent,  slack  was  paid  out. 
The  strain  could  be  maintained  constant  in  all  depths,  by  allowing  a 
little  more  slack  to  run  out  in  deep  water,  and  even  this  could  be  pre* 
vented  by  a  slight  increase  in  the  speed  of  the  ship.  No  relief  at  all, 
comparable  to  the  above,  is  obtained  by  paying  out  heavy  cables  slack ; 
but,  on  the  other  hand,  still  lighter  cables  can  be  paid  out  under  still 
more  favorable  conditions.  The  rattan. and  hemp  cable  (No.  11,  Ap* 
pendix  1)  would,  with  12  per  cent,  slack,  be  paid  out  without  any  straia 
at  all,  and  if  more  slack  than  this  were  desired,  the  cable  would  have 
to  be  pushed  out  of  the  ship.  Nearly  the  same  might  be  said  of  a  bare 
gutta-percha  wire.  The  Atlantic  cable,  in  the  last  expedition,  was  laid 
in  depths  varying  from  1750  to  2000  fathoms,  at  speeds  for  the  ship 
varying  from  4f  to  6|  knots  per  hour,  while  the  cable  ran  out  at  from 
6  to  nearly  8  knots  per  hour.  The  angle,  according  to  one  method  of 
^observation,  varied  from  9°  to  nearly  12°,  but  was  somewhat  less  ac- 
cording to  other  observations ;  9°  30^  seems  to  have  been  a  usual  angle. 
The  slack  paid  out  in  deep  water  ranged  from  9  per  cent,  to  about  18^ 
per  cent.  On  the  last  day  the  slack  was  about  14-8  per  cent.  The 
strain  on  the  cable  was  very  constant,  ranging  from  10  cwt.  to  14  cwt., 
and  generally  being  between  11  cwt.  and  13  cwt.  The  pitching  of  the 
ship  never  caused  more  than  about  2  cwt.  difference  in  the  strain;  but 
once,  when  going  slow  to  change  holds,  the  strain  was  17  cwt.:  this 
accords  with  theory.  The  lecturer  has  to  thank  the  engineers  of  the 
Telegraph  Construction  and  Maintenance  Company  for  the  above  iny 
formation^ 

(Tobeoontiaued.) 
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Theory  of  the  Influence  of  Friction  upon  the  Mechanical  Efficiency  of 
Steam.    By  W.  J.  Macquorn  Baneinr,  G.E.,  LL.D. 

Pftper  read  before  the  British  Associatioji,  NottiDgham,  18C6. 
Fnxn  the  London  CiT.  Xng.  and  Architecf  8  Jovrnal,  October  1, 1860. 

1.  Attention  has  been  called  to  the  fact  that  the  heatproduced  bj  the 
friction  of  the  piston,  piston-rods,  and  trunks  of  steam  engines  must  be 
wholly  or  partly  communicated  to  the  steam,  and  must  thus  affect  the 
work  of  the  steam  and  the  expenditure  of  the  heat  upon  it.  The  object 
of  the  present  paper  is  to  point  out  how  that  fact,  when  treated  accord- 
ing to  the  principles  of  thermodynamics,  affected  the  efficiency  of  steam. 

2.  The  most  general  and  elementary  way  of  considering  the  subject 
]fl  as  follows:  Let  w  denote  the  whole  indicated  work  of  the  steam  in 
a  given  time,  including  thst  which  is  lost  through  friction  in  the  cylin- 
der ;  let  P  be  the  part  of  that  work  which  is  so  lost,  so  that  w — P  is  the 
ayailable  work ;  also  let  H  be  the  whole  expenditure  of  heat  upon  the 
steam  in  the  same  time,  expressed  in  units  of  work  by  the  aid  of  the 

w 
first  law  of  thermodynamics.  Then  —  is  the  efficiency  of  the  steam 

when  friction  is  not  taken  into  account.  If  we  take  into  account  the 
loss  of  work  through  friction,  but  not  the  gain  of  heat,  the  efficiency  is 

reduced  to •  With  respect  to  the  gain  of  heat  through  friction,  it 

is  to  be  observed  that,  if  the  cylinder  is  properly  jacketed  and  protected, 
the  whole  of  the  heat  due  to  the  friction  of  the  piston  must  be  commu- 
nicated to  the  steam,  and  thaf,  if  we  consider  the  great  superiority  of 
slightly  moist  steam  above  air  in  conducting  power,  it  is  probable  that 
a  small  fraction  only  of  the  heat  due  to  the  friction  of  piston-rods  and 
trunks  escapes  without  being  taken  up  by  the  steam  also.  If,  then,  we 
suppose  that,  sensibly,  the  whole  due  to  friction  in  the  cylinder  is  taken 
up  oy  the  steam,  there  is  a  corresponding  saving  in  the  expenditure  of 
heat,  and  the  efficiency  of  the  steam  becomes 

^=?» ^^'^ 

w 
being  less  than  — ,  the  efficiency  neglecting  friction ;  but  greater  than 

a 

,  the  efficiency  when  the  loss  of  work  is  taken  into  account,  but 

H 

not  the  saving  of  heat. 

8.  For  example,  let  the  case  be  taken  of  an  engine  in  which  the  steam 
is  admitted  to  the  cylinder  at  an  absolute  pressure  of  40  lbs.  on  the 
square  inch,  being  258  lbs.  on  the  square  inch  above  the  atmosphere, 
the  back  pressure  being  4  lbs.  on  the  square  inch,  and  the  rate  of  ex- 
pansion 5  lbs. :  the  efficiency  of  the  steam  in  such  an  engine,  neglecting 

w 
friction,  is  about  0'12  =  — .   Suppose,  now,  that  one-tenth  of  the  indi* 
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cated  work  is  lost  in  friction  in  the  cylinder,  and  tbat  all  the  heat  of  fric- 
tion is  taken  np  by  the  steam;  that  is  to  say,  let  P  =  0'1  w  =  0'012h: 
then  the  fraction  0012  expresses  the  saving  of  heat  through  friction, 
and  the  efficiency  is  found  by  equation  A  to  have  the  following  value: 
V  — P_0'12— 0'012_0'108  ^-^Q„ 
H  — F  ""1  000-0-012""0-988"  ' 

The  result  of  taking  into  account  the  loss  of  work,  but  neglecting  the 

saving  of  heat,  is =  0'108. 

4.  The  following  is  the  result  of  applying  the  principles  of  thermo- 
dynamics more  in  detail  to  the  process  of  expansive  working  as  affected 
by  friction.  During  any  small  portion  of  the  process  of  expansive  work- 
ing, let  d  w  be  the  total  work  done,  including  friction,  and  dv  the  part 
of  that  work  which  is  lost  in  friction ;  also  let  ^be  the  absolute  tempera- 
ture at  which  the  work  dw  is  done,  and  k  the  real  dynamical  specifijC 
heat  of  the  substance :  then,  by  the  second  law  of  thermodynamics,  the 
expenditure  of  heat  during  the  given  small  portion  of  the  process  is 
dii  =  td^\  in  which  the  ^'  thermodynamic  function  *"'  4» has  the  follow- 
ing valuer 

If  all  the  heat  due  to  the  friction  is  taken  up  by  the  working  sub- 
stance, let  d  ib}  be  the  diminished  expenditure  of  heat;  then  the  ther- 
modynamic eq<uation  of  the  process  becomes 

dfl>=(iH  —  (iF  =  trf^  — iF,  •  -  •.  .  (b.) 
And  if,  as  is  often  sensibly  the  case,  the  work  dene  in  friction  is  a  coik 
Slant  fraction  of/  of  the  whole  work,  so  that  dF  =/  d  w,  we  have  the 
following  equation : 

du\=€d4— /dw, (c.) 

5.  The  special  mode  of  operation  of  friction  in  saving  heat  during  the 
^working  of  steam  in  ordinary  steam  engines  p^robably  consists  in  a  dimi- 
nution of  the  additional  supply  of  beat  required  by  the  steam  while 
in  the  cylinder,  in  order  to  prevent  the  aecumnlation  of  liquid  water 
there.  It  is  known  that  during  the  expansive  working  of  steam  heat  dis- 
appears: that  part  of  such  disappearance  of  heat  (vis:  from  one-fourth 
to  one-fifth  of  it)  takes  effect  in  lowering  the  temperature  of  the  steam 
to  that  corresponding  to  the  diminished  pressure^  and  that  the  remaind- 
er (being  from  three-fourths  to  four-fifths)  tends  to  produce  liquefac- 
tion of  part  of  the  steam.  Such  liquefaction  isknown  to  cause,  indirectly^ 
great  waste  of  heat,  through  the  distillation  of  the  liquid  water  into  the 
condenser,  and  consequent  abstraction  from  the  cylinder  of  heat,  which 
has  to  be  supplied  by  means  of  anlncreased  expenditure  of  boiler  steam* 
In  order  to  realize,  therefore,  the  economy  due  to  expansive  working, 
it  is  necessary  to  keep  the  steam,  during  the  expansion,  nearly  in  a  state 
of  dryness;  and  for  that  purpose  it  must  be  supplied  with  heat  to  the 
extent  of  from  three-fourths  to  four-fifths  of  the  heat  which  disappears 
during  the  expansion.  That  supply  of  heat  may  be  conveyed  from  the 
boiler  either  by  means  of  a  steam-jacket,  or  of  superheating,  or  by  both 
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Digitized  by 


GooQle 


890  dvil  and  Meehanieal  Engineering. 

.  ZDetbods  combined;  and  the  heat  dae  to  friction  in  the  cylinder, by  con« 
tributing  to  that  supply,  diminishes  the  part  of  it  which  it  is  necessary 
to  obtain  from  the  boiler. 

6.  The  theoretical  formulas  for  the  indicated  work,  and  the  expendi- 
ture of  heat  in  a  steam  engine  working  with  dry  saturated  steam,  are 
as  follows:* 

Let  the  initial  absolute  temperature,  absolute  pressure,  and  volume 
of  one  pound  of  steam  be  denoted,  during  the  admission  into  the  cylin- 
der,  by  t^^TPyy  and  v^,  and  at  the  end  of  the  expansion  by  t^yf^t  and  r,; 

80  that  -^  is  the  rate  of  expansion. 


Vi 


Let  p,  be  the  back  pressure  of  the  exhaust  steam  in  the  cylinder,  and 
t^  the  absolute  temperature  of  the  feed- water. 

Let  a— it  be  the  approximate  value,  in  units  of  work,  of  the  latent 
heat  of  evaporation  of  one  pound  of  water  at  the  absolute  temperature 
%  the  constants  being  as  follows: 

a  =1109550  foot-pounds; 

J  =  540-4  foot-pounds  per  degree  of  Fahrenheit,  or  972'72  foot- 
pounds per  Centigrade  degree. 

Let  J  be  Joule's  equivalent  of  the  specific  heat  of  liquid  water  =«  772 
foot-pounds  for  Fahrenheit's  scale,  or  1890  foot-pounds  for  the  Centi- 
grade scale,  nearly. 

Let  u  denote  the  work  done  by  a  pound  of  steam,  on  the  supposition 
that  the  l^ack  pressure  is  equal  to  the  final  pressure  (Ps  =  P2)>  ftnd  w 
the  whole  indicated  work  done  by  a  pound  of  steam. 

Then  u  =  a  hyp.  log.  7  —  5  (^i  —  0,      .        .        .    (d,) 

and  w  =  u+(P2— ft)«'2t W 

also  the  expenditure  of  heat  per  pound  of  steam  is 

H  =  u  +  a  — 6f,  + j(f,  — fj,  .  .  .  (f.) 
Now  the  total  heat  of  evaporation  of  one  pound  of  steam,  at  the  initial 
temperature  t|,  is  H|  =:  a  —  6 1^  +  J  (tj  —  i^^  .  .  .  .  (0,) 
and  the  difference  between  this  and  the  total  expenditure  of  heat  is  the 
additional  heat  which  must  be  supplied  to  each  pound  of  steam  in  order 
to  prevent  liquefaction  in  the  cvlinder,  that  is  to  say, 

H  — Hi  =  u(j  — 6)(^  — g 

=  ahyp.log.|  — j(ei  — g,      .        .        •    (H.) 

It  appears,  by  calculating  numerical  results  in  particular  cases,  that 
H  —  Hi  =  from  0'75  to  0-8  u,  nearly,  .  .  (k,) 
0'75  being  the  co-efficient  at  high  temperature,  and  0'8  at  low. 

7«  It  is  out  of  this  latter  part  of  the  expenditure  of  heat  H  —  H^  that 
the  saving  is  made  through  the  heat  produced  by  the  friction  in  the 

*  for  their  demonstration  see  "Phil.  Trans. ,"  1859,  and  "A  Manual  of  the  Steam 
Bngine  and  other  Prime  Movers,"  p.  896  ;  and  for  approximate  formulas  for  prac- 
tical use,  see  also  "The  Engineer/*  Jan.  6,  1866,  p.  1,  and  "Useful  Bides  and 
^T^les,*'  p.  282. 
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"Cylinder.  The  following  are  four  examples  of  the  theoretical  calonlatioa 
of  the  work  and  expenditure  of  beat  per  pound  of  steam,  and  of  th« 
efficiencjy  with  and  without  allowances  for  friction: 

No.  OF  Example. 

TBmperature — Fahrenheit                                      I,  n.  Tit.            IV. 

Initial,  ordinary 888  deg.  838  deg.  257  deg.  257  deg. 

•<        absolute,  <i= 799    *•  799  "  718    "  718    " 

Pinal,   ordinary 248    «•  208  "  176     ••  221     « 

'            "        absolute,  <j,  =  7o9    •«  664  ••  687    "  612     «« 

Feed-water,  ordinary 104    «*  104  «'  104    *•  104    « 

"    absolute,  t^= 665    *«  666  •«  666    *»  665    " 

Pressurea — lb,  on  the  square  foot — 

Initial,  ;>i= 16680  16680  4854  4854 

Final,  jp,  = 4162  1766  980  2524 

Back, /),=  649  649  649  649 

Volumes — cubic  feet  to  the  lb. — 

Initial,  Ci=  8-814       8-814         1209       1209 

Final,  r,  = 1400      81-26  68  92       22  84 

Bates  of  expansion -  = 8-67        8-2  4-46        1-86 

Indicated  work  in  foot-pounds  per  pound 

of  steam,  at  pressures  above  the 

final  pressure,  v  = 889S0      182860      89000    87600 

Do.  at  pressures  below  the  final  pressure 

(/'^— /^)«i= 49042        84700      18140    41900 

Total  indicated  work,  foot-pounds,  per 

lb.  of  steam,  w  = 182972      167060    107140    79600 

Heat  expended  in  foot-pounds  per  lb.  of 

steam,  before'admission,  Hi= 869176      859176    740189  840189 

Additional  heat  to  prevent  liquefaction 

J  without  deduction)  H  —  Hi=....  62778      100628      69964    29189 
heatexpended(withoutdeduction) 
H  = 921958      950798    910108  860278 

Efficiency  without  friction^= 0-1442        0-174     01176  0-0916 

Suppose co-efficientof  friction  one-tenth, 
then  work  lost  in  friction  and  heat 

saved  F  =  ^= 18297        16706      10714      7950 

Availableworkw— F= 119676      160846      96426    71659 

Heat  expended  to  prevent  liquefaction, 

deducting  that  saved  by  friction, 

H  — Hj  — F  = 49481        83918      69260      2118 

Total  heat  expended,  deducting  that 

saved  by  fricton  h  —  t  =r 906666      948098    899889  861828 

Efficiency,  allowing  for  friction 

^^= 0-182      0-1595     0-1078    0-088 

8.  From  the  preceding  formulas  and  calculations  it  appears,  that  al- 
though the  heat  produced  by  friction  in  the  cylinder  makes  but  a  tri- 
fling  saving  when  compared  with  the  whole  heat  expended,  it  may  be- 
come considerable  when  compared  with  that  part  of  the  expenditure  of 
heat  which  is  employed  to  prevent  liquefaction  of  steam  in  the  cylinder, 
and  may  thua  co-operate  usefully  with  the  action  of  jacketing  and  super- 
heating. 

In  reply  to  some  obserrations  by  Mr.  Smith  and  Mr.  Bramwell,  the 
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latter  of  whom  pointed  out  that  the  heat  generated  would  be  carried 
«way  in  part  by  the  exhaust.  Professor  Rankine  said  he  was  sorry  that 
he  should  have  explained  himself  so  badly  in  his  original  paper  as  to 
lead  Mr.  Bramwell  and  Mr.  Smith  to  suppose  that  he  regarded  the  heat 
generated  by  friction  as  increasing  the  motive  power.  That  was  not 
what  he  had  intended  to  convey.  He  was  far  from  supposing  that  the 
heat  generated  by  friction  added  in  the  slightest  degree  to  the  amount 
of  the  working  power  of  the  steam,  or  even  made  the  diminution  of  the 
work  less  than  it  wouM  otherwise  be.  What  he  meant  to  convey  was 
that  the  effect  which  he  had  ascribed  to  the  heat  produced  by  friction 
was  not  a  gain  or  saving  of  mechanical  work,  but  simply  a  saving  of  a 
portion  of  the  heat  which  would  otherwise  be  lost  in  preventing  lique- 
faction of  the  steam.  Whatever  quantity  of  heat  was  produced  in  the 
cylinder  by  friction,  precisely  to  that  extent  would  the  heat  which  it  was 
necessary  to  supjily  by  means  of  jacketing  or  superheating  be  dimin- 
ished. Steam  must  be  dried  or  superheated  by  wire-drawing,  or  passing 
through  a  small  aperture  without  performing  work.  Most  engineers, 
however,  would  agree  with  him  that  to  dry  or  superheat  steam  by  that 
method  was  not  economical,  and  that  the  same  object  could  be  better 
ikttai&ed  by  the  direct  applica,tion  of  heat 


The  Water-jet  Propeller. 

Vrom  Uie  London  Engineering,  No.  43. 

Thedata  of  the  recent  experimental  trip  of  the  Water-witeh^  althouf^h 
not  complete,  are  suflSciently  so  to  show  a  great  waste  of  power  in  Mr. 
Rathven*s  system  of  jet  propulsion.  It  is,  indeed,  probable,  and  nearly 
demonstrable,  that  of  the  750  horsepower  indicated  on  Friday  less  than 
one-fourth  was  actually  utilized  in  propelling  the  ship.  The  action  of 
the  jets  admits  of  very  close  investigation  when  the  size  of  the  orifices, 
the  velocity  of  outflow,  and  what  may'  be  termed  the  velocity  of  reac- 
tion are  given.  In  the  case  of  the  Water-witch^  she  is  reported  to  have 
two  jets,  each  of  which,  although  not  circular  in  form,  is  equal  in  area 
to  a  circle  2  feet  in  diameter,  the  area  of  both  nozzles  being  6*28  square 
feet.  If  we,  for  the  moment,  disregard  friction  and  all  deductions  what- 
soever for  losses  of  any  kind,  we  pan  easily  find  what  quantity  and 
velocity  of  sea-water  would  be  maintained  through  these  jets  with  760 
horse  power.  Taking  sea-water  to  weigh  64  lbs.  per  cubic  foot,  we  shall 
have  15,260  feet,  nearly,  per  minute,  discharged  with  a  velocity  of 
about  40^  feet  per  second,  this  velocity  corresponding  to  a  height  of 
26|  £eet.  For  to  impart  to  water  a  motion  in  any  direction,  horizontal 
or  vertical,  of  40 J  feet  per  second  is  equal  to  lifting  it  to  a  height  of 
26J  feet,  and  to  lift  15,260  cubic  feet  of  sea-water  per  minute  to  a 
height  of  25^  feet,  requires,  irrespective  of  all  losses,  about  750  indi- 
cated horse  power.  The  size  of  the  nozzles  being  fixed,  there  is  but 
one  quantity  of  water,  and,  therefore,  but  one  velocity  of  discharge, 
which  would  exactly  work  up  a  given  horse  power.    Knowing,  there- 
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finrc,  the  effluent  Telocity,  we  easily  find  the  "head"  of  water  corres- 
ponding to,  or  generating  that  velocity,  and,  knowing  the  head,  it  is 
easy  to  find  the  pressure  within  the  jet.  The  presence  of  a  column  of 
8ea>water  25|  feet  high  is  llf  lbs.  per  square  inch,  and  on  the  904 
square  inches  of  the  two  jets  this  would  amount  to  a  total  propelling 
force  of  10,245  lbs.  The  real  pressure  urging  the  vessel  forward  was, 
as  we  shall  presently  see,  very  considerably  less  than  this,  as  so  far  we 
have  made  no  deductions  whatever  for  loss  of  efi*ect  by  friction,  &c., 
either  in  the  engines  or  water-passao;es.  Resting  for  a  moment  with 
the  quantities  alreadj  obtained,  the  whole  power  would  be  utilized  only 
when  the  vessel  moved  forward  at  the  same  rate  as  the  effluent  velocity 
of  the  jets,  vie:  40 J  feet  per  second,  or  24  knots  (of  6076  feet  each) 
per  hour.  For  the  power  is  running  away,  so  to  speak,  as  the  cube  of 
the  velocity  of  the  jets,  while  the  power  utilized  can  only  be  as  the  cube 
of  the  velocity  of  the  vessel,  the  pressure  acting  to  drive  the  ship  being, 
of  course,  as  the  square  of  the  velocity  of  the  jet,  thus  leaving  the  pro- 
portion of  the  power  utilized  to  that  expended  in  the  simple  ratio  of 
the  velocity  of  the  ship  to  that  of  the  jets.  For  the  water-pressure  within 
the  passages  leading  to  the  jets  is  necessarily  the  same  ahead  and  astern, 
while  the  work  expended  in  one  direction,  and  that  usefully  exerted  in 
the  other,  must  necessarily  be  as  this  pressure  multiplied  into  the  re- 
spective rates  of  motion  in  a  unit  of  time.  Now,  the  Water-witchy  so 
far  from  moving  at  the  rate  of  24  knots  per  hour,  or  40J  feet  per  se- 
cond, went  at  9  knots  an  hour,  or  15  19  feet  per  second,  and  hence,  in 
any  case,  nearly  two-thirds  of  the  power  would  appear  to  have  been 
wasted. 

But  we  cannot  proceed  upon  the  presumption  that  no  power  was  lost 
in  the  friction  of  the  engine,  nor  in  the  large  centrifugal  pump,  nor  in 
the  friction  of  water  in  the  passages,  &c.  Under  all  the  circumstances, 
we  cannot,  as  practical  men,  allow  for  the  work  actually  done,  in  eject- 
ing the  jets  more  than  one-half  that  indicated  upon  the  engine  pistons. 
In  other  words,  the  weight  of  water  actually  delivered  would  not,  when 
multiplied  into  the  height  to  which  its  effluent  velocity  would  carry  it, 
amount  to  more  than  one-half  of  the  total  number  of  foot-pounds  cor- 
responding to  the  750  horse  power  actually  indicated.  We  doubt  even 
if  this  allowance  for  loss  is  sufficient;  for  the  14  feet  centrifugal  pump 
is  one  of  the  very  worst  form,  having  nearly  radial  blades,  while  the 
rate  of  motion  to  be  imparted  to  the  water  is  very  great,  and  attended, 
therefore,  with  great  friction.  If,  however,  we  throw  off  one-half  only 
of  the  indicated  power  for  all  lowes  in  the  engines,  centrifugal  pump, 
and  water- passages,  the  corresponding  quan-ity  of  water  discharged 
through  the  two  jets  would  be  nearly  12,120  cubic  feet  per  minute,  at 
an  effluent  velocity  of  82  feet  per  second.  This  quantity  of  witer,  mul- 
tiplied into  the  height  to  which  its  velocity  of  discharge  would  carry  it, 
viz:  16  feet,  would  correspond  very  closely  to  12,375,000  fi»)t-pound9 
per  minute,  or  375  indicated  horse  power.  The  size  of  the  jets  remain- 
ing unaltered,  no  greater  or  less  quantity  could  pass,  at  a  greater  or 
'  less  velocity,  to  correspond  to  the  '61b  horse  power.   Now,  a  velocity  of 
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82  feet  per  second,  corresponding  to  a  head  of  16  feet  of  sea-water, 
pressing;  with  a  force  of  7  lbs.  per  square  inch,  ahead  and  astern,  is 
more  than  twice  the  actual  rate  attained  by  the  vessel,  its  rate  having 
been  15-19  feet  per  second.  Hence,  after  first  throwing  off  one-half  of 
the  total  engine  power  as  lost  in  friction,  &c.,  we  find  that  more  than 
one-half  of  the  remaining  half  was  lost  by  reason  of  the  inefficiency  of 
the  action  of  the  jets. 

Exception  may  be  taken,  however,  to  this  mode  of  calculation,  be- 
cause it  does  not  allow  for  the  dinainished  co-efiicient  of  discharge,  as 
compared  with  the  discharge  theoretically  due  to  a  given  water-pres- 
sure within  the  jet-pipe.  Thus,  while  the  water  is  actually  running  out 
at  a  velocity  of  say  32  feet  per  second,  corresponding  in  theory  to  a 
head  of  16  feet,  and,  therefore,  to  a  pressure  of  7  lbs.  per  square  inch, 
the  real  pressure  within  the  jet-pipe  may  be  much  higher,  say  9  lbs. 
or  10  lbs.,  and  thus  the  driving  force  upon  the  ship  so  much  greater. 
It  is  here  that  more  complete  data  are  wanting.  Thus  the  pressure  as 
determined  by  a  gauge  on  the  jet-pipe,  and  the  velocity  of  discharge, 
if  that  could  be  accurately  obtained  by  a  velocimeter,  would  enable  us 
to  ascertain  exactly  the  proportion  of  power  utilized.  But  it  will  be 
seen  upon  reflection  that  whatever  may  be  deducted  for  the  diminished 
co-efficient  of  discharge  comes  off  the  "duty"  of  the  pump,  and  must 
form  a  further  deduction  beyond  any  we  have  yet  made,  although  it  is 
compensated  by  the  superior  pressure  and  consequently  increased  speed 
of  the  vessel,  as  compared  with  that  theoretically  due  to  the  actual  ve- 
locity of  the  discharge.  We  can  best  make  this  clear  by  referring  back 
to  the  case  already  gone  over.  We  have  there  made  an  allowance, 
founded  upon  the  knowledge  and  experience  of  hydraulic  engineers, — 
our  own  in  common  with  others — for  the  combined  loss  from  the  fric- 
tion of  the  engine,  friction  in  pipes,  and  loss  of  effect  in  pump,  this  al- 
lowance being  one-half  of  the  total  indicated  horsepower.  This  includes 
no  allowance  for  the  co-efficient  of  discharge,  as  compared  with  that 
theoretically  due  to  the  pressure  in  the  jet-pipe.  Let  us,  however,  now 
suppose  that  the  actual  discharge  is  but  three  fourths  that  theoretically 
due  to  the  head.  And  whether  this  or  any  other  proportion  be  taken, 
we  shfill  find  on  trial  that  the  final  result  is  the  same.  The  theoreti- 
cal velocity,  after  allowing,  as  we  have  done,  for  friction,  &c.,  was  32 
feet  per  second,  and  three- fourths  of  this  is  24  feet  per  second,  so 
that  the  reduced  rate  of  discharge  through  the  two  jets  would  give  a 
delivery  of  about  9090  cubic  feet  per  minute,  and  as  the  effluent  velo- 
city is  but  24  feet  per  second,  this  would  carry  the  yvater,  in  vacuo^ 
to  a  hei;xht  of  9  feet,  and  is  therefore  equal  to  lifting  it  to  that  height. 
But  tliis  lift  represents  but  (i«090  cubic  feet  X  64  lbs.  per  cubic  foot 
X9  ffet  high)  5,235,840  foot-pounds  per  minute,  and,  therefore,  but 
168 J  actuiil  horse  power  of  work  expended  on  the  jets,  whereas  750 
was  indic.itod  upon  the  pistons.  The  pressure  within  the  jet-pipes, 
acting  to  drive  the  vessel  ahead,  would  still  be  7  lbs.  per  square  inch, 
and,  at  the  speed  attained  on  Friday's  trial,  this  would  amount  to  about 
175  horse  power  actually  utilized  in  propulsion,  being  still  less  than 
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oticF'fotirtli  that  exerted  upon  the  pistons  of  the  engines.  And  whether, 
after  throwing  off  the  first  allowance  of  one-half  for  friction,  &c.,  the 
pump  (which  we  need  hardly  say  is  a  '*  turbine,**  either  in  its  construc- 
tion or  action)  gave  the  full  discharge  due  to  the  pressure  within  the 
jet-pipe,  and  thus  imparted  875  horse  power  to  the  jets,  or  whether  it 
gave  a  less  discharge  than  that  due  to  the  pressure  within  the  jet-pipes, 
and  thus  imparted  less  horse  power  to  the  jets,  the  driving  power  upon 
the  vessel  would  be  the  same  in  either  case,  and  would  amount,  in  the 
case  of  Friday's  trial,  to  but  175  horse  power  out  of  more  than  four 
times  that  amount  of  power  indicated  by  the  engines. 

But  we  are  told  the  Water-witch  has  gone  nine  knots  an  hour,  and 
has  done  as  well  as  a  twin-screw  gunboat,  of  the  same  size  and  form, 
called  the  Viper.  We  know  nothing  of  the  latter  vessel,  nor  is  slje  the 
Viper  of  477  tons  which  appears  iu  the  last  Admiralty  tables  of  steam 
trials.  If  the  twin-screw  Viper  has  done  no  better  than  the  Water* 
tffitchy  she  is  indeed  a  poor  affair,  supposing  the  dimensions,  power,  &c., 
to  be  the  same.  On  her  trial  last  Friday  the  Water-witchy  which  is  a 
badly  shaped  vessel,  162  feet  long  and  '62  feet  beam,  had  a  mean  draft 
of  9  feet  9  inches,  an  immersed  midship  section  of  302  square  feet,  and 
a  displacement  of  1062  tons.  With  750  indicated  horse  power,  she  went 
9  knots,  giving  a  co-efiBcient,  by  the  midship  formula,  of  293^,  and  by 
the  displacement  formula  of  101.  We  are  not  about  to  deny  that  even 
worse  performances  by  very  small  screw  vessels  have  been  recorded; 
bat  we  may  compare  the  results  obtained  from  the  Water-witch  with 
the  recorded  performances  of  other  vessels  of  nearly  the  same  size. 
The  general  comparison  is  in  this  case  against  the  Water-witehy  al- 
though not  in  all  cases  so  much  against  her  as  to  warrant  the  conclu- 
sion that  the  jet  system  has  proved  a  decided  failure. 


Name  of  vessel. 


Water- witch ... 

Royalist , 

Rapid 

Harrier , 

Fawn 

Cruiser 

Columbine.. 

Alert 

Shearwater.. 

Fox 

Rinaldo 

Serpent 

Rattler 

Chanticleer.. 


0 


162 

160 

160 

160 

160 

160 

160 

160 

160 

159J 

186 

186 

185 

186 


Beam. 


ft.  ins. 

82  0 

80  4X 

80  4 

81  10 
81  10 
81  10 

80  4 

81  11 


80 
40 
88 
28 
83 
88 


» 


ft.  ins. 

9      9 
14      0} 

18  10 
14      4 

13  llj 

13  6,- 

18  lo; 

14  0} 
18  9 
16  Si 
14  H 
11  4 
14  6} 
18  lOi 


1^ 


^  a 
.S  B 

p 


IS 


<  o 


sq.  ft. 

tons. 

302 

1062 

3(»2 

918 

293 

894 

860 

1047 

230 

1004 

882 

1007 

296 

889 

883 

1018 

291 

886 

449 

18  »0 

867 

1286 

254 

840 

860 

1262 

848 

1185 

750 
627 
506 
860 
874 
132 
598 
888 
582 
741 
762 
692 
784 
701 


Speed. 


knots. 

9- 

9269 

8888 

8-82 

8-578 

6-608 

9  604 

8-786 

8957 

9-325 

10588 

9-724 

10-256 

10^1 
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We  might  extend  this  list  to  other  vessels  and  toother  trials  of  the 
same  vessels,  but  we  have  chosen  those  in  which  the  midship  section 
was  nearest  to  that  of  the  Water-witch.  Considering  that  the  speeds 
are,  roughly,  about  as  the  cube  root  only  of  the  power,  we  think  there 
can  be  no  doubt,  apart  from  the  theoretical  examination  we  have  made, 
that  the  Water-witch^  although  it  may  have  done  better  than  was  ex- 
pected, has  nevertheless  given  but  a  very  poor  result.  Mr,  Phipps,  who 
has  arrived  at  the  same  conclusion,  by  a  different  mode  of  reasoning, 
has  written  us  a  letter,  which  is  worthy  the  attention  of  oor  readers. 


S.M.S.  Water-witch. 

Vrom  the  London  Bngineering,  No.  48. 

In  the  preceding  columns  we  give  an  analysis  of  the  result  obtained, 
during  her  trial  on  Friday  last,  by  H.  M.  S.  Water-witch^  a  steam  ijloop 
fitted  with  Ruthven*s  hydraulic  propeller,  and  we  propose  now  to  de- 
scribe the  machinery  with  which  the  vessel  is  fitted.  A  general  account 
of  the  Water-witch  and  her  propelling  machinery  appeared  in  this 
journal  some  months  ago,  (vide  Engineering^  vol.  i.,  page  407.)  The 
Water-witch  was  designed  by  Mr.  E.  J.  Reed,  and,  as  we  stated  in  our 
former  notice,  she  has  been  built  by  the  Thames  Iron  Works  and  Ship- 
building Company.  Her  tonnage  is  778  tons  measurement,  her  length 
being  162  feet,  her  breadth  82  feet,  and  her  depth  13  feet  9  inches. 
She  has  a  flat  bottom  and  is  double-ended,  each  end  being  fitted  with 
a  rudder.  She  is  armor-plated,  for  a  length  of  about  60  feet  amid-ships, 
with4^-inch  plates,  placed  upon  10-inch  teak  packing,  this  armor-plat- 
ing extending  from  about  8  feet  below  to  4  feet  above  the  water-line, 
and  at  the  forward  and  aft  end  of  this  central  armor-plated  portion, 
armor-plated  bulkheads  are  carried  across  the  vessel,  that  at  the  after 
end  reaching  only  as  far  as  the  upper  deck,  whilst  that  at  the  forward 
end  extends  5  feet  6  inches  above  it.  This  forward  bulkhead  is  fur- 
nished with  ports,  so  that  guns  may  be  pointed  through  it  in  a  line  with 
the  keel  and  fired  over  the  upper  deck,  the  vessel  being  capable  of  being 
fought  end  on. 

The  propelling  machinery  was  constructed  by  Messrs.  J.  and  W. 
Dudgeon,  according  to  the  plans  of  Mr.  Ruthven,  and  its  arrangement 
consists  of  a  set  of  three-cylinder  condensing  engines  driving  a  centri- 
fugal pump,  by' which  the  water  is  supplied  to  the  jets  which  form  the 
propelling  power.  Four  parallel  passages,  made  of  boiler-plates  and 
angle-irons,  conduct  the  water  to  the  centrifugal  pump,  the  water  being 
admitted  into  these  passages  through  a  number  of  gill-like  openings 
formed  in  the  forepart  of  the  bottom  of  the  vessel.  These  openings, 
which  are  very  close  together,  were  formed  by  cutting  a  number  of 
transverse  slits  in  the  bottom  plates,  and  then  ^'dishing"  up  the  metal 
between  them,  the  amount  that  the  plates  are  dished  or  bulged  up- 
wards increasing  from  the  after-side  of  each  slit  to  the  foreside  of  the 
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otie  abaft  of  it.  In  this  manner  there  are  formed  a  number  of  openings 
of  a  segmental  shape,  the  arched  top  of  each  being  formed  by  the  dished 
plate  and  the  lower  or  straight  edge  by  the  unbent  portion  of  that  part 
of  the  plate  which  is  dished  to  form  the  nezt  opening.  The  plates  in 
which  the  openings  are  formed  are  of  Lowmoor  iron.  The  parallel  pas- 
sages leading  from  the  openings  to  the  pump  are  each  8  feet  If  inches 
wide  by  1  foot  11|  inches  deep  in  the  clear,  and  they  are  each  fitted  with 
a  sluice-valve  by  which  the  amount  of  water  admitted  can  be  regulated. 
The  two  outside  passages  are  also  fitted  with  sluice-yaWes,  by  means 
of  which  they  can  be  placed  in  communication  with  the  bilge,  so  as  to 
draw  their  supply  of  water  from  it  if  necessary.  Under  the  centrifugal 
pump  the  waterways  are  curved  round  in  a  spiral  form,  and  their  ends 
are  furnished  with  inclines  which  assist  in  conducting  the  water  smoothly 
vp  to  the  wheel  of  the  centrifugal  pump. 

The  revolving  wheel  of  the  centrifugal  pump  is  14  feet  in  diameter 
at  the  top,  and  14  feet  8  inches  in  diameter  at  the  largest  part,  and  it 
has  twelve  arms,  these  arms,  which  curve  both  upwards  and  outwards, 
being  secured  by  their  edges 
to  conical  disks  which  form 
the  upper  and  lower  faces  of 
the  wheel.  The  water  is  guided 
by  the  waterways  to  a  central 
opening  at  the  underside  of 
the  wheel,  and,  being  raised  by 
the  action  of  the  latter,  is  de- 
livered into  a  cast  iron  casing 
within  which  the  wheel  re- 
volves. The  lower  central 
opening  of  the  wheel  is  6  feet 
in  diameter,  and  the  annular 
opening  through  which  the 
water  is  discharged  is  1  foot 
10^  inches  deep,  whilst  the 
total  depth  of  the  wheel  is  4 
feet  8}  inches.  The  wheel  is 
made  of  wrought  iron  plates  and  angle-irons.  From  the  wheel-case  the 
water  is  conducted  through  two  copper  pipes,  which  leave  the  case  tan- 
gentially,  and  are  led  with  a  spiral  curve  to  the  jets  at  the  side  of  the 
vessel.  The  arrangement  employed  for  directing  the  jets,  either  back- 
ward or  forward,  consists  of  a  large  two-way  cock  placed  at  each  side 
of  the  vessel  just  within  the  delivering  nozzles,  and  by  turning  these 
cocks  the  water  can  be  delivered  through  either  the  forward  or  aft  noz- 
sles,  or  through  one  forward  and  one  aft  nozzle  at  pleasure.  The  cocks 
can  be  worked  from  the  deck-level  by  means  of  suitable  gearing.  The 
delivering  nozzles,  which  are  situated  close  to  the  water-line,  are  of 
brass,  and  are  protected  by  armor-plating.  Their  size  is  2  feet  1  inch 
by  1  foot  7  inches,  and  their  corners  being  rounded,  their  area  is  equal 
to  that  of  a  circle  2  feet  in  diameter,  or  about  452  square  inches. 
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Thd  etigines  first  designed  for  driving  the  pump  had  two  cylindets^ 
each  44  inches  in  diameter  with  4  feet  stroke;  hut  this  design  was  de- 
parted from,  and  the  three-cylinder  arrangement  adopted.  The  three 
oylinders,  which  are  each  88^  inches  in  diameter,  with  a  stroke  of  3  feet 
6  inches,  are  placed  horisontallj,  and  are  arranged  so  that  their  cen- 
tre lines  form  angles  of  120^  with  each  other.  Each  cross-head  works 
on  a  single  slide  placed  on  one  side  of  it,  and  the  three  connecting-rods 
are  all  coupled  to  a  single  crank  formed  on  the  vertical  shaft  of  the  re- 
volving wheel.  Each  of  the  journals  of  the  shaft  is  furnished  with  a 
series  of  collars  like  the  thrust  hearing  of  a  screw-shaft,  these  collars 
supporting  the  weight  of  the  wheel,  and  resisting  the  downward  pttU 
caused  by  the  action  of  the  wheel  upon  the  Water. 

The  slide*valves  are  of  the  ordinary  double-ported  kind,  and  are  con- 
tained in  valve-chests  placed  above  the  cylinders^  They  have  1  inch 
lap  and  ^  inch  lead,  and  are  all  driven  by  a  single  eccentric  of  8  inches 
throw,  placed  on  the  vertical  shaft  above  the  crank.  The  eccentric 
rods  are  coupled  direct  to  the  valve-spindles,  there  being  no  expansion ' 
gear,  and  reversing  gear  not  being  required,  as  the  engines  are  always 
run  in  one  direction.  The  cylinder  steam-ports  are  27  inches  by  lj\ 
inch,  and  the  exhaust-ports  27  inches  by  4^  inches.  The  engines 
have  ordinary  injection  condensers,  these  being  placed  by  the  side  of 
the  cylinders.  The  air-pumps,  which  are  18  inches  in  diameter  with  a 
stroke  of  1  foot  9  inches,  are  double-acting,  and  are  also  placed  by  the 
side  of  the  cylinders,  each  air-pump  being  driven  by  means  of  a  lever^ 
the  longer  arm  of  which  is  connected  by  links  to  the  cross-head  of  the 
corresponding  cylinder.  The  air-pump  valves  are  of  india  rubber.  The 
feed-pumps  are  conveniently  arranged  in  front  of  the  air-pumps,  the 
plunger  of  each  feed-pump  being  reduced  in  diameter,  and  led  through 
a  stuffing-box  at  the  end  of  the  pump-barrel,  so  as  to  form  the  air-pump 
rod.  As  we  have  already  stated,  the  side  waterways  leading  to  the  main 
pump  are  furnished  with  sluices,  so  that  they  can  be  made  to  take  their 
supply  from  the  bilge,  and  this  being  the  case,  other  bilge-pumps  are 
rendered  unnecessary. 

The  boilers,  which  are  two  in  number,  are  placed  abaft  the  engines, 
the  tubes  and  furnaces  running  fore  and  aft,  and  the  stoke-hole  being 
abaft  the  boiler.  Each  boiler  is  11  feet  wide,  transversely,  by  10  feet 
6  inches  high,  and  the  length  of  each  is  9  feet  at  the  bottom  and  9 
feet  8  inches  at  the  top,  whilst  a  space  8  feet  wide  is  left  between 
the  pair.  There  are  three  furnaces  in  each  boiler,  each  furnace  being 
8  feet  wide  by  8  feet  high,  and  the  grate  bars  being  6  feet  6  inches 
long.  The  back  uptake  is  1  foot  6  inches  wide,  and  from  it  the  tubes 
return  over  the  furnaces  in  the  usual  manner,  each  boiler  containing 
358  tubes,  5  feet  10  inches  long  and  2^  inches  in  diameter.  The  coal 
is  carried  in  bunkers  extending  across  the  vessel  ahead  and  abaft  the 
engine  room. 
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The  Breaking  of  Railway  Axlei.  By  Henry  Simok. 

Vnm  th»  London  XnglneeTliic  No^  48. 

The  following  extract  from  an  official  paper  issued  by  the  Associa- 
tion of  German  Railways,  on  broken  axles,  in  1865,  may  be  interest^ 
ing: 

The  retnms  are  fronf  twenty-three  railway  companies,  and  give  a 
total  number  of  one  hundred  and  fifty^three  breakages,  besides  forty 
cases  discovered  before  complete  breakage  occurred. 

Of  these  one  hundred  and  fifty-three  cases,  thirty-four  happened  in 
September,  October,  November;  forty-five  in  December,  January, 
February;  thirty<-six  in  March,  April,  May;  thirty-eight  in  June, 
July,  August. 

The  average  time  of  use  before  breakage  was  nine  years  and  eleven 
months. 

The  longest  time  was  twenty-one  years  four  months. 

The  shortest  only  five  months. 

The  average  mileage  was  104,780  English  miles^ 

The  greatest  mileage  was  332,580  English  miles* 

The  axles  were: 

English  miles. 

In  17  cases  of  cast  steel,  and  ran  an  average  of. 85,171 

1  case  of  cast  steel  (hardened) 98,889 

46  cases  of  wrought  iron  (hammered) 114,676 

88       ^       wrought  iron  (rolled) ^ , ,, ,,, ,.,.,,  103,811 

48       "       wrought  iron  (not  stated  whether  rolled  or  ham- 
mered)   181,918 

8       "       hollow  axles 90,262 

The  consequences  of  the  breakages  were; 

In  5  cases  the  carriage  or  wagon  got  off  the  line,  without  any  dam- 
age. 

In  37  cases  the  carriage  was  more  or  less  damaged. 

In  9  casea  several  carriages  were  damaged,  including  one  case  where 
19  carriages  were  injured. 

No  lives  were  lost. 

98  cases  happened  with  trains  at  full  speedi. 

16  cases  near  stations,  t.^.,  at  low  sp^ed. 

24  cases  were  found  out  during  the  stoppage  of  traios  i^  stations* 

15  cases  occurred  during  shunting. 

The  probable  cause  of  breakage  was : 

In  17  cases  bad  workmanship  of  azle« 

In  32  cases  bad  material 

In  21  cases  bad  design. 

Jn    6  cases  overloading. 

In  10  cases  want  of  grease  or  oil. 

In  46  cases  too  long  use. 

Ia   3  c»^»  bre^kajge  of  another  axk* 
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A  New  Era  in  Illumination. —  Wilde' 9  New  Magneto-eleetrie  Machine, 
By  William  Crookes,  F.B.S. 

From  the  London  Journal  of  Science,  October,  1868. 

In  the  first  number  of  this  Journalj  an  article  "  On  Light-house  HIu- 
mination  by  Magneto-electricity  "  was  contributed  by  Dr.  Gladstone. 
Nearly  three  years  have  elapsed  since  that  time,  and  a  very  important 
result  in  this  branch  of  science  having  recently  been  obtained,  it  seema 
a  fitting  opportunity  again  to  draw  attention  to  the  subject  as  an  intro- 
duction to  our  more  immediate  topic. 

The  experience  of  the  last  two  or  three  years  in  the  nse  of  the  elec- 
tric spark  in  light-houses  has  brought  prominently  forward  several  dis- 
advantages and  objections  under  which  it  labors.  The  advantages  are 
many  and  obvious,  and  were  well  summarized  in  Dr.  Gladstone's  arti- 
cle, and  were  amply  sufficient  to  justify  the  English  authorities  in  per- 
severing attempts  to  introduce  this  light  into  practice.  In  1855,  while 
corresponding  on  this  subject  with  the  late  hydrographer  to  the  Ad- 
miralty, Admiral  Washington,  Mr.  T.  Stevenson  stated:  "What  we 
want  is  powerful  apparatus,  not  intricate  distinctions.  To  be  enabled 
to  see  a  light  in  a  thick  night,  though  it  be  only  half  a  mile  further 
than  at  present,  may  be  of  incalculable  moment.  If,  therefore,  we  can 
increase  the  power  of  our  lights  so  as  to  make  them  pierce  the  gloom 
but  that  fraction  of  a  mile  further  than  they  do  at  present,  we  are 
moving  in  the  right  direction.  On  that  small  amount  of  extra  offing 
hundreds  of  lives  may  depend."  It  would  appear  as  if  the  electric  light 
was  pre-eminently  adapted  to  meet  a  case  like  this;  but  recently  doubts 
have  been  thrown  on  its  superiority  over  oil  in  penetrating  fog.  la 
1865,  Mr.  Berthon,  the  Secretary  to  the  Trinity  House,  said,  that,  for 
a  limited  range  of  from  nine  to  ten  miles,  the  electric  is  immensely  su- 
perior to  any  other  light,  but  beyond  that  distance  it  appears  to  lose 
in  a  great  degree  its  power,  until  at  eighteen  or  twenty  miles  it  is  not 
very  different  to  any  ordinary  first-class  light;  and  Mr.  Stevenson  like- 
wise states,  that  at  great  distances  the  oil  light  maintains  its  power 
better  than  the  electric.  Such  a  phenomenon  certainly  seems  to  be 
very  improbable,  although  it  may  be  the  case  th^t  the  rays  proceeding 
from  the  electric  light  suffer  so  much  more  from  absorption,  in  passing 
through  an  obstructive  medium,  than  those  from  a  flame  produced  by 
the  consumption  of  oil,  as  to  leave  the  oil  light  the  more  powerful  of 
the  two  at  great  distances.  If  this  were  really  so,  it  would  follow  that 
the  application  of  the  electric  spark  to  light-house  illumination  is  based 
upon  a  fallacy.  The  mere  glare  or  splendor  of  effect  to  a  near  observer, 
so  far  from  being  an  advantage  to  the  mariner,  is  a  positive  evil,  be« 
cause,  by  its  lustre,  it  tends  to  destroy  his  powers  of  perception  of  ob- 
jects in  the  water  that  are  nearer  his  view,  and  which,  therefore,  from 
their  proximity,  threaten  more  immediate  danger  to  the  safety  of  bis 
vessel.  All  the  mariner  requires  is  distinct  visibility.  The  really  useful 
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powtr  18  tliat  of  penetration  throngb  an  obstruetiog  mediaia,  and,  there* 
fore,  the  true  measure  of  the  usefulness  of  an^  light  is  the  distance  to 
vhieh  it  remains  distinctly  visible,  and  at  which  it  preserves  its  char- 
acteristic appearance.  This  objection  to  the  electric  light  has  only  been 
made  within  the  last  year  or  so,  and  is  apparently  irreconcilable  with 
the  statements  respecting  its  brilliant  visibility  at  great  distances,  upon 
which  so  much  stress  was  laid  on  its  first  introduction. 

Other  difficulties  have  also  been  met  with.  The  kind  of  knowledge 
and  attention  required  to  render  the  magneto-electric  light  constant 
and  sure  is  far  above  that  necessary  with  the  most  elaborate  oil  lamp; 
and  the  uncertainty  to  which  the  use  of  machinery  of  any  kind  is  in- 
herently liable,  independently  of  the  necessity  of  maintaining  a  con- 
atant  supply  of  water,  and  the  great  difficulty  of  repairing  and  renew- 
ing the  steam  engines  and  magneto-electric  machines  when  required^ 
all  contrast  most  unfavorably  with  the  certainty  and  simplicity  attend- 
ing the  present  oil  lamp  system.  To  this  must  be  added  the  constant 
difficulty  experienced  in  maintaining  a  class  of  persons  for  so  responsi- 
ble an  office  as  that  of  engineer  or  attendant.  A  light-house,  from  its 
special  nature,  its  great  importance,  its  uninterrupted  action,  and  its 
isolated  position,  is,  in  the  language  of  Dr.  Faraday,  the  last  place  to 
which  processes  comparatively  new  in  their  nature  should  be  applied, 
if  there  be  any  other  educational  positions  which  can  precede  such  ap- 
plication. Now,  in  spite  of  all  the  care  which  the  importance  of  the 
aubject  has  rendered  necessary,  the  Dungeness  electric  light  entirely 
failed  or  was  inefficient  for  upwards  of  119|  hours,  between  August, 
1863,  and  October,  1864 ;  and,  referring  to  this,  the  Elder  Brethren 
of  the  Trinity  House  say  that  it  appears  to  them  to  be  impossible  to 
obtain  entire  immunity  from  such  accidents,  so  long  as  human  nature 
is  subject  to  infirmity.  These  fallings  off  and  cessations  have  frequently 
rendered  it  necessary  that  the  ordinary  oil  lamps  should  be  lighted, 
and,  notwithstanding  the  power  of  the  magneto-electric  light,  instances 
have  occurred  of  vessels  being  stranded  near  Dungeness.  This  liability 
to  occasional  failure  is  a  matter  for  grave  consideration  in  respect  to 
the  development  of  the  magneto-electric  light  as  an  element  of  light- 
house illumination. 

Under  these  circumstances  the  Elder  Brethren  stated,  on  January 
the  18th,  1865,  in  answer  to  an  inquiry  from  the  Marine  Department 
of  the  Board  of  Trade,  that  they  are  induced  ^'to  adhere  to  the  opin^ 
ion  expressed  to  their  Lordships  in  their  letter  of  the  8th  of  April,  1863, 
that  they  are  not  prepared  to  recommend  the  adoption  of  the  magneto- 
electric  principle  for  light-house  illumination/'  This  opinion  was  re- 
peated on  the  15th  of  March,  1865,  when  the  Secretary  of  the  Trinity 
House  wrote  as  follows: 

^*  There  are  numerous  other  causes  of  minor  importance  which  have 
led  the  Elder  Brethren  to  the  decision  expressed  in  my  letter  of  the 
18th  of  January,  which  can  only  be  duly  weighed  and  appreciated  by 
those  on  whom  the  responsibility  of  working,  and,  above  all,  of  maintain- 
ing the  lights  is  placed^  and^  as  already  expressed  in  their  letter  of  8th 
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of  April,  1868,  the  Elder  Brethren  feel  that  there  are  no  adf  antagefl 
Trhich  can  coanterbalance  the  want  of  certainty  in  light-boose  illumi- 
nation." 

Meantime,  a  somewhat  modified  system  of  illaminating  light-houses 
by  electro-magnetic  apparatus  has  been  successfully  exhibited  at  Ha- 
vre, in  France,  and  the  Commissioners  of  Northern  Light-houses  sug- 
gested that  their  engineer  should  be  sent  over  to  report  upon  it.  It  ap- 
peared that  the  plan  adopted  was  very  similar  to  that  of  Mr.  Holmes, 
and  that  M.  Berlioz  had  only  made  a  few  improvements  upon  it.  Mr. 
Holmes  being  of  opinion  that  he  could  now  supply  a  better  machine 
than  the  one  in  use  at  Havre,  it  was  considered  that  it  would  be  a  na- 
tional discredit  and  an  act  of  injustice  to  that  gentleman,  if,  under 
these  circumstances,  the  foreign  system  were  adopted.  It  was  there- 
fore decided  at  the  latter  end  of  last  year  that  an  entirely  new  system 
of  apparatus,  including  lamp,  machines,  and  engine,  should  be  pro- 
cured from  Mr.  Holmes;  that  the  eminent  optical  engineer,  Mr.  James 
Chance,  should  be  asked  to  put  into  practice  certain  opinions  which  he 
has  always  held  respecting  the  size  of  the  lens  required,  and  the  ar- 
rangement of  curvature,  he  undertaking  to  supply  an  instrument 
which  should  be  entirely  suitable,  whilst  the  Elder  Brethren  proposed 
to  combine  with  this  new  apparatus  a  thoroughly  independent  system 
of  management,  which  they  trust  may  result  in  the  establishment  of  the 
magneto-electric  light  as  a  useful  component  of  light-house  illumination. 

Early  in  the  present  year,  rumors  of  Mr.  Wilde's  new  electro-mag- 
netic apparatus  were  first  heard,  and  Mr.  Thomas  Stevenson  was  in- 
structed to  visit  Manchester  to  report  on  the  same.  He  was  so  very 
favorably  impressed  with  the  apparatus,  that  it  was  considered  indis- 
pensable to  a  proper  series  of  experiments  that  it  should  be  tested 
along  with  Professor  Holmes*.  An  estimate  was  accordingly  obtained 
from  Messrs.  Wilde,  and  their  offer  was  at  once  accepted. 

The  light  from  Messrs.  Wilde's  large  machine,  which  Mr.  Stevenson 
saw,  is  the  most  powerful  artificial  light  which  has  ever  been  produced, 
giving  about  eight  times  the  light  of  the  magneto-electric  machines  now 
in  operation,  and  it  was  therefore  not  considered  desirable  to  suggest 
the  use  at  present  of  that  sized  machine  for  light-house  purposes.  A 
machine  about  half  the  power  of  the  large  one  was  recommended,  as 
by  a  simple  arrangement  the  brilliancy  of  the  light,  and  the  power  re- 
quired to  drive  the  machine,  could  be  varied  at  pleasure,  to  suit  the 
different  conditions  of  the  atmosphere,  and  with  it  requirements  could 
be  met  which  would  be  beyond  the  power  of  any  other  description  of 
machine.  The  dimensions  of  such  a  machine  would  be — length  64  ins., 
width  20  ins.,  height  48  ins.,  and  the  cost  £1,000.  Ultimately  a  ma- 
chine of  half  this  power,  to  cost  .£500,  was  decided  upon,  and  when  the 
writer  had  the  pleasure  of  visiting  Messrs.  Wilde's  workshops,  and  the 
advantage  of  listening  to  the  inventor's  lucid  description  of  his  large 
machine,  the  one  being  made  for  the  Commissioners  of  Northern  Light- 
houses was  far  advanced  towards  completion. 

Like  most  practical  applications  of  science,  the  important  results 
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wbich  Mr.  Wilde  has  obtained  depend  more  upon  an  ingenions  combi* 
nation  of  several  known  facta,  united  with  considerable  engineering 
skill,  than  upon  any  really  new  and  striking  discovery  in  the  science 
The  principle  of  the  machine  can  be  expressed  in  a  few  words.  It  con- 
sists in  the  application  of  the  current  from  an  electro-magnetic  ma- 
chine, armed  with  permanent  magnets,  for  the  purpose  of  exciting  a 
powerful  electro-magnet ;  this  electro-magnet  being  now  used  as  the 
basis  of  a  still  larger  electro-magnetic  machine,  for  the  purpose  of  hav- 
ing induction  currents  generated  by  its  agency.  In  other  words,  by 
well-known  means,  an  electric  current  can  be  obtained  by  the  rotation 
of  an  armature  close  to  the  poles  of  a  magnet.  If  this  electric  current 
be  passed  round  an  electro-magnet,  it  may  be  made  to  produce  a  far 
greater  amount  of  magnetism  than  was  possessed  by  the  first  magnet. 
There  is  no  difficulty,  therefore,  in  comprehending  how,  by  the  mere 
interposition  of  a  rotating  armature,  and  the  expenditure  of  force,  a 
small  and  weak  magnet  may  be  made  to  actuate  a  very  powerful  mag- 
net. But  as  the  power  of  the  magnet  increases,  so  does  the  power  in- 
crease of  the  electric  current  which  may  be  generated  by  induction  in 
an  armature  rotating  between  its  poles.  We  have,  therefore,  only  to 
pass  this  No.  2  induced  current  from  No.  2  magnet  round  a  still  larger 
magnet  No.  8,  and  by  rotating  an  armature  between  its  poles  we  can 
get  a  still  more  energetic  induced  current  No.  3.  Theoretically  there 
is  no  limit  to  this  plan.  It  is  a  species  of  involution ;  and  when  it  is  con- 
sidered that  each  conversion  from  magnet  No.  1  to  magnet  No.  2,  &c., 
or  from  induced  current  No.  1  to  induced  current  No.  2,  &c.,  multi- 
plies the  power  very  many  times,*  it  will  not  be  considered  surprising 
that  after  three  involutions  the  induced  current  possesses  such  magnifi- 
cent powers. 

Some  erroneous  opinions  are  pretty  generally  entertained  as  to  the 
actual  discovery  claimed  by  Mr.  Wilde,  and  the  splendor  of  the  result, 
for  achieving  which  he  deserves  the  very  highest  credit,  is  liable  to 
cause  early  investigators  in  the  field  to  be  overlooked.  This  would  be 
roost  unfair  ;  for  it  is  through  their  instrumentality  that  the  way  has 
been  paved  for  the  success  now  achieved.  In  1838  the  Abb6s  Moigno 
and  Raillardf  proved  that,  by  taking  an  electro-magnetic  machine,  the 
original  magnet  of  which  would  only  support  a  few  grammes,  and  pass- 
ing the  electric  current  generated  by  it  round  a  large  electro-magnet, 
the  latter  could  be  made  to  support  a  weight  of  600  kilogrammes.  The 
Abb6s  carried  the  multiplication  of  power  only  so  far  as  to  obtain  the 
more  powerful  magnet  No.  2  from  the  weak  magnet  No.  1. 

Electro-magnets  of  extraordinary  power,  with  coils  arranged  longi- 
tudinally, instead  of  transversely,  on  their  armatures,  had  been  made 
by  Mr.  Joule.  Magneto-electric  machines,  with  revolving  armatures, 
in  which  electro-magnets  had  been  substituted  for  permanent  magnets, 
had  been  constructed  by  Dr.  Page  and  Prof.  Wheatstone.    Magneto- 

*  "We  say  very  many,  but  we  have  absolutely  no  data  to  guide  us  to  a  near  ap- 
proximation. 

t  Moigno's  " TeUgraphie  lilectrique/^ page  15.  Paris:  1849. 
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electrio  machines  had  been  made  to  act  on  electro-magnets  in  yarions 
telegraphic  inatraments  by  Wheatstone,  and  Bnbaeqnently  bj  others ; 
•and  Dr.  Page,  as  well  as  the  experimentalists  above  mentioned,  had  ob- 
served the  important  fact  that  an  electro-magnet  excited  by  a  magneto- 
electric  machine  became  capable  of  effects  greatly  exceeding  those  of 
the  original  magnet.  The  peculiarly  constructed  armature  employed 
by  Mr.  Wilde  is  likewise  essentially  identical  with  Siemens'  helix,  a 
full  description  of  which  may  be  seen  in  Siemens'  patent,  and  also  in 
the  fifth  volume  of  Du  Moncel's  ^^  Applications  de  r£lectricit6,"  page 
249,  published  in  1862.  It  is,  however,  right  to  say,  that  Mr.  Wilde, 
in  his  patent  of  February  25,  1868,  expressly  states  that  he  makes  no 
claim  to  the  peculiar  construction  of  the  armature. 

By  the  kindness  of  Mr.  Wilde,  we  are  enabled  to  give  our  readers  a 
full  description,  with  drawings,  of  the  machine  now  in  process  of  manu- 
facture for  the  Northern  Light-house.  Plate  V.,  Fig.  1  represents  a 
side  view,  and  Fig.  2  an  end  view  of  the  machine,  the  letters  referring 
to  the  same  parts  in  each,  a  a  a  a  a  are  16  permanent  magnets,  bolted 
onto  the  magnet  cylinder i,  shown  in  magnified  section  at  Fig.  3.  The 
magnets  weigh  about  S  lbs.  each,  and  will  support  a  weight  of  about 
20  lbs.  In  the  magnet  cylinder  the  part  bb  is  iron  and  c  c  brass,  and 
it  is  so  arranged  that  b  6,  being  screwed  on  to  the  respective  poles  of 
the  magnets  at  d,  form  one  entire  north  pole  and  one  entire  south  pole 
to  the  16  magnets,  separated  from  each  other  by  the  brass  pieces  e,  A 
circular  hole,  2^  inches  in  diameter,  is  bored  lengthways  through  the 
metals,  so  as  to  form  them  into  a  hollow  cylinder  of  brass  and  iron. 
Fig.  4  represents  the  armature,  a  transverse  section  of  which  is  also 
shown  in  its  place  inside  the  hollow  cylinder.  Fig.  3.  It  consists  of  a 
cylinder  of  cast  iron,  about  one-twentieth  of  an  inch  less  in  diameter 
than  the  hole  in  the  cylinder  bebc^so  that  it  may  revolve  in  very  close 
proximity  to  the  interior  of  the  hollow  cylinder  without  touching  it, 
being  held  at  each  end  by  appropriate  brass  supports,  in  which  the  axis 
of  the  cylinder  works.  At  one  end  of  the  armature  is  a  cylindrical 
prolongation  dj  on  which  a  pulley  «  works,  and  at  the  other  end  is  fixed 
a  commutator.  About  fifty  feet  of  insulated  copper  wire,  one-eighth  of 
an  inch  in  diameter,  are  wound  upon  the  armature  in  the  direction  of 
its  length,  as  shown  in  Fig.  4,  and  in  section  in  Fig.  8.  The  inner  ex- 
tremity of  the  wire  is  fixed  in  good  metallic  contact  with  the  armature, 
the  other  end  being  connected  with  the  insulated  half  of  the  commu- 
tator. Bands  of  sheet  brass,  //,  are  bound  at  intervals  round  the  ar- 
mature, in  grooves  sunk  in  it  for  that  purpose,  their  object  being  to 
K event  the  convolutions  of  insulated  wire  from  flying  out  of  position 
J  centrifugal  force  when  in  rapid  rotation. 

By  means  of  the  small  strap  e  the  armature  is  made  to  revolve  in 
the  interior  of  the  magnet-cylinder  at  about  2500  revolutions  per  min- 
ute. During  each  revolution,  two  waves  of  electricity,  moving  in  op- 
posite directions,  are  induced  in  the  insulated  copper  wire  surrounding 
the  armature.  The  rapid  succession  of  alternating  waves  thus  gene- 
rated at  the  rate  of  5000  per  minute  are,  by  means  of  the  commutator 
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at  g^  converted  into  an  intermittent  current  moving  in  one  direction 
only,  which  is  conducted  along  the  wires  h. 

The  electro-magnetic  machine  by  which  the  light  is  produced  is  of 
precisely  the  same  construction  as  the  magneto-electric  machine  just 
described,  except  that  an  electro-magnet  i  is  substituted  for  the  per- 
manent magnets  a  a.  The  electro-magnet  «',  Figs.  1  and  2,  is  formed 
of  two  rectangular  plates  y  of  rolled  iron,  86  ins.  in  length,  26  ins.  in 
width,  and  1  in.  in  thickness,  as  shown  by  the  dotted  lines.  They  are 
bolted,  parallel  with  each  other,  to  the  sides  of  the  magnet  cylinder  k 
by  means  of  the  bolts  2,  and  the  plates  are  connected  together  at  their 
upper  extremities  by  being  bolted  to  a  bridge  formed  of  two  thick- 
nesses of  the  same  iron  as  that  of  which  the  sides  are  made.  All  the 
component  parts  of  the  electro-magnet,  requiring  to  be  fitted  together 
and  to  the  magnet  cylinder,  are  planed  to  a  true  surface,  for  the  pur- 
pose of  ensuring  intimate  metallic  contact  throughout  the  entire  mass. 

Each  of  the  sides  of  the  electro-magnet  is  coiled  with  an  insulated 
conductor,  consisting  of  a  bundle  of  seven  No.  10  copper  wires,  laid 
parallel  to  each  other,  and  bound  together  with  a  double  covering  of 
linea  tape.  The  length  of  conductor  coiled  round  each  side  of  the 
electro-magAet  is  1650  feet.  Two  of  the  extremities  of  the  coils  are 
connected  together  so  as  to  form  a  continuous  circuit  3300  feet  in 
length.  The  other  extremities  of  the  coils  terminate  in  the  two  insu- 
lated metal  studs  m  m,  fixed  upon  the  wooden  top  of  the  machine,  and 
connected  thereby  with  the  wires  h  h.  The  total  weight  of  the  two  coils 
of  insulated  copper  wire,  without  the  iron,  is  half  a  ton.  The  diameter 
of  the  hole  in  the  magnet  cylinder  is  7  ins.,  and  its  length  35  ins.  The 
separate  parts  of  the  cylinder  are  bolted  together  at  the  top  and  bot- 
tom by  means  of  12  copper  bolts  w,  three-quarters  of  an  inch  in  dia- 
meter. The  armature  o,  which  is  an  exact  fac-simile,  except  as  regards 
size,  of  the  one  already  described,  is  about  one-eighth  of  an  inch  less 
in  diameter  than  the  bore  of  the  magnet  cylinder.  It  is  wound  with  an 
insulated  strand  of  copper  wire,  350  feet  in  length  and  a  quarter  of  an 
inch  in  diameter,  as  shown  in  section  in  Fig.  3.  A  pulley  (2,  7  inches  in 
diameter,  is  keyed  upon  one  end  of  the  armature,  and  upon  the  other 
end  are  fixed  two  hardened  steel  collars  pp^^  one  of  which  is  insulated 
from  the  armature  axis.  These  form  part  of  the  commutator,  by  means 
of  which  the  rapidly  alternating  currents  are  converted  into  an  inter- 
mittent current  moving  in  one  direction  only.  These  currents  of  elec- 
tricity, which  produce  the  light,  are  taken  from  the  steel  collars  by 
means  of  the  springs  q  q^  and  thence  to  the  screw  nuts  at  r,  from  which 
they  can  be  conveyed  to  any  place  required  by  the  conductors  es. 

The  armature  of  the  7-inch  machine  is  driven  at  1800  revolutions 
per  minute  by  means  of  the  strap  f,  from  the  same  shaft  as  the  mag- 
neto-electric machine.  Reservoirs  for  oil  are  shown  at  u.  The  total 
weight  of  the  machine  complete  is  a  little  more  than  1  ton. 

The  action  of  the  machine  will  be  readily  comprehended  from  the 
explanation  previously  given.  The  electricity  induced  from  the  per- 
manent magnets  a  a  a^  in  the  rotating  armature  of  the  small  machine, 
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is  transmitted,  by  means  of  the  ivires  h  A,  through  the  coils  of  the  large 
electro- magnet  of  the  7-inch  machine,  the  iron  plates  and  magnet  cyl- 
inder of  which  acquire  an  enormous  amount  of  magnetism.  Simultan- 
eously a  porportionately  larger  amount  of  electricity  is  induced  in  the 
wires  of  the  larger  armature,  and  this  current  of  electric^y  is  used  for 
producing  the  light.  When  the  machine  is  in  full  action,  an  engine  of 
about  three  horse  power  will  be  required  to  drire  it,  and  the  lamp  will 
consume  sticks  of  carbon  at  least  f  inch  square.  The  power  of  the 
machine  may  be  regulated  according  to  the  quantity  of  light  required 
to  suit  the  different  conditions  of  the  atmosphere,  by  placing  small 
blocks  of  iron  on  the  top  of  the  small  magnet  cylinder  (  b^  so  as  to  eon« 
nect  the  opposite  poles,  and  proportionately  diminish  the  power  of  the 
induced  current  in  the  armature. 

This  machine  is,  as  already  mentioned,  considerably  smaller  than 
the  one  now  in  existence.  In  the  former  there  are  only  two  conver- 
sions; that  is  to  say,  a  permanent  magnet*^an  induced  current  of  elec- 
tricity— an  electro-magnet — a  more  powerful,  induced  current.  In  the 
large  machine  there  is  a  still  further  multiplication  of  force.  Its  small 
magneto-electric  machine  has  an  armature  of  If  inch  diameter,  armed 
with  six  small  permanent  magnets,  weighing  1  lb.  each.  The  induced 
current  from  this  is  transmitted  through  the  coils  of  the  electro-magnet 
of  a  5-inch*  electro-magnetic  machine,  and  the  direct  current  from  the 
latter  is  simultaneously,  and  in  like  manner,  transmitted  through  the 
coils  of  the  electro-magnet  of  a  10-inch  machine.  The  weight  of  the 
electro-magnet  of  the  10-inch  machine  is  nearly  three  tons,  and  the 
total  weight  of  the  instrument  is  about  4|  tons.  The  machine  is  for* 
Dished  with  two  armatures— one  for  the  production  of  ^Mntensity  "  and 
the  other  for  the  production  of  "quantity"  effects.  The  intensity  ar* 
mature  is  coiled  with  an  insulated  conductor,  consisting  of  a  bundle  of 
thirteen  No.  11  copper  wires,  each  0*125  of  an  inch  in  diameter.  The 
coil  is  876  feet  in  length,  and  weighs  232  lbs.  The  quantity  armature 
is  enreloped  with  the  folds  of  an  insulated  copper  plate  conductor  67 
feet  in  length,  the  weight  of  which  is  844  lbs. 

With  the  three  armatures  driven  at  a  uniform  Telocity  of  1500  revo- 
lutions per  minute,  an  amount  of  magnetic  force  is  developed  in  the 
large  electro-magnet  far  exceeding  anything  which  has  hitherto  been 
produced,  accompanied  by  the  evolution  of  an  amount  of  dynamic  elec- 
tricity from  the  quantity  armature,  so  enormous  as  to  melt  pieces  of 
cylindrical  iron  rod  fifteen  inches  in  length  and  fully  one-quarter  of 
an  inch  in  diameter,  and  pieces  of  copper  wire  of  the  same  length  and 
one-eighth  of  an  inch  in  diameter.  With  this  armature  in,  the  physio** 
logical  effects  of  the  current  can  be  borne  without  inconvenience;  im- 
mediately after  15  ins.  of  iron  bar  bad  been  melted,  the  writer  grasped 
the  terminals,  one  in  each  hand,  and  sustained  the  full  force  of  the  car- 
rent.   The  shocks  were  certainly  severe,  but  not  inconveniently  so. 

When  the  intensity  armature  was  placed  in  the  7-inch  magnet  cylin* 

*  For  the  sake  of  convenience,  the  different  sized  m^hines  are  distinj^uisbcd  by 
the  calibre  or  bore  of  the  magnet  cylinders. 


Digiti 


zed  by  Google 


Wiide^s  ne0  Magneto-^drie  Machine.  407 

der,  tlie  electricity  melted  7  feet  of  No.  16  iron  wire,  and  made  a  length 
of  21  feet  of  the  same  wire  red-hot.  The  illuminating  power  of  the 
current  from  this  armature  was  of  the  most  splendid  description.  When 
aa  electric  lamp,  furnished  with  rods  of  gas^carbon  half  an  inch  square^ 
Vas  placed  at  the  top  of  a  lofty  building,  the  light  evolved  from  it  waa 
sufficient  to  cast  the  shadows  of  the  flames  of  the  street-lamps,  a  quar* 
ter  of  a  mile  distant,  upon  th*e  neighboring  walls.  When  viewed  from 
that  distance,  the  rays  proceeding  from  the  reflector  have  all  the  rich 
effulgence  of  sunshine.  With  the  reflector  removed  from  the  lamp,  the 
bare  light  is  estimated  to  have  an  intensity  equal  to  4000  wax  candles. 
A  piece  of  ordinary  sensitized  paper,  such  as  is  used  for  photographio 
printing,  when  exposed  to  the  action  of  the  light  for  20  seconds,  at  a 
distance  of  2  feet  from  the  reflector,  was  darkened  to  the  same  degree 
as  a  piece  of  the  same  sheet  of  paper  was  witen  exposed  for  a  period  of 
one  minute  to  the  direct  rays  of  the  sun  at  noon  on  a  very  clear  day  in 
the  month  of  March.  The  day  on  which  the  writer  saw  the  machine  at 
work,  (towards  the  end  of  June,)  the  mid-day  sun  was  shining  brightly 
in  at  the  window.  He  took  the  opportunity  of  roughly  comparing  the 
intensity  of  the  sun  with  that  of  the  electric  light  armed  with  the  re« 
fleeter.  From  a  comparison  of  the  shadows  thrown  by  the  same  object, 
it  appeared  to  him  that  the  electric  light  had  between  three  and  four 
times  the  power  of  the  sunlight.  That  the  relative  intensities  were 
somewhat  in  this  ratio,  was  evident  from  the  powerful  scorching  action 
the  electric  light  had  on  the  face,  and  the  ease  with  which  paper  could 
be  set  on  Are  with  a  burning-glass  introduced  in  the  path  of  its  rays. 

The  extraordinary  calorific  and  illuminating  powers  of  the  10-inch 
machine  are  all  the  more  remarkable  from  the  fact  that  they  have  their 
origin  in  six  small  permanent  magnets^  weighing  only  1  lb.  each,  and 
only  capable  at  .most  of  sustaining  collectively  a  weight  of  60  lbs« 
When  working  up  to  its  full  intensity,  it  requires  an  engine  of  about 
7  horse  power  to  drive  it. 

The  physicist  will,  at  first  sight,  consider  that  the  intimate  connexion 
between  the  consumption  of  so  large  an  amount  of  mechanical  power, 
and  the  evolution  of  so  enormous  an  electrical  force,  is  a  necessary  con«> 
sequence  of  the  modern  doctrine  of  the  conservation  of  force.  But, 
without  for  a  moment  denying  the  truth  of  this  doctrine,  it  must  be  ad- 
mitted that  there  are  certain  phenomena  connected  with  this  machine 
which  are  in  apparent  contradiction  to  the  law  of  conservation. 

A  phenomenon  already  obtained  on  a  small  scale  by  Jacobi,  Lent, 
and  Miers,  is  rendered  visible  in  the  most  striking  manner  by  means 
of  this  machine.  When  the  wires,  forming  the  polar  terminals  of  the 
small  exciting  magneto-electric  machine,  were  connected  for  a  short 
time  with  those  of  the  large  electro»magnet,  and  then  disconnected,  a 
bright  spark  could  be  obtained,  from  the  wires  of  the  electro-magnet^ 
25  seconds  after  all  connexion  with  the  magneto- electric  machine  had 
been  broken. 

It  will  be  of  interest,  apart  from  all  questions  as  to  economical  pro- 
duction, to  ascertain  what  is  the  theoretical  quantity  of  coal  required 
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to  be  consumed  in  the  production  of  this  amount  of  electric  force.  Mr« 
Wilde  says  that  a  7  horse  power  engine  is  required  to  drive  the  machine. 
One  horse  power  is  equal  to  1,980,000  foot-pounds  per  hour ;  that 
multiplied  by  seven  is  13,860,000  foot-pounds  per  hour,  which  there- 
fore represents  the  actual  power  required  to  drive  the  machine.  Now, 
by  multiplying  the  British  Fahrenheit  units  of  heat  produced  by  the 
combustion  of  one  pound  of  coal,  by  Joule's  equivalent,  or  772  foot- 
pounds, the  result  will  be  the  total  heat  of  combustion  expressed  in 
foot-pounds.  In  the  best  coal  this  is  as  high  as  12,000,000  foot-pounds. 
We  arrive,  therefore,  at  the  startling  conclusion,  that,  to  overcome  the 
friction  of  the  different  parts  of  the  machine;  to  whirl  a  mass  of  metal, 
weighing  several  hundred  weights,  round  with  a  velocity  of  1500  revo- 
lutions per  minute ;  to  generate  a  current  of  electric  force  far  surpass- 
ing anything  ever  before  produced;  and,  after  allowing  for  the  waste 
inherent  in  Us  passage  through  the  conducting  wires  and  electric  lamp, 
to  cause  it  to  blaze  forth  with  an  intensity  of  light,  before  which  the 
rays  of  the  sun  himself  appear  pale  and  feeble ;  to  keep  up  this  intense 
development  of  energy  for  one  hour,  requires  an  expenditure  of  force 
represented  by  the  combustion  of  less  than  18^  ounces  of  coal ! 

This  is  the  theoretical  calculation ;  but  if  reduced  to  actual  practice, 
the  results  are  scarcely  less  astonishing.  The  economy  of  the  power 
actually  employed  by  Mr.  Wilde  cannot  be  calculated,  as  the  engine  is 
a  60  horse  one,  and  is  used  for  driving  the  very  heavy  machinery  of  a 
wire  mill,  as  well  as  performing  the  various  operations  required  in  an 
engineer's  workshop;  but  the  efficiency  of  ^u  engine,  i.e.^  the  ratio  of 
the  work  actually  performed  to  the  mechanical  equivalent  of  the  heat 
expended,  is  well  known,  and  varies  in  extreme  cases  between  the 
limits  002  and  0*2.  Taking  an  average  efficiency  as  0*1,  or  one-tenth, 
we  find  that  the  ordinary  consumption  of  coal  required  to  work  a  7 
horse  power  engine,  midway  between  excessive  wastefulness  on  the 
one  hand,  and  rigid  economy  jon  the  other,  is  10  X  18^  ounces,  or  11^ 
lbs.  of  coal  per  hour,  worth  about  one  halfpenny. 

The  above  expense  of  one  halfpenny  per  hour  for  coal  is,  of  course, 
only  one  item  in  the  cost.  To  it  must  be  added  the  expense  of  carbon 
rodis  for  the  lamp,  which  will  be  about  10  ins.  per  hour,  worth  perhaps 
a  penny.  There  must  also  be  added  interest  of  the  cost  of  purchase  of 
machines,  expense  of  maintenance  and  repairs,  which  will  perhaps 
bring  up  the  total  expense  per  hour  to  sixpence  or  eightpence.  Com* 
paring  this  with  the  hourly  expense  of  the  electric  lights  already  in 
existence,  we  find,  according  to  the  Abb6  Moigno,  that  the  French 
machine  costs  altogether  sixpence  per  hour  for  a  light  equal  to  900 
wax  candles,  whilst  the  actual  working  expenses  of  maintaining  the 
electric  light  at  Gape  La  H&ve,  during  a  period  of  27  months,  have 
been,  exclusive  of  salaries,  about  one  shilling  per  hour,  or,  inclusire  of 
salaries,  two  shillings.* 

According  to  a  calculation  made  by  the  Abb6  Moigno,  respecting 

*  **  Memoir  sur  TEdairage  et  la  Balisage  des  Cdtea  de  France/'  par  M.  L.  Rcy- 
naudip.  149.    FariB:1866. 
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tlie  economy  of  the  light  evolved  by  the  French  machines,  and  alter- 
ing the  figures  to  suit  the  present  case,  it  appears  that  to  maintain  a 
light  equal  to  4000  wax  candles  for  one  hour,  would  cost,  with  gas, 
£1  2«.  6rf.;  with  Colza  oil,  ^17ir.;  and  with  the  eleotrity  produced  by 
a  Bunsen's  pile,  £\  15«.  6^. 

The  annual  expenditure  at  a  first-class  light-house,  on  the  old  sys- 
tem, is,  on  an  average,  ,£400  per  annum,  and,  on  the  assumption  that 
the  light  burns  for  4000  hours  per  annum,  that  would  come  to  two  shil- 
lings per  hour.  The  expenses  of  the  old  and  the  electric  system  are, 
therefore,  not  very  dissimilar,  and  the  problem  of  the  adoption  of  elec- 
tricity to  supersede  oil  must  be  decided  on  grounds  of  convenience  and 
efiBciency  alone. 

The  great  advantage  of  Mr.  Wilde's  over  the  old  system  of  magueto- 
electric  machine,  appears  to  be  that  it  is  capable  of  amplification  to  any 
required  power,  by  a  mere  enlargement  of  the  size  of  the  difierent 
parts.  His  largest  machine  weighs  about  3  tons.  If,  instead  of  using 
the  electric  current  generated  by  it  to  produce  dynamic  efiects,  we  pass 
it  round  a  still  larger  electro-magnet,  we  should  at  once  produce  a 
vastly  greater  development  offeree.  The  only  limit  which  we  see  to 
this  multiplication  of  power,  is  the  excessive  heat  which  would  be  de- 
veloped in  the  rotating  armatures.  It  would  be  an  interesting  problem 
to  calculate  what  would  be  the  result  of  driving  the  82-inch  armature, 
required  for  a  100-ton  magnet,  with  (say)  a  1000  horse  power  steam 
engine.  If  the  power  generated  by  this  machine  did  not  at  once  burn 
up  the  working  parts,  dissipate  the  electric  lamp  and  conducting  wires 
with  a  mighty  explosion  into  space,  and  strike  dead  all  the  attendants 
with  one  lightning  flash;  if  it  were  at  all  manageable,  and  were  put 
on  a  high  tower,  it  would  probably  give  ligt^t  enough  to  make  London 
by  night  considerably  brighter  than  London  by  day. 

Space  will  not  admit  of  the  enumeration  of  all  the  uses  to  which  so 
convenient  and  economical  a  light  may  be  applied.  Moreover,  this  is 
a  subject  which  has  been  so  frequently  discussed  that  any  enumeration 
here  would  become  a  mere  repetition.  One  practical  application  has, 
however,  been  made,  which  possesses  great  interest.  Photographers  are 
finding  that  it  is  more  convenient  than  the  sun.  According  to  the 
Photographic  Newn^  we  learn  that  an  establishment  has  been  organ- 
ized at  Manchester,  in  which  is  fitted  up  the  first  of  Mr.  Wilde's  ma« 
chines  for  supplying  the  electric  light.  By  the  aid  of  this,  more  than 
two  hundred  negatives  can  be  exposed  in  a  day,  to  secure  gelatine  re- 
liefs. This  is  the  first  practical  application  of  the  electric  light  to  the 
commercial  working  of  photography,  its  constancy  rendering  it  here 
more  valuable  than  an  uncertain  sunlight. 

The  purely  scientific  interest  of  this  discovery  has  been  scarcely 
touched  upon.  Of  this  more  will  be  said  hereafter.  To  physicists  and  , 
experimentalists  in  magnetism  the  gigantic  magnetic  force  developed 
in  the  8-ton  magnet  will  afford -an  opportunity,  which  will  doubtless  at 
once  be  seized,  of  repeating  and  extending  the  classical  researches  of 
Dr.  Faraday  in  Diamagnetism  and  the  Magnetic  Condition  of  all 
Matter.  .^ 

YoL.  Lll.— Thibp  Sibixs.^No.  6.— Dxcxmbxb,  1S66.  86 
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Problems  in  Memuration. 


To  divide  the  anrface  of  a  trapezoid  iato  any  number  of  equal  parts, 
by  lines  parallel  to  the  top  and  bottom. 

Gall  r'  the  length  of  first  part  from  top;  then,  if  it  is  divided  into 
two  parts,  we  have — 

And  the  value  of  <",  t"',  &c.,  is  always  the  cor- 
responding quantity  under  the  radical. 

\Vhen  the  figure  is  an  isosceles  triangle,  the  value  of  £  =  0,  and  the 
formulas  reduce  to  simpler  forms* 

To  divide  the  frustrum  of  a  cone  or  pyramid  into  equal  parts,  by 
planes  parallel  to  top  and  bottom. 

Into  two  parts,  Z"  =  (  bJ^J^  —  AJL. 
\  ^     2  '  ^ —  t 

Into  «..  p»l^  !"=  (  ^?+l?_()j-L, 

And  the  value  of  «",  t'",  &c.,  is  always  the  corresponding  quantity  un- 
der the  radical. 

In  case  of  a  cone  or  pyramid  the  value  of  ^  =  0,  and  the  formulas 
reduce. 

To  increase  the  solidity  of  a  frustrum  of  a  cone  or  pyramid  any  num- 
ber of  times  by  addition  to  the  large  end. 

To  double  it,  r  =  (*^2^?^=^  —  <)j4ri. 

To  quintuple  it,  V  =(^6ft»  — 4(»  —  t)  ^^. 

To  double  the  area  of  the  figure  by  prolonging  the  sidea  with  a  new 
base,  parallel  to  the  top  and  bottom. 
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r=(i/§jr=:?-05^^. 

To  qnintnple,  ^  =  (,/6A*  — 4t»  —  t)f-^.. 

And  the  quantity  under  the  radical  is  the  length  of  the  new  base. 

G.  D. 

Waste  of  Platinum  in  Sulphuric  Acid  Manuf€betariee* 

Fron  the  London  M aek^olet'  BfagMliM,  April,  1866. 

Some  few  years  ago  M.  Sehearer-Kestner,  of  Thann,  made  some 
careful  researches  as  to  the  amount  of  the  waste  of  platinam  in  sulphn- 
ric  acid  manufactories  in  which  platinum  alembics  were  used,  and  he 
fonnd  that,  in  an  apparatus  which,  when  regularly  worked,  yielded  4000 
kilogrammes  of  concentrated  acid  per  day,  each  1000  kilogrammes  of 
acid  dissolved  and  carried  away  about  two  grammes  of  platinum,  when 
the  acid  was  tolerably  free  from  nitrous  vapors,  and  as  much  as  four 
or  five  grammes  of  platinnm  when  the  acid  was  no  freer  from  nitrons 
yapors  than  it  is  usually.  He  accordingly  recommended  that  sulphate 
of  ammonium  should  always  be  added  to  the  sulphuric  acid  in  the  alem- 
bicj  that  salt  being  decomposed  by  the  nitrons  vapors,  and  its  base 
combining  with  them  and  thereby  rendering  them  inert.  He  found  that 
the  waste  of  platinum  was  very  greatly  diminished  when  this  expedient 
was  adopted.  He  found,  too,  that  n^u^  alembics  undergo  less  rapid  waste 
than  those  which  have  been  in  nse  for  some  time,  freshly-hammered 
platinum  being  more  compact,  and  so  less  easily  attacked  by  solvents, 
than  platinum  which  has  been  long  in  use.  Another  most  interesting 
fact  which  he  established  is,  that  platinum  containing  iridium  is  much 
more  durable  than  platinum  alone.  He  put  into  a  still  kept  constantly 
at  work,  and  so  kept  immersed  in  boiling  sulphuric  acid  for  two  months, 
two  capsules,  one  of  pure  platinum,  and  the  other  of  platinum  alloyed 
with  iridium.  At  the  end  of  the  two  months  the  capsule  of  pure  plati- 
num was  found  to  be  greatly  deformed  and  its  surface  considerably 
corroded,  and  to  have  lost  19*66  per  cent,  of  its  weight,  while  the  cap- 
sule of  iridio-platinum  retained  its  original  form  and  brilliancy  of  sur- 
face Quite  unimpaired,  and  had  lost  only  8*88  per  cent,  of  its  weight. 
Since  then,  nearly  all  the  platinum  worked  into  alembics  on  the  con- 
tinent has  been  alloyed  with  a  small  portion  of  iridium. 


Egyptian  Bricks.  By  Professor  TTngrr. 

ViOBt  the  Clrtl  Snglseer  tud  Arehitoct'i  Joarnal,  September,  1866. 

Prof,  linger,  in  a  paper  recently  communicated  to  the  Imperial  Acade- 
my of  Sciences,  at  Vienna,  shows  that  Egyptian  bricks  possess  a  special 
interest,  for  they  contain  a  variety  of  evidence  preserved,  as  it  seems, 
in  an  imperishable  form.  In  his  latest  researcnes  he  has  examined  a 
brick  from  the  pyramid  of  Dashour,  which  dates  from  between  8,400 
and  8,800  B.C.,  and  found  imbedded  among  the  Nile  mud  or  sUmei 
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chopped  straw,  and  sand  of  which  it  is  composed,  remains  of  vegeta- 
ble and  animal  forms,  and  of  the  manufacturing  arts,  entirely  un- 
changed. So  perfectly,  indeed,  have  they  been  preserved  in  the 
compact  substance  of  the  brick,  that  he  experienced  but  little  or  no 
difficulty  in  identifying  them.  By  this  discovery  Prof,  linger  makes 
us  acquainted  with  wild  and  cultivated  plants  which  were  growing  in 
the  pyramid-building  days ;  with  fresh  water  shells,  fishes,  remains 
of  inseccSy  and  so  forth,  and  a  swarm  of  organic  bodies,  which,  for 
the  most  part,  are  represented  without  alteration  in  Egypt  at  the  pre- 
sent time.  Besides  two  sorts  of  grain — wheat  and  barley — he  found 
the  teff,  the  field  pea,  the  common  flax,  the  latter  having,  in  all  pro- 
bability, been  cultivated  as  an  article  of  food,  as  well  as  for  spinning. 
The  weeds  are  of  the  familiar  kinds :  wild  radish,  corn  chrysanthe- 
mum, wart-wort,  nettle-leaved  goosefoot,  bearded  hare's  ear,  and  the 
common  vetch.  The  relics  of  manufacturing  art  consist  of  fragments 
of  burnt  tiles,  of  pottery,  and  a  small  piece  of  twine  spun  of  flax, 
and  sheep's  wool,  significant  of  the  advance  which  civilization  had 
made  more  than  five  thousand  years  ago.  The  presence  of  the  chopped 
straw  confirms  the  account  of  brick-making  as^given  in  Exodus  and 
by  Herodotus ;  and  the  whole  subject  is  so  interesting  that  it  is  pleas- 
ing to  know  that  Prof,  linger  intends  to  follow  it  up.  He  is  of  opinion 
that,  by  careful  examination  of  a  large  number  of  bricks,  some  light 
may  be  thrown  on  the  origin  of  Egyptian  civilization. 


MISCELLANIES. 


Protection  of  Wood,  against  Insects. — The  Cosmos  mentions  the  re- 
port of  a  committee  appointed  to  examine  into  the  means  of  protecting 
carved  wood  against  the  ravages  of  insects,  and  of  remedying  the  injury 
already  done  to  ancient  carvings.    The  committee  report: 

"1.  That  the  worm  may  be  destroyed  by  vapors,  and  especially  by 
the  vapor  of  benzine. 

"2.  The  wood  may  be  restored  by  saturating  it  with  a  strong  solu- 
tion of  corrosive  sublimate.  To  restore  the  color,  which  is  injured  by 
the  mercury,  ammonia  is  used,  and  then  a  light  dose  of  hydrochloric 
acid.  The  wood  is  then  to  be  injected  with  gum  and  gelatine  to  fill  up 
the  holes  and  strengthen  the  texture  of  the  wood,  and  then  varnished. 

"But  gilded  work  is  very  difficult  to  restore." 

Would  it  not  be  well  to  prepare  all  carved  wood  beforehand  by  in- 
jecting, by  Breant's  process,  a  metallic  solution,  the  nature  of  which 
might  be  altered  according  to  the  color  desired?  This  process  can  be 
applied  without  injury  to  the  most  delicate  carving,  and  would  serve  as 
an  efi'ectual  preservative. 

New  Stuffing  Box. — A  correspondent  of  the  Cosmos  speaks  in  very 
glowing  terms  of  the  success  of  a  new  stuffing  box,  which  appears  to 
be  coming  into  use  on  the  French  locomotives.  He  describes  it  as  fol- 
lows :  The  box  is  bored  out  in  a  conical  form,  and  the  cavity,  in  place 
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of  hemp,  is  filled  by  a  "cylindro-conic  apparatus/'  throngh  which  the 
piston-rod  passes.  This  piece  is  of  anti-friction  metal,  and  is  cut  in 
bevel  in  the  direction  of  its  length  so  as  to  form  the  parts  which,  when 
united,  press  outwards  upon  the  conical  surface  of  the  box.  The  steam 
presses  them  forcibly  against  this,  and  at  the  same  time  forces  the 
two  parts  into  close  contact  by  sliding  over  each  other,  so  as  to  embrace 
the  rod  tightly.  A  spiral  spring  holds  the  plug  in  place  when  no  steam 
pressure  is  on.  It  is  said  that  these  boxes  have  been  in  use  for  eighteen 
months  without  being  unscrewed,  and  without  allowing  any  escape  of 
steam,  and  that  the  piston-rods  are  not  in  the  least  scratched  or  worn 
by  it. 

Spectrum  of  Steam. — ^Professor  Janssen  reports  to  the  Academy  of 
Sciences,  of  Paris,  an  interesting  experiment  made  to  determine  whether 
the  dark  rays  of  the  solar  spectrum,  which  have  been  shown  to  be  due 
to  the  earth's  atmosphere,  and  are,  therefore,  called  the  atmospheric  or 
teUurie  bands,  are  due  to  the  watery  vapor.  For  this  purpose  an  iron  tube 
of  87  metres  (89^  yards)  long,  packed  in  a  box  of  sawdust  to  prevent 
radiation  of  heat,  and  closed  at  the  ends  by  glass  plates,  was  filled 
with  steam  of  seven  atmospheres  pressure,  and  the  light  of  sixteen  gas- 
burners  passed  through  it  and  formed  a  spectrum.  By  comparison  with 
the  solar  spectrum  it  seemed  that  Fraunhofer's  group  A,  the  greater 
part  at  least  of  B,  the  group  c,  and  the  groups  between  o  and  D  are  due 
to  the  watery  vapor.  It  was  also  seen,  that  while  the  transmitted  light 
was  dull  in  the  most  refrangible  part  of  the  spectrum  it  was  bright  in 
the  red  and  orange;  so  that,  although  the  steam  absorbs  energetically 
certain  red  and  yellow  rays,  it  is,  on  the  whole,  very  transparent  for 
the  greater  part  of  these  rays,  while  it  acts  in  a  general  way  upon  the 
most  refrangible  rays;  consequently,  the  color  of  steam  seen  by  trans- 
mitted light  would  be  orange-red,  and  the  redder  the  longer  the  column. 

CryBtallization  of  Bed  Pho^hortu. — M.  Blondlot  has  succeeded  in 
crystallizing  red  phosphorus  which  has  hitherto  been  considered  amor- 
phous by  sublimation  in  an  atmosphere  of  nitrogen.  He  introduces  about 
z  grammes  into  a  small  mattrass,  and  then  closes  the  neck  hermetically 
by  fusion,  which  can  be  done  without  igniting  the  phosphorus,  provided 
the  mattrass  be  held  vertically.  Allowing  the  apparatus  to  atand,  it  fills 
with  white  vapors,  luminous  in  the  dark,  which  are  due  to  the  oxidation 
of  the  phosphorus,  and  in  twenty-four  hours  all  the  oxygen  of  the  air 
is  absorbed.  The  phosphorus  may  then  be  melted  in  a  water-bath,  while 
the  upper  part  of  the  mattrass  is  protected  from  the  heat.  The  phos- 
phorus is  deposited  in  transparent  crystals  of  a  cubical  form,  which, 
m  a  few  days,  form  magnificent  arborescences,  and  shine  with  the  lustre 
and  color  of  the  diamond.  This  state  may  be  preserved  by  avoiding  the 
light,  but  by  the  sun-light,  or  even  by  diflfused  light,  they  pass  to  a  bril- 
liant garnet-red  color  and  resemble  rubies.  A  crop  of  colorless  crystals 
may  be  got  upon  tht  surface  of  these. 

36» 
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Means  of  Reducing  the  Beat  and  Light  of  the  Sun  %  Magi. — M.  Fou- 
cault  had  made  a  great  improvement  id  reflecting  telescopes,  by  making 
the  reflecting  surface  by  depositing  a  thin  coating  of  silver  upon  glass. 
This  coating  is  so  thin  as  to  be  transparent  to  a  certain  extent,  with  a 
beautiful  blue  color,  and  M.  F.  suggests  the  use  of  this  film,  deposited 
on  the  outer  surface  of  the  object-glass,  as  a  substitute  for  colored  glasses 
in  the  telescope.  Experiment  has  shown  that  the  effect  is  good,  the  de- 
finition  being  perfect,  the  color  not  inconvenient,  and  the  eye  relieved 
from  all  fatigue. 

Neto  Arrangement  of  the  Q-alvanie  Constant  Battery . — The  greatest 
inconvenience  about  the  constant  battery  is  the  diflSculty  of  filling  and 
emptying  it',  which  occupies  a  great  deal  of  time,  and  is  very  trouble- 
some and  annoying.  M.  Zaliwski-Mikorski  has  invented  an  arrange- 
ment by  which  this  trouble  can  be  in  a  great  measure  avoided. 

The  permanent  pnrt  is  a  wooden  trough,  lined  with  a  mastic  com- 
posed essentially  of  sulphur,  to  which  is  added  a  small  quantity  of  tar 
and  lamp-black  to  prevent  cracking.  Into  this  are  inserted  alternately 
partitions  of  porous  material  and  of  gas-coke.  When  the  liquid  is  poured 
into  one  of  these  sections,  it  is  transmitted  to  all  the  corresponding  ones, 
and  to  these  only,  by  means  of  a  gutter  arranged  in  the  lower  part  of 
the  ti^ugh,  and  the  apparatus  works  at  once,  the  force  of  the  current 
increasing  as  the  trough  is  filled. 

When  it  is  desired  to  empty  it,  a  little  more  liquid  is  added,  which 
charges  a  syphon  whose  external  branch  is  movable  by  means  of  caout* 
chouc  tubes,  and  the  interior  branch  projects  from  the  gutter;  so  that 
it  is  not  necessary  to  move  the  trough  to  empty  it. 

The  plates  of  zinc  which  are  movable  rest  upon  projections  at  the 
base  of  the  cokes;  so  that  the  weight  of  the  metal  itself  establishes  com- 
munication. One  or  more  of  the  plates  may  be  withdrawn  without  de- 
stroying the  current,  which  is  merely  weakened  correspondingly, 

Detectiim  ofShdphurieAcidin  Fitte$rar.— Bdettger's  Polgteehnischei 
Notizblatt  suggests  a  very  simple,  ingenious,  and  doubtless  efficient  me- 
thod of  detecting  this  very  common  and  annoying  falsification ;  Take 
aboutSO  cubic  centimetres(l*7  fluid  ounces)and  boil  it  with  a  smaH  quan- 
tity of  stareh  until  one-half  the  liquid  has  boiled  away ;  after  cooling  add 
a  drop  of  iodine.  If  sulphuric  acid  was  present,  the  starch  will  have  been 
converted  into  sugar,  which  will  produce  no  color  with  iodine;  but  if 
no  sulphuric  acid  be  present,  the  starch  will  retain  its  properties,  and 
give  the  ch^acteristic  blue  color.  Very  little  starch  should  be  used  in 
this  test. 

Hardness  of  Silver. — ^Mathey,  in  DiVkf^er*^  Poly  teehniMches  Journal, 
points  out  that  the  hardness  of  silver,  which  sometimes  interferes  seri- 
ously  with  the  chasing,  and  gives  a  mat  and  gray  cut,  and  which  is 
generally  attributed  to  metallic  impurities,  is  reaNy  caused  by  the  high 
temperature  at  which  the  silver  has  been  cast.  When  the  crucible  is 
.  suffered  t6  cool  until  a  light  solid  crust  forms  on  the  surface  of  the  fused 
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metal,  before  castingi*  a  Boft  silver,  with  a  brilliant  cat,  ia  always  ob- 
tained. 

Preservation  of  Milk. — Mr.  Williamson  states  that  the  germs  to  which 
he  attributes  the  fermentation  of  milk  will  bear  boiling  under  atmo- 
spheric pressure  unharmed;  but  that  under  a  pressure  of  one  and  a 
half  atmospheres  they  are  destroyed,  so  that  after  such  boiling,  milk 
may  be  preserved  indefinitely  in  air-tight  cans. 

Pine  Wool. — Attention  is  again  called  to  the  discovery  of  M.  Pan- 
newitz,  of  Breslau,  by  means  of  which  a  species  of  flannel  is  made  from 
the  fibres  of  pine  leaves  which  is  now  exclusively  used  in  the  hospitals, 
prisons,  and  barracks  of  Breslau  and  Vienna  for  bed-coverings.  The 
flannel  thus  made  has  the  advantage  of  driving  away  all  insects ;  it 
serves  for  stuffing  as  well  as  horse-hair,  and  costs  but  one-third  of  that 
article ;  it  will  make  all  kinds  of  garments  which  are  of  great  dura- 
bility and  comfortable  warmth.  The  liquid  from  the  manufactory  is 
now  used  as  a  medicine,  and  the  refuse  of  the  works  makes  the  gas  by 
which  they  are  lighted. 

FEANKLIN  INSTITUTE. 


Proceedings  of  the  Stated  Monthly  Meeting^  November  28,  1866. 

The  meeting  was  called  to  order,  with  the  President,  Wm.  Sellers, 
Esq.,  in  the  chair. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  minutes  of  the  Board  of  Managers  were  reported,  including  the 
following  donations  to  the  library :  From  the  Chemical  Society  and 
the  Society  of  Arts,  London;  the  Adjutant  General,  the  Smithsonian 
Institution,  and  F.  Emmerick,  Washington,  D.  C. ;  Prof.  B.  Howard 
Rand,  A.  R.  Leeds,  and  T.  D.  Rand,  Philadelphia ;  and  the  New 
Jersey  Coal  Company,  South  Amboy,  New  Jersey. 

The  various  Standing  Committees  reported  their  minutes,  together 
with  a  resolution  of  the  Committee  on  Science  and  Arts,  to  whom  was 
referred  the  question  of  a  uniform  system  of  danger  signals. 

Resolution  passed  by  the  Committee  on  Sciences  and  the  Arts,  at 
their  meeting  held  May  23,  1866 : 

Mesolved^  That  the  Franklin  Institute  be  requested  to  address  a 
memorial  to  Congress,  recommending  the  adoption  of  a  uniform  sys- 
tem of  danger  signals  for  all  the  railroads  of  the  country. 

This  resolution,  being  regularly  proposed  and  seconded,  was  adopted. 

The  various  Special  Committees  reported  progress. 

The  report  of  the  Resident  Secretary,  on  novelties  in  science  and 
the  mechanic  arts,  was  then  read,  as  follows : 

Secbetart*s  Report. 

Tlie  I^enotr  gas  engine  is  now  manufactured  tod  supplied  regu- 
larly in  New  York.  Engines  of  from  |  to  4  horse  power  are  furnished 
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at  prices  varying  from  9400  to  $1800,  and  the  specified  powers  are 
guaranteed  by  the  Lenoir  Gas  Engine  Company,  No.  435  East  Tenth 
Street,  New  York.  As  this  motor  is  no  novelty  to  the  scientific  world, 
and  has  been  often  described  already,  we  will  only  notice,  in  this  place, 
a  few  points,  by  way  of  suggestion. 

It  is  claimed  that  this  engine  does  not  act  so  much  by  reason  of  an 
explosion  as  by  the  mere  heating  of  air  in  the  cylinder,  accomplished 
by  burning  the  fuel  (gas)  in  its  midst. 

These  engines  are  largely  used  in  Paris,  and  elsewhere,  for  pump- 
ing water,  light  printing,  turning  sewing  machines,  hoisting  goods, 
lifting  passengers  and  baggage  at  hotels,  propelling  street  cars,  rais- 
ing stone  and  other  building  materials, — for  which  last  purpose  more 
than  80  gas  engines  are  now  used  in  Paris  alone.  The  cleanliness, 
mobility,  convenience,  and  safety  of  this  instrument  commends  it  to  the 
use  of  those  requiring  a  motor  of  moderate  power  for  intermittent 
work.  The  point  in  which  improvement  seems  to  be  most  desirable  is 
in  the  means  employed  for  igniting  the  gas.  The  Ruhmkorffcoil  is  now 
used  for  that  purpose,  but  is  open  to  some  objection  on  account  of  its 
battery,  &c.  The  excellent  apparatus  invented  by  Mr.  Cornelius  would 
undoubtedly  subserve  the  required  purpose,  if  electricity  is  essential, 
or  the  improvement  of  M.  Pierre  Hugon,  noticed  in  our  last  report, 
where  small  gas  jets  do  th»  work  of  the  electric  spark,  might  be 
adopted. 

An  ImproTed  bar  Tlce,  invented  by  Colonel  P.  0.  Chorman.  In 
this  instrument  the  outer  jaw  is  fixed,  and  is  firmly  united  with  the  bed- 
plate, on  which  travels  the  inner  and  movable  jaw.  This  last  is  drawn 
up  by  a  long  screw  which  passes  through  the  outer  or  fixed  jaw,  as  is 
usual  in  common  vices,  and  works  in  a  thread  cut  in  the  inner  jaw. 
The  advantages  claimed  are  simplicity  of  construction  and  strength 
to  resist  concussion.  This  vice  is,  in  fact,  essentially  an  anvil,  and  will 
bear  as  much  hammering  as  would  an  anvil  of  the  same  material.  The 
efiect  of  a  blow  upon  the  jaws,  or  work  held  between  them,  is  trans- 
mitted to  the  bed-plate  without  bringing  any  strain  upon  the  screw. 

A  safety-valve  In  connexion  vi  Itli  kltcben  ranir^  ivaler- 
backa,  by  T.  S.  Speakman,  £t^q.  This  consists  of  a  very  compact 
safety-valve  kept  shut  by  a  spiral  spring,  whose  tension  can  be  readily 
adjusted  by  means  of  a  screw-cap,  which  can  readily  be  attached  to  a 
water-back  in  such  a  manner  that  when  the  pressure  reaches  a  dan- 
gerous point,  it  will  give  vent  to  the  steam,  so  avoiding  an  explosion, 
which  we  know  from  experience  may  bei  of  a  very  serious  character. 

A  side-wlieel  propeller,  by  Mr.  T.  S.  Speakman.  This  consists 
of  a  circular  blade  with  a  double  inflection  or  returned  spiral  curve, 
which,  being  partially  immersed  and  rotated,  produces  an  action  much 
like  that  of  an  oar  when  used  for  sculling.  Experiments  are  now  in 
progress,  and  a  more  full  account  will  be  given  at  a  subsequent  time. 

Tlie  metliod  of  working  tbe  Atlantic  Telegrapli  with  an 
open  circuit,  by  which  all  disturbing  effects  from  earth  currents  were 
avoided,  was  fully  explained  by  the  aid  of  diagrams  projected  on  the 
screen. 
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Tlie  ImproTed  sl^iial  system  of  A.  F.  Ward  was  exhibited  in 
like  manner. 

Tlie  neur  masneslnm  lamp,  improved  and  mannfactnred  by  the 
American  Magnesium  Company,  of  Boston,  was  then  exhibited.  This 
instrument  is  represented  in  the  accompanying  cut.  The  clock-work, 
by  which  the  motion  is  produced,  is  enclosed  in  the  square-shaped  por- 
tion below,  and  at  the  back.  In  the  rounded  front,  are  the  parts  for  feed- 
ing the  ribbons,  &;c.  These  consist  of  two  little  rollers,  between  which 
the  ribbon  is  passed,  and  regularly  delivered  by  their  motion.  They 
are  placed  immediately  over  the  front  opening,  at  which  the  ribbon  is 
ignited  and  burned.  Below  this  opening  work  eccentric  cutters,  which 
nipifff  the  ash  thread  from  time  to  time.  The  ribbon  is  supplied  from 
flat  Dobbins,  represented  at  the  top,  from  which  it  passes  into  the  chim- 
ney and  to  the  rollers.  The  whole  structure 
is  exceedingly  compact,  so  as  to  fit  easily  a 
common  magic  lantern  box.  The  most  im- 
portant novelty  in  this  instrument  is  the  ar- 
rangement of  the  chimney  and  draft.  This 
is  entirely  closed  below,  with  the  exception 
of  the  opening  shown  directly  in  front  of  the 
flame.  By  this  means  the  draft  blow%  directly 
into  the  face  of  the  lights  thus  sweeping  off 
the  smoke,  and  making  the  intensest  light 
exactly  where  it  ought  to  be.  The  eflBciency 
of  this  arrangement  is  very  easily  proved  by 
opening  the  door  at  the  rear  for  removing 
the  ashes,  when  the  light  will  fall  off  to  about 
half  its  former  brightness.  The  practical 
nerformance  of  this  instrument,  as  you  now  see,  is  of  the  most  satis- 
factory character.  (The  lamp  was  lit,  placed  in  a  lantern,  and  used  for 
about  20  minutes  in  the  exhibition  of  various-  photographic  views, 
without  the  least  variation  in  light  or  need  of  adjustment,  and  was 
finally  extinguished  only  because  no  further  experiment  with  it  was 
desired.  The  quality  of  the  light  was  most  excellent,  comparing  favor- 
ably with  that  of  the  best  oxyhydrogen  arrangement,  and  the  steadi- 
ness of  the  flame  all  that  could  be  desired  for  lantern  exhibitions.) 

An  account  of  this  improved  lamp  was  sent,  about  three  weeks  since, 
to  the  editor  of  the  British  Journal  of  Photography^  who,  in  his  paper. 
No.  340,  page  534,  thus  expresses  his  opinion :  *'  On  receiving  Dr. 
Henry  Morton's  letter,  in  which  the  improvement  was  described,  we 
lost  no  time  in  obtaining  and  testing  a  chimney  similar  to  that  described 
i)y  him,  and  the  result  has  proved  most  satisfactory. 

"  Mr.  Solomon,  who  was  present  during  the  trial,  and  with  whose 
lamp  the  experiment  was  performed,  unhesitatingly  expressed  his  opin- 
ion that,  in  consequence  of  this  improvement,  a  light  of  equal  intensity 
might  be  obtained  from  j)ne  ribbon  of  the  metal  as  was  formerly  ob- 
tiiined  from  two.  This,  of  course,  expresses  at  once  a  saving  of  one- 
half,  by  the  adoption  of  the  new  chimney.  But,  in  addition  to  this, 
there  are  collateral  advantages,  such  as  increased  steadiness,  &o." 
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Tbe  abfforptlom  and  dialytic  s^panUlMi  ^tgwimB  bj  c«ll«f  d 

tiepta,  by  ThomaB  Graham.  We  find,  in  the  Proceedings  of  the  Rojal 
Society,  some  very  remarkable  statements  oa  the  above  subject,  by  the 
distinguished  chemist  designated. 

It  appears  that  a  thin  film  of  india  rubber,  though  impervious  to  air 
while  in  its  usual  gaseous  form,  is  capable  of  first  liquefying  tbe  con- 
•titiient  gases  of  the  atmosphere  (0  and  N)  in  its  pores,  of  then  trans- 
fusing these  liquids  through  its  substance,  (as  it  w(>uld  chloroform  or 
ether,)  and,  lastly,  of  allowing  these  liquids  to  evaporate  again,  or 
rather  expand,  into  a  gaseous  form  on  the  other  side,  if  a  vacuum  be 
there  produced. 

The  two  gases  named  suffer  these  changes  however,  with  unegual 
facility,  oxygen  passing  two  and  a  half  times  more  rapidly  than  nitro- 
gen. In  other  words,  while  all  the  oxygen  contained  in  the  air  gets 
through,  only  half  the  nitrogen  passes. 

Tbe  gas  passed  through  contains,  therefore,  41*6  per  cent,  of  oxygen, 
while  air  has  but  21  per  cent. 

This  dialysedair  will  rekindle  wood  burning  without  flame,  and  may 
be  obtained  by  the  use  of  a  silk  bag  varnished  with  rubber  or  pure  rub> 
ber  balloon.  The  first  prevented  from  collapse  by  layers  of  felted  car- 
peting, and  the  last  by  a  stuffing  of  sawdust,  a  vacuum  being  produced 
inside,  in  either  case,  by  the  use  of  an  air-pump  or  Sprengel's  air-ex- 
hauster.  (See  Jour.  Frank,  InsL^  Vol.  LI.,  page  869.) 

Palladlam  cendenMes  irates  in  a  wonderful  manner  similar  to 
tbe  above,  as  the  same  author  remarks.  Thus  foil  from  the  hammered 
metal  condenses  six  hundred  and  forty-three  times  its  volume  of  hy- 
drogen at  a  temperature  below  100^  C.  Platinum  takes  up  8*8  vols. 
Palladium  will  not  however,  absorb  oxygen  or  nitrogen.  Fusion,  strange 
to  say,  reduces  the  capacity  of  both  metals. 

This  property  explains,  in  some  degree,  the  wonderful  porosity  of 

Elatinum  and  iron  tubes  when  heated,  to  hydrogen  gas,  lately  noticed 
y  MM.  Deville  and  Troost, 
A  new  procesii  for  the  extracUon  of  sagart  by  Mr.  Roberts, 
is  described  in  Engineering^  page  337,  and  is  stated  to  have  been  ap- 
plied with  excellent  success  at  Selowits,  in  Austria,  in  making  beet 
sugar.  The  saccharine  plant  is  cut  in  slices,  which  are  steeped  in  water, 
when  the  su^ar  passes  out  from  their  tissue  by  an  action  of  osmose, 
leaving  the  colloid  iuyurities,  such  as  albumen,  behind.  The  usual 
means  are  employed  to  make  the  extraction  as  thorough  as  possible 
with  the  least  amount  of  water. 

Tbe  abttorption  bands  produced  In  tbe  spectrnm  bj  vapor 
of  water  have  been  elaborately  studied  by  Janasen,  as  we  see  from 
the  Comptre  Itendue  of  August  13.  An  iron  tube,  120  feet  in  length,* 
was  used,  filled  with  steam  at  7  atmospheres  pressure.  Strong  groups 
of  lines  were  observed  corresponding  with  D  and  A  of  the  solar  spec- 
trum; beside  a  multitude  of  others,  these  lines  especially  abound  in  the 
blue  part  of  the  spectrum.  Similar  gcneraFconclusions  to  those  ob- 
tained as  above  were  published  some  time  since  by  J.  P.  Cook.  (See 
Silliman*s  Journal^  Vol.  XLL,  page  178.) 
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l^tflnsed  ranliilit  is  red,  or  has  an  excess  of  red  light,  socording 
to  Memorskif  of  Vienna,  as  we  should  anticipate  from  the  absorptive 
action  of  vapor  on  the  blue  rays  noted  above. 

The  spectrvm  of  comet  of  1866^  by  William  Huggins,  Professor 
of  the  Royal  Society. 

On  January  9,  the  spectrum  of  the  comet  was  observed.  The  tele- 
scope and  spectrum  apparatus  which  were  employed  were  those  described 
in  the  article  previously  published,  ^^On  the  Spectra  of  Some  of  the 
Nebulffi."  The  appearance  '^^  the  comet  was  that  of  an  oviil,  nebulus 
mass,  surrounding  a  very  minute  and  not  very  bright  nucleus.  The 
length  of  the  slit  of  the  apparatus  was  greater  than  the  diameter  of  the 
telescopic  image  of  the  comet,  and  the  appearance  presented  when  the 
centre  was  placed  in  the  middle  of  the  slit^  was  that  of  a  broad  con- 
tinuous spectrum  fading  gradually  at  both  edges.  Nearly  in  the  mid- 
dle of  this  spectrum,  and  about  midway  between  h  and  c  of  the  solar 
spectrum,  a  bright  point  was  seen.  The  absence  of  breadth  in  this 
bright  point,  in  a  direction  at  right  angles  to  that  of  dispers^ion,  showed 
that  this  monochromatic  light  was  emitted  from  an  object  of  no  sensi- 
ble magnitude  in  the  telescope,  that  it  came,  in  fact,  from  the  minute 
nucleus.  This  shows  that  the  light  of  the  coma  diifersfrom  that  of  the 
minute  nucleus.  The  nucleus  is  self-luminous,  and  is  composed  of  ig- 
nited gas.  The  continuous  spectrum  of  the  light  of  the  coma  indicates 
that  it  shines  by  reflected  solar  light.  We  know  from  observation  that 
the  conise  and  tails  of  comets  are  formed  from  matter  contained  in  the 
nucleus.  The  usual  formation  of  the  tail  appears  to  be,  that  as  the 
comet  approaches  the  sun,  material  is  thrown  off  at  intervals  from  the 
nucleus  in  the  direction  towards  the  sun.  This  material  is  not  at  once 
driven  into  the  tail,  but  usually  forms,  in  front  of  the  nucleus,  a  dense 
luminous  cloud,  into  which  the  bright  matter  of  the  nucleus  continues 
to  stream.  In  this  way  a  succession  of  envelopes  may  be  found,  the 
material  of  which  afterwards  is  dissipated  in  a  direction  opposite  to  the 
■an,  and  forms  the  tail.  Between  these  envelopes  dark  spaces  are 
usually  seen.  The  light  of  the  comet  was  feeble,  and  the  continuous 
spectrum  made  it  difficult  to  detect  lines.  A  cylindrical  lens  was  used ; 
but  only  the  bright  line  already  described  was  seen.  In  the  paper  ''On 
the  Spectra  of  the  Nebulae,'*  it  was  shown  that  this  bright  line  corres- 
ponded with  the  brightest  lines  of  nitrogen,  and  this  may  indicate  that 
eometary  matter  consists  principally  of  nitrogen  or  of  some  element- 
ary substance  existing  in  nitrogen. 

^  ^  Fartlier  obaerTatloma  on  (be  spectra  ofsome  oftlie  nebaln 
with  a  mode  of  determining  the  briglitneaa  of  tbeae  bodies''  from 
the  same  authority  as  above. 

The  results  already  presented  are  confirmed  by  new  observations, 
namely,  that  clusters  and  nebulae  give  either  a  continuous  spectrum 
or  a  spectrum  consisting  of  one,  two,  or  three  bright  lines.  The  po- 
sitions of  these  lines  are  the  same  as  those  of  the  bright  lines  of  the 
nebulae  before  described.  Some  of  these  spectra  appear  irregularly 
bright  in  some  parts  of  the  spectrum.  Analysis  by  the  prism  shows 
that  8om2  of  the  nebulae  consist  of  luminous  gas,  existing  in  massed, 


Digiteed  by  VjOOQIC 


420  Franklin  Imtitute. 

• 

vhich  are  properly  continnons,  and  the  nebalsd  in  the  telescope  pre- 
sent not  points  bot  surfaces,  in  some  cases  subtending  a  considerable 
angle. 

By  means  of  a  special  apparatus,  the  light  of  three  nebulae  was  com- 
pared with  the  light  emitted  by  a  sperm  candle  burning  at  the  rate 
of  168  grains  per  hour.    The  results  are — 

The  intensity  of  nebula,  No.  46,281,  H  i  =  j-^-g  part  of  ibat  of  the  candle. 
"  **  annular  nebula  in  Lyra.  =  Y^y J  **  •* 

"  "         dumb-bell  nebula  =  y^^p^  *«  «« 

The  estimation  in  each  case  refers  to  the  brightest  part  of  the  ne- 
bula. The  amounts  are  too  small  by  the  unknown  corrections  needed 
for  the  loss  which  the  light  has  sustained  in  its  passage  through  space, 
and  through  the  earth's  atmosphere.  These  values  have  an  importance 
in  connexion  with  the  gaseous  nature  of  the  source  of  the  light,  which 
the  spectroscope  indicates.  Similar  estimates,  made  at  considerable 
intervals  of  time,  might  show  whether  the  brightness  of  these  bodies 
is  undergoing  increase,  diminution,  or  a  periodic  variation. 

The  viscosity  or  Internal  friction  of  air  and  other  iraseii, 
by  J.  C.  Maxwell,  Proceedings  of  the  Royal  Society.  All  bodies  are 
capable  of  having  their  form  indefinitelv  altered,  and  those  which  resist 
the  change  of  form  with  a  force  depending  on  the  rate  of  deformation 
may  be  called  viscous  bodies. 

Various  experiments  have  been  made  on  the  viscosity  of  elastic  solids 
and  gases  by  others,  but  the  author  has  investigated  the  laws  of  vis- 
cosity in  air  by  causing  three  disks,  interposed  between  four  other  fixed 
disks,  to  turn  about  a  vertical  axis  by  means  of  a  steel  suf^pension  wire. 
During  the  oscillations  of  the  movable  disks,  the  viscosity  of  the  air  in 
the  six  strata  caused  a  diminution  of  the  amplitude  of  oscillation  which 
was  measured  by  means  of  the  reflection  of  a  scale  in  a  mirror.  The 
apparatus  was  in  an  air-tight  case.  The  observed  diminution  in  the  arc 
of  oscillation  was  partly  owing  to  the  viscosity  of  the  suspension  wire, 
but  this  was  eliminated  by  a  aeries  of  experiments.  The  conclusions 
drawn  from  the  experiments  agree,  as  far  as  they  go,  with  those  of  Mr. 
Graham,  "On  Transpiration  of  Gases."   They  are  as  follows: 

1.  The  CO  ejQScient  of  viscosity  is  independent  of  the  density,  the 
temperature  being  constant. 

2.  The  co-ef&cient  of  viscosity  increases  with  the  temperature. 

3.  The  co-efficient  of  viscosity  of  hydrogen  is  much  less  than  that 
of  air. 

4.  The  ratio  for  carbonic  acid  was  found  to  be  859.  Graham  makes 
it  807.    Graham's  calculation  is  supposed  to  be  the  most  correct. 

5.  Experiments  on  dry  air  were  tried  to  ascertain  whether  any  slip- 
ping takes  place  between  the  glass  and  the  air  in  contact  with  it.  If 
such  action  took  place  its  amount  was  unappreciable. 

I  Some  new  Acts  wltli  regard  to  tbe  Ooltz  machine  were  then 
stated  by  the  Secretary  as  the  result  of  his  own  observations.  The  ma- 
chine exhibited  and  described  on  a  previous  occasion  was  found  to  operate 
in  a  very  satisfactory  manner  for  some  days,  but  suddenly,  without  any 
evident  cause,  failed  entirely,  (though  the  weather  was  very  dry  and  cold,) 
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to  yield  anything  more  than  the  most  insignificant  and  feeble  sparks. 
This  failure  led  to  a  long  coarse  of  experiments,  the  resalt  of  which 
has  been  to  show  that  for  efficient  working  the  strips  of  paper  attached 
to  the  fixed  disk  should  be  very  slightly  insulated  on  their  surfaces,  but 
as  thoroughly  as  possible  upon  their  edges.  The  cause  of  failure  being 
the  electric  penetration  of  the  insulation  at  the  rear  edge  of  tl  e  paper, 
a  few  words  as  to  the  theory  of  the  machine  in  this  connexion  will 
make  this  matter  plain.  As  was  shown  in  a  previous  report,  (see  this 
Joumaly  Vol.  LIL,  page  282,)  the  card  points  A  8  x  R  are  constantly 
feeding  the  respective  strips  B  T  W  c,  to  which  they  are  attached,  with 
electricity.  If  these  papers  were  perfectly  insulated  on  their  surfaces 
and  edges  they  would  act  like  so  many  Leyden  jars,  the  paper  answer- 
ing to  the  inner  coating,  the  insulating  material  to  the  glass,  and  the 
constant  current  of  air  moving  between  the  plates  playing  the  part  of 


an  outer  coating  connected  with  the  ground,  by  constantly  removing 
one  kind  of  electricity  and  supplvingthe  ottier.  The  charge  in  the  paper 
would  then  continue  to  accumulate  without  any  limit  other  than  the  re- 
sistance of  the  insulating  material,  which  must  soon  yield,  and  a  spark 
penetrating  this,  all  capacity  for  retaining  a  charge  is  at  once  lost,  as 
in  a  ruptured  Leyden  jar,  and  the  electrioity  supplied  by  the  paper 
point  at  once  leaks  out  through  the  perforation,  and,  descending  upon 
the  revolving  plate,  neutralizes  the  opposite  sort  of  electricity  there 
presently  developed,  and  so  prevents  the  charging  of  the  paper  point 
and  strip  next  in  order,  thus  interrupting  the  action  of  the  machine. 

If,  however,  the  surface  of  the  paper  is  not  well  insulated,  a  diliiiaed 
leakage  takes  place  all  over  it,  which  does  not  cause  the  whole  charge 
to  be  lost,  but  acts  as  an  overflow  after  a  certain  tension  has  been 
reached.  This  leakage,  beside,  occurs  directly  opposite  the  brass  combs^ 
and  causes  a  corresponding  increase  in  the  amount  of  opposite  ei^^tti- 
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city  which  these  a?e  deliveriag  upon  the  revekiBg-platef.  If  this  teak- 
age  occurred  upon  the  edge  of  the  paper,  it  would  he  out  of  range  with 
the  comb8y  and  would  not  thus  tend  to  compensate  the  miaehief  it  does. 

The  tension  of  the  fluids  is,  of  course,  greatest  at  the  edge  of  ih« 
papers ;  these  should  therefore  be  well  insulated  to  prevent  all  ^ooneen* 
trated  leakage/  This  may  be  best  done  by  shellac  varnish  applied  in 
a  narrow  line  on  the  edge,  any  broad  band  of  insulation  tending  to 
develop  the  sort  of  action  described  above.  We  consider  the  facts  here 
stated  of  importance,  because  without  a  knowledge  of  them,  this  other* 
wise  most  efficient  machine  becomes  almost  worthless,  being  liable  to  fail 
at  any  moment.  Such  was  the  condition  of  the  machine  now  exhibited 
when  received  from  its  manufacturer,  Kubmkorff.  It  was  merely  aqoea- 
tion  of  time  and  use,  as  to  how  soon  it  would  give  out  and  become  use- 
less, and  clearly  nothing  was  known  by  its  manufacturer  or  inventor  as 
to  a  means  of  repairing  it,  (if  even  this  weak  point  was  recognised,)  for 
no  hint  is  given  of  either  in  very  voluminous  publication:)  on  the  sub- 
ject of  this  machine.  If,  however,  we  give  an  excess  to  the  insulation 
of  the  papers  at  their  edge,  the  liability  to  failure  is  greatly  reduced, 
and  if  this  should  occur  by  cracking  of  varnish  or  mectianical  wear,  a 
coat  of  shellac,  which  may  be  applied  and  rendered  dry  in  a  few  minutes, 
will  correct  the  evil. 

The  machine  now  exhibited  was,  an  hour  since,  perfectly  useless, 
owing  to  the  cracking  of  some  varnish  used  as  an  experiment,  but  was 
restored  in  about  20  minutes  to  its  present  satisfactory  condition. 

Attention  was  directed  to  the  fact,  not  mentioned  in  the  previous  re* 
port,  that,  by  connecting  the  two  horizontal  brass  combs  and  balls,  leav- 
ing the  upper  and  lower  ones  insulated,  and  charging  the  machine  as 
usual,  sparks  could  be  taken  from  the  upper  ball  on  P  exactly  as  from 
the  prime  conductor  of  an  ordinary  machine,  and  all  the  usual  appara- 
tus illustrating  attraction  and  repulsion,  most  efficiently  worked.  A  bat- 
tery of  Leydcn  jars  charged  in  this  way,  in  half  a  minute,  by  80  turns 
of  the  handle  H,  had  one  of  its  jars  ruptured,  though  it  had  been  before 
repeatedly  charged  with  600  turns  of  an  ordinary  30-inch  plate  machine 
without  injury. 

Tiw  esseBtiml  firfnci^lc  of  agaric,  prepared  by  Thomas  J. 
Brown,  of  Philadelphia,  was  exhibited.  It  was  obtained  im  follows :  The 
natural  fungus  was  treated  with  hot  alcohol ;  the  sdution  so  obtained 
was  then  further  treated  with  sub-acetate  of  lead  and  litharge  and  fil- 
tered, then  acted  upon  by  sulphuretted  hydrogen,  again  filtered  and 
twice  evaporated  and  redissolved.  The  substance  so  obtained  crystal*^ 
lised  in  minute  translucent  needles,  almost  colorless,  butyieldlng  a  faint 
yellow  tint  when  in  mass. 

The  solution  in  pure  alcohol  did  not  finoress,  nor  did  an  addition  of 
water  and  sulphuric  acid  develop  in  it  this  action.  An  alcoholic  «oln» 
tion  of  qufnine  abo  gave  no  fluorescence  even  when  diluted  with  water, 
but  acquired  this  property  on  the  addition  of  a  few  drops  of  sulphurie 
acid. 

FlioaplMras  aaar  Ibe  cry«tal11s«a  liy  BuMlnaatloa  in  an  at*- 
moaphere  of  nitrogen,  as  M.  Blondlot  has  shown,  and  then  forms  mi- 
nute white  cubes,  which  acquire  a  ruby  color  on  exposure  to  light. 
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MiMval  sprla«B»like  those  of  Swategn,  hate  botii  disoofered  near 
Harrisbnrg,  Penngylvania* 

A  lime  lifflit  has  been  placed  on  a  tower  in  the  centre  of  Hyde  Park^ 
and  is  to  be  need  for  general  ilhioiination. 

Albed  ofpeaiy  fifteen  inchea  tbiek,  and  covering  1500  acres,  haa 
been  discovered  near  Dea  Moines,  Iowa. 

A  Teta  of  fine  slate  was  recently  discovered  in  Fluvanna  county, 
Virginia.  It  is  said  to  equal  the  celebrated  Buckingham  slate,  which 
took  the  premiam  at  the  World's  Fair* 

liead  In  great  abundance  has  been  discovered  in  the  valley  of 
the  Green  River,  in  Kentockv.  A  mine  will  be  opened  at  once.  Similar 
discoveries  are  reported  in  Owen  and  Shelby  counties. 

Tlie  San  Antonla  Herald  says,  the  accounts  of  rich  deposits  of 
gold  in  the  vicinity  of  Los  Pinos  Altos,  in  southern  New  Mexico,  are 
confirmed.  The  proceedings  on  the  Gila  have  been  very  successful. 

A  Mouae  liaTlnff  nine  atorlea  abore  the  irrowad-fleor,  and 
with  basement  and  cellars  eleven  stories,  is  in  course  of  construction  at 
Paris,  in  the  Quartier  de  Rou)e.  The  lodgers  on  the  upper  stories  will 
be  raised  on  a  platform  ascending  noiselessly  every  minute,  and  raised 
by  hydraulic  power. 

In  France  a  ateam  carriage  fbr  toiv^lnir  boats  and  barges 
HI  rivers  and  on  canals  has  been  invented.  It  was  tried  a  few  days 
since  on  the  river  Oise,  and  was  found  to  answer  perfectly.  Running 
on  the  towing-paths  it  makes  ascents  and  descents  and  turns  as  easily 
as  horses  do. 

The  Secretary  then  called  attention  to  some  printed  rules  for  prompt 
treatment  in  ease  of  accidents,  such  as  might  occur  to  those  employed 
abont  machinery,  and  requested  Dr.  Packard,  by  whom  the  rules  were 
prepared,  to  make  further  examinations.  Dr.  Packard  then  remarked 
as  follows : 

'*  When  accidents  take  place  on  railroads,  or  in  factories  or  machine 
shops,  as  they  will  in  spite  of  every  care,  it  notunfrequently  happens 
that  the  persons  injured  suffer  greatly,  or  even  lose  their  lives,  because 
no  one  present  knows  exactly  what  ought  to  be  done  at  once,  before  a 
aurgeon  can  be  had.  In  the  course  of  the  last  sixteen  years,  I  have  seen 
repeated  instances  of  this  kind;  and  one  which  came  under  my  notice 
last  summer  so  impressed  me,  that  I  determined  to  try  to  do  something 
for  the  mitigation  of  the  evil. 

^*  I  have  therefore  prepared  a  set  of  rules,  as  to  the  course  to  be  pur*- 
eued  in  such  injuries  as  cause  shook  or  collapse,  or  loss  of  blood,  and 
as  to  the  mode  of  carrying  an  injured  person  comfortably.  These 
I  propose  to  furnish  on  a  card  or  sheet,  14|  inches  by  21,  at  the  cost 
of  paper  and  printing.  They  have  been  tested  by  submitting  them  to 
the  scrutiny  of  railroad  men,  and  brought  down  co  the  greatest  simpli- 
city. Nearly  4000  of  these  have  been  distributed,  and  are  now  in  use 
on  different  railroads.  It  is  not  proposed  to  post  them  before  the  pub- 
lic, butin  the  private  offices,  tool-houses,  baggage-cars,  etc.,  so  that  they 
Viay  strike  the  eye  of  the  emfrioyas  who  are  to  be  guided  by  them* 

^'  Iha  similar  papers  beaded  ^  Injury  by  Machinery '  are  intended  for 
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me  in  faeiories  and  maobine  sbops.  Here,  bowerer,  a  mocb  smaller 
number  would  be  required  for  each  eBtablishment,  aud  cards  might  be 
conyeniently  used  iostead  of  papers.  I  should  be  glad  to  supply  either 
set  of  rules,  at  such  a  cost  as  will  cover  my  own  expenses,  to  any  one 
desiring  them."  These  cards  can  be  obtained  by  addressing  the  aatbor, 
at  1415  Spruce  Street, 
.  The  meeting  was  then,  on  motion,  adjourned. 

Henry  Moeton,  Seeretarg. 


BIBLIOGRAPHICAL  NOTICES. 


Memoirs  of  the  National  Academy  of  Sciencee.  Quarto.  Wasbington: 

Government  Printiug  Office,  1866. 

The  National  Academy  of  Sciences  was  chartered  by  the  government 
of  the  United  States  for  the  purpose  of  advising  the  government  in  mat- 
ters depending  on  the  application  of  science,  and  making  such  experi- 
mental researches  as  should  be  needed  for  government  uses.  In  addi- 
tion to  a  considerable  number  of  important  investigations  and  reports 
made  by  its  committees,  we  have  in  the  volume  now  before  ns  the  first 
instalment  of  their  memoirs,  and  it  must  be  admitted  that,  although  few 
in  number,  they  are  of  a  very  high  character  of  merit,  and  rank  the 
Academy  creditably  with  its' European  sisters. 

The  first  memoir  is  the  Reduction  of  the  Obeervatione  of  Fixed  jSSSart, 
made  by  LePaute  D'Agelet,  in  1788-85,  by  B.  A.  Gould.  This  em- 
bodies the  result  of  a  very  laborious  investigation,  by  means  of  which  a 
rery  large  catalogue  of  star  observations,  which  were  not  heretofore 
available  for  astronomers'  use,  in  consequence  of  the  undetermined 
errors,  have  been  revised  and  corrected,  and  made  available.  It  is  quite 
curious  to  see  how,  after  an  interval  of  some  eighty  years,  the  errors 
of  graduation  and  defects  of  form  of  the  instrument  used,  can  be  ascer- 
tained and  determined,  and  the  results  eliminated  from  the  observa- 
tions so  as  to  make  them  comparable  with  more  modern  labor.  Astro- 
nomers only  can  appreciate  the  immense  benefit  of  Prof.  Gould's  la- 
bors; but  any  person  of  ordinary  mind  and  education  can  appreciate 
the  ingenuity  and  acuteness  necessary  to  develop  such  results. 
*  This,  which  is  the  longest  of  the  memoirs,  and  extends  to  261  pages, 
is  followed  by  an  investigation  by  Prof.  Peirce,  On  the  Theory  of  the 
SaturnianSyetemy  in  which  was  discussed  the  conditions  of  equilibrium 
of  the  rings  of  the  planet,  and  their  dependence  on  the  satellites  de- 
monstrated. If  any  one  wants  to  whet  his  mental  appetite  by  a  taste 
of  the  modern  mathematics,  we  recommend  these  twenty-four  pages  to 
bis  particular  attention.  This  is  followed  by  a  short  memoir  of  but  four 
pages  by  the  late  Augustus  A.  Gould,  M.I).,  ''On  the  Dietarihution  of 
certain  Dieeaeee  in  Reference  of  Hygienic  Choice  of  Location  for  the 
Cure  of  Invalid  Holdiere.**  This  paper  will  be  found  more  generally 
readable  than  abstract  mathematics.  It  presents  an  interesting  table 
of  the  statistics  of  consumption,  and  shows  the  importance  of  attending 
to  vital  Statistics  more  generally  and  closely  than  bashitberto  been  done. 
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Professor  Norton,  of  Tale  College,  gives  us  at  length  his  theorj  of 
shooting  stars,  and  it  may  possibly  console  some  of  the  unfortunates  who 
lost  a  night's  sleep  in  looking  for  the  predicted  shower,  to  learn  here 
the  grounds  on  which  the  prediction  was  made,  and  what  the  predic- 
tion really  was — which  will  be  found  to  differ  somewhat  from  the  news- 
faper  accounts.  Finally,  the  volume  closes  with  an  elaborate  memoir  by 
rof.  Bartlett,  of  West  Point,  '*  On  Rifled  Oun$j''  the  strains  toVhich 
they  are  subjected,  the  materials  from  which,  and  the  dimensions  of 
which,  they  ought  to  be  made*  If  we  are  not  mistaken,  this  will  prove 
to  be  a  classical  treatise  upon  this  subject,  and  one  to  be  referred  to  by 
all  interested  in  ordnance  hereafter. 

In  conclusion,  we  congratulate  the  Academy  on  the  amount  of  thor* 
oughly  eood  work  here  set  forth,  and  hope  that  they  will  not,  as  they 
grow  olaer,  weary  of  well-doing. 

Peat  and  its  uses  a$  Fertilizer  and  Fuel    By  Samubl  W.  Johnsok. 

Professor  of  Analytical  and  Agricultural  Chemistry,  Yale  College, 

Fully  illustrated.  18mo.,  pp.  Ib8.  New  York:  Orange,  Judd&  Co. 

In  this  little  work,  Professor  Johnson  has  given  us  a  very  full  and 
valuable  account  of  a  material  which  is  forcing  itself  into  notice  in  conse- 
quence of  the  high  price  of  coal  and  other  fuel.  In  this  treatise  he  explains, 
first,  the  origin  of  peat,  its  chemical  composition  and  physical  and  che- 
mical properties.  He  then  explains  and  discusses  its  uses  as  a  manure* 
its  effect  on  various  soils  and  under  different  climates,  and  its  mode  of 
preparation  for  such  purposes.  Afterwards  he  goes  very  fully  into  the 
subject  of  the  use  of  peat  for  fuel,  and  describes,  with  drawings,  the 
various  machines  which  are  used  for  its  preparation.  He  also  treats  of 
its  use  as  a  means  of  obtaining  illuminating  ffas.  The  high  reputation  of 
Professor  Johnson  is  sufficient  guarantee  that  the  work  thus  laid  out 
has  been  ably  and  conscientiously  done,  and  we  recommend  this  little 
book  to  our  readers  as  very  valuable,  not  only  as  a  special  treatise  upoa 
its  subject  matter,  but  as  a  model  for  other  treatises  upon  similar 
subjects. 

Warming  and  Ventilating  the  CapitoL 

It  appears  that  the  House  of  Representatives  called  upon  the  Secre- 
tary of  the  Interior  for  a  report  from  the  architect,  upon  the  warming 
and  ventilation  of  the  Capitol.  Mr,  Walter  had  already  availed  himself 
of  the  assistance  of  Professor  Henry  and  Dr.  Charles  M.  Wetherill  to 
institute  a  series  of  experiments  upon  the  result  of  the  system,  and  the 
result  is  the  present  report  by  Dr.  Wetherill  upon  the  subject.  His  con- 
clusions, that  the  amount  of  ventilation  comparesfavorably  with  the  best 
of  similar  attempts  in  Europe,  that  the  air  is  introduced  in  sofficient  quan- 
tity without  inconvenient  drafts,  and  at  a  proper  temperature,  but  is 
deficient  in  hygrometric  moisture,  are  interesting  more  or  less  to  all  of  us. 
But  what  will  or  ought  to  interest  us  more,  is  the  great  mass  of  infor- 
mation upon  the  general  subject,  which  appears  to  be  for  the  most  part 
unknown,  misconceived,  or  neglected  among  us.  In  this  respect  the 
labors  of  Dr.  Wetherill  are  invaluable,  and  some  Sanitary  Commission, 
Board  of  Health,  or  other  official  body  ought  to  see  to  republishing  this 
report  in  a  large  edition  and  disseminating  it  widely  among  our  dtixens 
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A  Comparimn  o^  mum  of  the  Mei^oroloffioal  Phenomena  of  OcTOBXK,  1866|  with 
those  of  OcTOBKB,  1865,  and  of  the  same  month  for  siiTTXEK  years,  at  Philadel- 
phia, Pa.  Barometer  60  feet  above  mean  tide  in  the  Delaware  River.  Latitude  R9^ 
674' N.;  Lonritude  76<*  11^^  W.  from  Qreenwiob,  By  Pbof.  J.  A.  Kibkpatbick, 
of  the  Central  High  School. 


October, 

October, 

October, 

1866. 

1866. 

forl6yeare. 

Thermometeiv-Highest— degree,     . 

75-00» 

78-00*» 

90-00» 

•*         date. 

2d.  &  8th. 

loth. 

4th,  '68. 

WarmeBt  day — ^mean, 

67'00 

7817 

78-80 

"           ♦•      date, 

2d.  &  22d. 

10th. 

6th,  '61. 

8700 

87-00 

28-00 

*•         date. 

6th. 

26th. 

26th,  '66. 

Coldest  day— mean. 

46-88 

44-88 

86-80 

"        **      date, . 

6th. 

26th. 

27th,  '69. 

Mean  daily  oecillation, 

18-66 

11-28 

16-17 

"range,  . 

660 

618 

6-42 

Means  at  7  a.  if.,  . 

62-47 

62-66 

61-86 

"          2  p.  M.,    . 

62-84 

60-16 

62-81 

"           9  p.  M.,    . 

66-47 

64-86 

66-32 

"      for  the  month, 

66-76 

65-86 

66-49 

Barometer— Highest— inches, 

80-826  ins. 

80-226  ins. 

80-462  ins. 

•'        date,    . 

6th. 

80th. 

26th,  '61. 

Greatest  mean  daily  press. 

80*802 

80-209 

80-878 

"           »•    date,      . 

6th. 

80th. 

26th,  '61. 

Lowest — finches,  .  ,     . 

29  426 

29-166 

29012 

"         date,      . 

8Uth. 

16th. 

26th,  '67. 

Least  moan  daily  press., 

29-60tt 

29-226 

29-069 

*»        •*      date, 

80th. 

19th. 

26th,  '67. 

Mean  daily  range. 
Means  at  7  a.  m  , 

0-147 

0171 

0-144 

29  981 

29-778 

29-907 

"           2  p.  M., 

29-870 

29-746 

29-865 

*'           9  p.  M., 

29-911 

29-766 

29^898 

'<     for  the  month,  . 

29-904 

29-770 

29-888 

Foioe  of  Vapor— Greatest— inches, 

0-611  in. 

0-627  in. 

0-781  in. 

'<          date,     . 

2d. 

11th. 

7th,  '6K 

Least— inches,     . 

•112 

-094 

•065 

"      data, 

26th. 

28th. 

21st,  '59. 

Means  at  7  A.  m.,  . 

•826 

•298 

-816 

"         2  p.m.,. 

-822 

•281 

-889 

«         9p.li.,. 

•846 

-298 

•825 

«<   for  the  month, 

•881 

•291 

•826 

Eelative  Humidity— Greatest— per  ct , 

96*0  per  ot. 
18th. 

94-0  per  ct 
18th. 

97-0  per  ct 
often. 

Least— per  ct, 
"       date,    . 

81-0 

84-0 

28-0 

6,  16,  ft  25, 

29th. 

21st,  '59. 

Means  at  7  a.m., 

78-7 

70-5 

77-7 

"           2  p.  M., 

64-6 

51-7 

6o^0 

«           9  p.  M.. 

74-1 

66-5 

72  9 

«•  for  the  month 

69-0 

62-9 

68-9 

ClMidf— Komber  of  elear  days,* 

••             cloudy  days,    . 
Means  of  sky  cov^d  at  7  a.  m.  , 

11 

11 

9^ 

20 

20 

21-2 

61  -6  per  ct 

6l0perct 

66-6  per  ct 

««            •«        ««        2p.  M., 

66-1 

671 

56-7 

"           ••        "       9  p.m., 

42-6 

88-1 

40-0 

'<           "        forthemonth 

68-4 

487 

60-8 

Bain- Amount 

8-688  ins. 

8-868  ias. 

2  928  ilia. 

No.  of  days  on  which  rain  fell. 

8 

6 

8-8 

rreramng  Wiads— Times  in  1000, 

n64«4Vw168 

n77*»85''w298 

m78018'w-287 

*  Sky  one -third  or  less  covered  at  the  hours  of  observation. 
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PASCAL  IRON  WORKS, 

Establlslied  Ui  1831. 

MORRIS,  TASKER  &  CO., 

MiilLirCJFilLCTXrRERe   OIB* 

Wronglit  Iron  Welded  Tubes,  f-i^ch  to'8  inches  bore,  for  Steam, 
Gaa,  Water,  &c.,  with  Ts,  L's  Stops,  Valves,  &c.,  with  Screw  Joints  to  suit  tubes. 
Atalleable  Iron  and  Brass  Fittings,  Glass  Blower  Tubes,  Blasting  Tubes,  &c. 

GalTanlzed  Tubes  and  Fittings  for  water.  n 

liap-Welded  Boiler  Flues,  1}  to  10  inches  outside  diameter,  ddt  to 
definite  lengths,  22  feet  or  under. 

Artesian  Well  Pipes,  of  wrought  Iron,  screw-coupled  ;  flush  inside  and 
out.  Also  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands ;  flush 
inside  .^d  out,   and  Pumps  for  same. 

Colls  of  Tube,  for  boiling  and  evaporating  by  steam  or  hot  water. 

Tuyere  Coils,  for  Blast  Furnaces,  and,  tube  cut  and  fitted  to  plans  and  speci- 
fications sent. 

Double  Kettles,  for  steam  boiling  and  evaporating,  and  cooking  by  steam. 

DryinpT  Closets,  heated  by  steam ;  Wash  Houses  and  Steam  arrangements 
for  Public  Institutions  and  Private  Dwellings. 

WarminsT  and  T^ntilating  Steam  apparatus  of  the  most  approved  plans, 
for  Factories,  Public  Buildings,  Hotels,  Private  Dwellings,  Greon  Houses,  &c/; 
constructed  and  adapted  to  the  buildings  to  be  warmed. 

Hot  Water  Apparatus;  Tasker's^Patent  Self-Begulating  Hot  Water 
Apparatus,  for  Private  Dwellings,  School  Houses,  Hospitals,  Green  Houses,  &c. 

Iron  and  Brass  Castings,  of  every  description. 

Gas  Worl£  Castings:  Ketorts  and  Bench  Castings  for  Coal  Gas  Works; 
.Street  Mains,  Bends,  Branches,  Drips,  Lamp-posts,  Lanterns,  &c. 

Rosin  Gas  Apparatus,  for  Factories,  Public  Buildings,  Hospitals^  and 
Private  Dwellings. 

Green  House  Pipes  and  Boilers :  Fire  Doors  and  Frames^  Hot  Water 
Pipes  for  Forcing  Beds,  Pineries,  Garden  Boilers,  &c. 

Columns,  Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 

Batb  Tubs,  Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet 
arrangements. 

Screwing  Blacblnes,  Drill  Stocks,  Stocks  and  Dies,  Taps,  Beamers, 
Drills,  Pipe  Tongs,  and  a  general  assortment  of  Gas  and  Stekm  Fitters'  Tools  and 
Materials. 

WORKS,  S.  FifYb,  between  Taslier  and  Morris  Sts., 

WARIS-HOIJSE  A.  OFFICE^  209  S.  Third  St.,  Pllila> 

8TEFEEH  MO&BIS,  OHAS.  WHEELER, 

TEO0.  T.  TA8XEE,  JV^  nvn  a.  MOUIS.  •S.P.M.TABKBB. 
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M.  ^V^.  B^LD^\ri]Sr  &  CO., 

Manufacture  Locomotiys  Engines,  of  the  most  approved  construcUon,  and 
perfect  adaptation  to  all  the  variety  of  circumstances  under  which  thej  can  be 
usefully  employed ;  ranging  in  weight  from  ten  to  thirty-six  tons,  and  using  one- 
half,  two-thirds,  three-fourths,  or  the  whole  weight  for  adhesion,  as  the  grade  of 
the  road,  or  business  to  be  done,  niay  render  desirable  or  necessary. 
Patterns  of  various  sizes  of  each  of  the  following  plans,  viz: 
Plan  A  and  B,  1  pair  drivers  and  trucks,  for  Passenger  business  exclusively. 

"     C  2       ••  "  **  or  Freight  business. 

"     D  3'     "  "1 

**.    D  3       "  "  >  for  Freight  business  exclusively* 

w     E  4       •'  "  J 

The  D  and  £  plans  are  particularly  adapted  to  roads  having  heavy  grades  and 
abrupt  curvefl.    The  temporary  track  connecting  the  Eastern  and  Western  divi- 
sions of  the  Virginia  Central  Railroad,  having  grades  of  295  feet  rise  per  mile,  and  « 
curves  of  300  feet  radius,  has  been  successfully  worked  for  two  years  past  by  six- 
wheel  D  Engines  of  our  make. 

Tk4  maUrials  and  worknMmMpj  iffSeiency  and  durabiliiy,  economjf  offud  and  ne- 
paiTi,  are  guaranteed  equal  to  any  other  engines  in  use. 


roR 

PBAGHCAL  &  ANALTTICAL  €HEMISTBT, 

Chant  Street,  Tenth  Street  belmv  Market, 

(B«ar  of  St  Stephen'a  Chnrob^ 
3P  H  I  X-  A^J>  3B  3Li  P  IX  I  A.. 


ESTABLISHED  IN  1836. 


Instruction  given  in  CHEMISTRY.  MINERALOGY,  and  GEOLOGY,  by  LEC- 
TURESand  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TURES, AND  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Guanos,  Waters,  and  articles  of  commerce 
and  manufacture.    Opinions  given  on  cfaemioal  qoestionst 

BOOTH  &  QARRirrT. 

Jamss  C.  Booth,    . 
Thomas  H.  Garrett. 

SAMUEL   Mcelroy, 
CIVIL   E^SrailSTEER. 

Suflv^  ^ikd  P)ant  jBade  in  all  departments  of  Construcjtioo.  Special  attention 
paid  to  Water  Wo^rksi  with  or  without  pumping  supply. 

Drooklyn. 
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TURNER  HAMILTON, 

(LATJE  JAKITOS  TS  an  KLIN  INSTITVTX,) 

BOOK-BINDER, 

AND 

PERIODICAL  DEALER, 

ASSEMBLY  BUILDING, 
Ho.  106  SOUTH  TENTH  8TBEET» 

PHILADELPHIA. 

BABE  CHEMICALS  AND  KINEBALS. 

Bftuzit»  (Yanadium  clay)        *  Selenium,  in  Gayill 

Cadmium,.  Metallic  Tellurium,  Ores  of 

Cadmium,  Oxides  of  Tellurium,  in  Cavill 

Caesium,  Chlorate,  pure  Terbium,  Oxide  of 

Cerium,  Oxides  of  Titanium,  Metallic 

Cliromium,  Metallic  Titanic  Acid, 

Cobaltum,  Oxides  of  Thallium,  and  Oxides  of 

Didym,  Oxides  of  Thorium,  Oxide  of 

Srbium,  Oxide  of  Uranium,  Ore  of 

Iridium,  Metallic,  pure  Uranium,  Oxides  of 

Lanthan,  Oxides  of  Vanadium  Iron, 

Liithion,  Oxides  of  Vadanic  Acid, 

Holybdenium,  Metallic,  pure  Yanasate  of  Ammonia, 

Osmium,  Wdlframium,  Metallic 

Palladium,  Metallic  Wolframic  Acid, 

Bhodium,  Yttainm,  Oxides  of 

Bubidium,  Chlorat  Zirconium,  Metallic  and  Oxides  of 

Buthenium, 

Imported  to  order  on  moderate  terms  by 

A.    8CHELLER1 

Ciire  of  the  Office  American  Drugg%9(^9  CfiradaTf 

Nkw  York* 
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TO  IRON  MANUFACTURERS. 


NASMYTH'S 


DIRECT  ACTINa 


(AAarick  &  SoN4,  Sole  Manufacturers  in  the  United  States.) 

The  undersigned  call  the  attention  of  Iron  Manufactarers  to  the  superior  Quali- 
ties of  the  Nasmyth  Steam  Hammer,  fur  makine  heavy  and  light  forgings,  ham- 
mering hlooms,  oc.;  many  improvements  in  which  have  of  late  years  been  intro- 
duced in  the  detail  of  construction,  rendering  them  very  reliable  and  efficient. 

Besides  the  form  of  frames  shown  in  the  wood  cut,  (which  is  most  employed.) 
these  hammers  are  made  with  single  overhanging  fr^ime,  giving  access  to  the  anvil 
on  three  sideS)  and  on  the  larger  sizes  (50  owt.  and  upwards^  the  side  frames  may 
be  forked  and  open  at  the  base,  allowing  access  to  the  anvil  in  all  directions. 

When  desirea,  all  sizes  are  made  double  acting,  so  that  steam  may  be  used  to 
increase  the  blow.  In  this  case  the  hammer  may  be  instantly  converted  into  a 
single  acting,  by  the  movement  of  a  handle. 

AH  hammers,  when  single  acting,  have  the  effect  of  a  high  fall  increased  by  the 
compression  of  air  above  the  piston.  This  device  also  prevents  breakage  of  the 
parts  by  the  use  of  steam  of  too  high  a  pressure. 

The  force  and  rapidity  of  blow  may  be  instantly  modified,  or  the  hammer  may 
be  arrested  in  descent  at  any  point.    The  following  sises  are  made,  viz: 


WtofBun, 

Height  of  FaU. 

yrt-ofAuTil. 

Wt.  for  Shipment. 

Lbe.incldVaoTiL 
6,600  to  7.600 

Cirt. 

1  ft.  6  Im.  to 

Lbs. 

6 

2  ft.  6  ins. 

Ft.  in. 

Lb8.excld*gHnTil. 

10 

3  4 

7,000 

9,860 

16 

84 

0,000 

10,860 

20 

15.200 

16,000 

80 

15,200 

16,800 

40 

20,000 

29.000 

60 

23,000 

83,600 

80 

12  tons. 

66,000 

100 

15    *• 

100  JWO 

lao. 

18    " 

120MQ 

2U0 

10 

20    « 

188,000 

For  ftirther  information,  terms,  and  prices,  (with  or  without  anvils,)  address 

MERRICK  &  SONS, 
Southwark  Foundry,  Philadelphi 


Digitized  by 


Google 


1 


I  JOHN  FENINOTON  &  SON, 

lOOKSELLERS  &  IMPORTERS, 

I  No.  127  SOUTH  SEVBNTU  STREET, 


t£I>OOLD  ON  THE  STEAM  ENGINE.    New  ed.,  revised  by  Woodhouse. 
tfi  JRGH.— SLIDE  VALVE  PRACTICALLY  CONSIDERED. 

I>o.  PRACTICAL  RULES  FOR  STEAM  ENGINES  AND  BOILERS. 

DLESWORTH.— POCKET-BOOK  OP  ENGINEERING  FORMULA. 
>TTKNE.— RECENT  IMPROVEMENTS  IN  THE  STEAM  ENGINE. 

I>o.  STEAM  BOILERS  AND  MODERN  PRACTICE. 

iiNKINE.— THE  STEAM  ENGINE  AND  PRIME  MOVERS. 
LATTNER  &  MUSPRATT  ON  THE  BLOW-PIPE. 
BED.— HISTORY  OF  SUGAR  AND  ITS  MANUFACTURE. 
IAMPIN.— THE  PRACTICE  OF  HAND  TURNING. 

^AND-BOOK  OF  TURNING,  with  patterns  and  instructions  for  working  them. 
lOLBURN  ON  STEAM  BOILER  EXPLOSIONS. 
Do.  GAS  WORKS  O^F  LONDON. 

Do.  HEAT,  COMBUSTION  AND  VAPORIZATION. 

^.MIESON.— MECHANICS  FOR  PRACTICAL  MEN. 
X  ERNAN.— ART  OF  WARMING  AND  VENTILATING. 
%  URN  BULL.— PRACTICAL  TREATISE  ON  STRENGTH  OF  TIMB:ER. 
5^  AGET  on  wear  and  tear  of  steam  BOILERS. 
['■!  OYD'S  NAVAL  CADET'S  MANUAL. 

•^  ^EliAMATTER'S  ANCIENT,  MODERN,  ILLUMINATED,  ALPHABETS. 
^^EALE'S  RUDIMENTARY  and  EDUCATIONAL  SERIES,  always  in  stock. 

^Catalogue  of  "classical  works'*  and  "American  history" 

RECENTLY  PUBLISHED. 


5  J.  P.  &  S.  beg  leave  to  call  the  attention  of  book-buyers  to  their 
Itock  of  CLASSICAL,  ENGLISH,  FRENCH,  ITALIAN,  and 
IBPANISH  BOOKS,  including  a  good  assortment  of  French  books 
for  the  use  of  Schools. 

Books  imported  to  order  from  England,  France,  and  Germany,  by 
©very  steamer. 
.    Specially  imported  for  Colleges,  Societies,  and  Schools,  free  of  duty. 

Catalogues  received  and  bids  transmitted  for  books  to  be  sold  at 
Auction  ih  Europe. 

Subscriptions  effected  and  the  publications  received  for  American 
members  at  Foreign  Societies. 

All  orders  for  American  publications  promptly  executed. 
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Contents  for  December^  1866. 

CIVIL  AND  MECHANICAL  ENGINEERING. 

The  Pesliniog  Railway 861 

The  Connexion  of  Plates  of  Iron  and  Steel  in  Sbip-building.     hy  Nathaniel 

Barnaby,  Asat.  Constr.,  H.  M.'s  Navy 372 

Recent  Improvements  in  Application  of  Concrete  to  Fire-proof  Construction. 

By  J.  Ingle 378 

Cantor  Lectures. — Submarine  Telegraphy.  By  Fleeming  Jenkin —  (Lec- 
ture III)  381 

Theory  of  the  Influence  of  Friction  on  the  Mechanical  Efficiency  of  Steam. 

By  W.  L  M.  Rankine,  C.E 388 

The  "VVftter-jet  Propeller 392 

H.  M!S.    Water-witch 3lti 

The  Breaking  of  Railway  Axles.     By  Henry  Simon 35IJ 

MECHANICS,  PHYSICS,  AND  CHEMISTRY. 

A  new  Era  in  Illumination — "VViUlo's  now  Magneto-electro  Machine.   By  W. 

Crookes,  F.R  S 4C0 

Problems  in  Mensuration 410 

Waste  of  Platinum  in  Sulphuric  Acid  Munufactories 411 

On  Egyptian  Bricks.     By  Prof.  Ungcr lb. 

MisCKLLANiRS. — Protection  of  Wood  from  Insects  ;  New  Stuffing  Box,  AVI — 
Spectrum  of  Steam;  Crystallization  of  Ki*d  Pho.«fphorus,  418 — Means  of 
Reducing  the  Heat  und  Light  of  the  Sun's  liays ;  New  Arrangement  of  the 
Galvanic  Constant  Battery  ;  Detection  of  Sulphuric  Acid  in  Vinegar ; 
Hardness  of  Silver,  414 — Preservation  of  Milk  ;  Pino  Wool,  415. 

FRANKLIN  INSTITUTE. 

Proceedings  of  the  Stated  Monthly  Meeting,  Nov.  28,  18G6 415 

Secretary's  Rkport. — Lenoir  Gas  Engine,  415 — Improved  Bar  Vice  ;  Safety 
Valve  for  Kitchen  Range  AVater-backs ;  A  side- wheel  Propeller ;  Method 
of  Working  the  Atlantic  Telegraph,  416 — Improved  Signal  System  ;  New 
Magnesium  Lamp,  417 — Absorption  and  Dialytic  Separation  of  Gases  by 
Colloid  Septa  ;  Palladium  condenses  Gases  ;  New  Process  for  extracting 
Sugar  ;  Absorption  15ands  produced  in  the  Spectrum  by  Vapor  of  W^ater, 
418— Diffused  Sunlight  is  Red  ;  The  Spectrum  of  Come't  of  1800 ;  Further 
Observations  on  the  Spectra  ofsomeof  the  Nebula?,  419 — The  Viscosity  of 
Internal  Friction  of  Air  and  other  Gase^  ;  New  Facts  with  regard  to  the 
Holtz  Machine,  42<>— Essential  Principle  of  Agaric  ;  Phosphorus  crysUil- 
lized  by  Sublimation ;  Mineral  Springs  near  Hurrisburg,  Pa  ;  Lime 
Light  in  Hyde  Park  ;  Bed  of  Peat  in  Iowa  ;  A  Vein  of  tine  Slate  in  Vir- 
ginia, 422 — Lead  in  Kentucky;  Gold  in  New  Mexico;  A  House  with 
eleven  Stories  in  Pari.'*,  France ;  Steam  Carriage  for  Towing  Boatf:  in 
France ;  Dr.  Packard's  Rules  for  prompt  Treatment  in  Cases  of  Acci- 
dents, 423. 

BIBLIOGRAPHICAL  NOTICES. 

Memoir  of  the  National  Acadenn-  of  Scienecp. 424 

Peat  and  its  uses  as  a  Fertilizer  and'Tu<*l.     By  S.  W.  Johnson .*...   425 

Warming  and  Ventilating  the  United  Slates  Capitol ib. 

METEOROLOGY. 
Meteorology  of  Philadelphia  for  Oct.,  18C6.    By  J.  A.  Kirkpatrick,  A.  M 426 
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